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STATE BOAED OF HEALTH. 

Office of the Secbetaet, " ) 
RicHFOKD, Vt., Jan. lat, 1898. J 

To Hit Excellency, 

JosiAH Ga-oxn, Governor. 
Sir: — I have the honor of submitting the eleTenth report of 
the State Board of Health for the sixteen months ending December 
31at, 1897. 

Very reepeotfally, 

J. H. HAMILTON, Secretary. 
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Dk. Ohablbs S. Oatbrlt, Ratland, President, - ■ - 1»98 

Db. Orlakdo W. Shbbwin, Woodatock, - - - 1898 

Db. Hbnet D. Holton, Brattleboro, .... i902 

De. J. H. Hamilton, Richford, Secretary. 
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REPORT. 



This eleyenth report of the board ia ita first biennial report 
under the act of the General Assembly of the State of Vermoat, 
1896, and covers the time from September let, 1896, to December 
31 at, 1897. 

The previous reports have aimed to interest the people of our 
Btate la matters of sanitation and hygiene, and in issuing this vol- 
ume the board hopra toretaiu the healthy interest already aivakened. 
We believe that more and greater good may be accomplished by 
attracting the attention of an enlightened people to these matters 
of vital importance than by any other means at our command. 

The board has performed much more special work during this 
biennial term than ever before, and'through its influence and advice 
many nuisances have been abated and plumbing regnlationa 
adopted and enforced. The board has been called upon at various 
times to investigate the causes of the prevalence of infectious dis- 
eases and in most instances has been able to aid local boards in 
Btamping out serious epidemics. 

PROGRESS IIS SANITATION. 

One who baa observed the sanitary condition of the state since 
the creation of the state board in 1886, mast concede that there has 
been great advancement in matters pertaining to public hygiene. 
Much more might have been accompiisbed, however, had the public 
in general readily and villingly co-operated with the health author- 
ities. The medical profession is deserving of much censure, not 
only for their indifference in health matters, but real hinderences 
in not reporting infectious and contagioua diseases to health officers 
and in teaching the people that quarantine is anjust and nnnecea- 
sary. Instances like these are the exceptioa, however, aad a few 
more proseoutione for such offenses will, no doubt, have a whole- 
some iofluence in many communities. Oppositioa to health 
ordinwices grows less each year, which indicates a step in advance. 

Other indications of progress are the increased vigilanea of 
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health tiilthorities in Hecaring a pure, water supply for drinking 
pnrpoBes, vhich is more than ever regarded aa an important factor 
toward aecoring good public health, and the increased demand for 
good sewerage and improved plumbing. 

CONTAGIOUS DISEASES. 

Shall Pox has not invaded our state for several years, nor 
has it come near enough to cause alarm. Asiatic cholera and 
typhus fever are unknown within our borders. 

Diphtheria, is more to be dreaded than any other of the con- 
tagious diseases. The death rate, however, as shown by the 
tabulated report of this biennial term ie less than for several years, 
wtiich is due in part to the use of anti-tozine. There have been 
more cases, increased largely by the prevalence of the disease in the 
larger towns, such as Barre, St. Johnsbury and Northfield. 

TtphOID Fbvee. — "Sin is a reproach to any people," says the 
Scripture. " So is typhoid fever. In fact, typhoid fever is a 
manifestation of sin. Its continual excessive prevalence in any 
large community at this enlightened day places a sin of ommission 
at the door of those who might by the application of known means 
prevented it." This quotation from the Fhiladelphian Medical 
Jonrnsl furnishes a text whinh the people of our state are asked to 
consider carefully. Let it be noted that in most instances the cause 
of the outbreak of typhoid fever can be traced,either directly or indi- 
rectly, to water used for drinking and culinary purposes . The moat 
serious epidemics are when river water is in use, well water coming 
nest in point of danger. 

Measles has spread extensively throughout the state, nearly 
every town having reported cases with a small death rate. Measles 
is not so mach to be feared for the deaths that occur in its acute 
stage as for the serious after effects. 

More detailed information in regard to these diseases may be 
found in the tabulated reports of infections diseases made to this 
ofSce by health officers, and to be found at another place in this 
report. 

PUBLIC HEALTH LAWS. 

The amendments to the public health laws by the legislature 
of 18d6, did much to render these laws more effective, especially 
touching the local boards of health. 
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Section 4680 provides a penalty, either by fine or impriaon- 
ment or both, at the discretion of the court, for hindering the worir 
of a health officer. Heretofore no penalty was provided. The pro- 
visioQB of this section have been applied to a few offenders with 
good efEect. Section 4686 provides for the payment of health 
officers ; nnder the old laws the health officers were at the mercy of 
the selectmen and as a resnlt were often very poorly compensated. 
A very important addition was made to the public health laws by 
conferring upon the state board the authority to require of looal 
boards a sanitary survey of all the school houses iu the state ; the 
result to be reported to the state board and also to the town at each 
annual Uarch meeting. Under this same section the state board is 
•authorized to issue recommendations and regulations for " lighting, 
heating, ventilatiog aud other sanitary arrangements " of school 
houses. This is a step in advance and should work a much needed 
reform, especially in raral distriots. 

HEALTH OFFICERS. 

With one or two exceptions, every town and city in the state 
baa a reddent health officer ; only one town is without one — the town 
of Plftiufield, Washington County. No one can be found who will 
accept the appointment thus far. 

The health officers of the state are doing excellent work- They 
are carefnl and vigilant in all their duties, rendering most efficient 
service to this state. In many instances, the health officer is not 
well supported by the physicians, which renders his work very 
disagreeable and often greatly hinder his work. 

The law, as amended by the legislature of 1896, provides for a 
more reasonable compensation of health offloers, and while not 
equal to the value of their services rendered, they are as a mle 
satisfactory. 

MEMBEANBOTTS CROUP. 

Membraneous croup is now regarded by most physicians and 
all sanitary organizations as diphtheria. The larynx may be pri- 
marily the seat of the affection, or it may be secondary to tonsilar 
diphtheria, or both may be affected simultaneously. 

Dr. Von Quast, surgeon to the German Hospital and health 
ofScer of Kansas Oity, Mo., says in discussing this question : " It 
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is to be hoped that sooa the term " croap " and ** membraaeoiiB 
cronp " will Ofiase to exist in medical literatare, cease to be posted 
in oar cities as sacb aad cease to appear in oar death reports, bat 
simply be classified as diphtheria." 

Cases of membraoeoas croup should be reported by physiciuis 
to the health officer as intectioos, whaterer view he may take as to 
its nature. 

We know of many instances, when a failure to comply with 
this regnlation has been the starting point of a serions epidemic 
of diphtheria. In case of doubt, a bacterial examination shonld be 
made in order to avoid a serions mistake in diagnosis. 
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LAWS OF VERMONT 

RELATING TO STATE AND LOCAL 

BOARDS OF HEALTH. 

PUBLIC HEALTH, 

AND THE 

PRESERVATION OE LIEE. 
1896. 



CHAPTER 193, VT. STATUTES. 
As amended by General Assembly, of 1896. 

PEESEEVATION OP PUBLIC HEALTH. 



liOASD OF HeAIiIQ. 



. OrsaDization: * 

term of oft.™, 
. DntieB of board. 
. UeetiiiKB. 

Compensation. 
. UatenforceresQlatloiiB; penalt; 

for failure to oompl7. 
. SeorBtaryr dutieaof. 

HSALTK OrFCEBS. 

■ Appointment. 

. Local board of health ; hoir cou- 
Atitnted. 

[nof 



comply 



. DQtlM oi local board. 
Penutr for nesiect i 

with order of bealtL .- 

■ Power* of local Ixwrd. 

. EnwDSfl of care of siok. how re- 
covered, 

COHTADIODS DlSEUnS. 
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eate canae of diaeaee and 
report to secretary of state 

MM. Fees of health ofBcer. 
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portatlnn of body of pereoii 
dead of diphtheria or scarla- 
tina: penalty. 
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4688. Certificate, when body is trans- 
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4S9e. Penalty. 
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BOARD OF HEALTH. 

Sec. 4667. There shall be a board of three persons, known 
as the state board of health, appointed bj the governor with the 
advice and consent of the senate, each of whom shall bold offica 
for six years from the first day of December following his 
appointment. 

Sec. 4668. At the biennial session of the general assembly 
in 1896, a member of said board sball be appointed in place of 
the one whose term tben eipiresi and thereafter at each oiennial 
session a member sball be appointed in tbe place of the one whose 
term then expiies. If a vacancy occurs in sucb office, the govern- 
or shall fill tbe same by appointment, and the person appointed 
shall hold office until the first day of December after tbe next bien- 
nial seesion of the general assemby, at which session the vacancy 
^all be filled by the governor and senate. 

Sbc. 4669. Tbe board shall organize by electing one of its 
members president, and shall appoint a secretary, who shall be a 
reputable practicing physician of this slate, and, if not already a 
member of such board, he shall become a member thereof bv virtae 
of his voice; he shall hold office until the appointment of nis suc- 
cessor, and shall be the executive officer of the board. 

Sec. 4670. The board shall take cognizance of the interests 
of the life and health of tbe inhabitants of the state; shall make 
or cause to be made sanitary investigationB and inquiries respecting 
causes of disease, especially of epidemics, and the means of pre- 
venting tbe same; the sonrces of mortality, and the efiect of 
locality, employments, habits, and circumstances of life on the 
public hoaltn; and when requested, or when in their opinion the 
sanitary intereFts of localities require it, shall advise with munici- 
pal officers in regard to the location, drainage, water supply, heat- 
mg, and ventilation of public building, and the drainage and sew- 
erage of towns, villages and cities. 

Sec. 4671. Tbe board shall meet biennially on the second 
Tuesday of tbe session of the general assembly at Montpelier, and 
at such' other times and places as in the judgment of the board the 
public safety and health require. 

Seo. 4672. Each member shall receive four dollars pet day 

and actual expenses while in discharge of his official duties, and the 
governor and state auditor may allow the secretary such additional 
sums for his services or for services in times of extraordinary peril 
as they deem reasonable ; but the whole expense ot the board, in- 
cluding the secretary, for services and expenses, shall not exceed 
four thousand dollars for any biennial term ext^ept in some extraor- 
dinary public peril, in which case the governor may order said board 
to perform service for the safety of the state and her people in ex- 
cess of said sum, but never to exceed six thousand dollars in any 
biennial 'term. 
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Sec, 4678. The board shall haTesutborit^toproinulgateaiiden- 
force SQch regulations for the better preservation of the public health 
in contagions and epidemic diseases, and regarding the caneee which 
tend to their development and spread, as they judge necesearf; and 
if a person neglects or refuses, after having been duly notified in 
- writing, to comply with anch regalations, he shall be fined not more 
than one hnndred dollai's, and not less than twenty-five dollars. 

Sec. 4674, The secretary shall superintend the performance 
of the work prescribed in this chapter, and shall perform snob other 
duties as the board directs. He shall, in case of epidemics, con- 
tagions diseases, or other unusaal sickness, at the request of the 
selectmen of a town, the trnstees or bailiffs of a village or the 
mayor of a city, render such assistance as he deems best. He shall, 
from the reports made to him by the town and city clerks and by 
the county clerks, issue a biennial registration report, and he shall 
biennially, daring the month of February in every second year be- 
ginning with February, 1898. make a report to the Governor of the 
investigations, discoveries and recommendations of the board, and 
all facts with regard to the causes and distribution of infections 
diseases in the state which he may consider important to the public 
health, which reports shall be printed and distributed together, and 
in the same manner as other public docnments. 

HEALTH OFFICERS. 

Sec. 4676. The state board of health shall appoint a health 
ofBcer for each town, village and city in the state, and the secretary 
shall give him a certificate of his appointment. 

Sec. 4676, The health ofQcer, with the selectmen of the 
town, trnstees or bailiffs of a village, or the aldermen of a city, 
shall constitute a local board of health. 

Sec. 4(i77. The health officer shall be secretary and executive 
officer of the local board of health, and shall hold office for three 
years, and until another is appointed, anless he resign^ or is sooner 
removed by the state board of health, which shall nave authority 
to make snch removals, appoint his successor and fill all vacancies. 

&BC. 4678. .He shall, in connection with the other members of 
the board, make sanitary inspections whenever and wherever he 
hxB reason to suspect anything exists which may be detrimental 
to the public health. He may enter any bonse, other building, or 
any premises where he has reason to suspect anything exists wnich 
IB or may become detrimental to the pnblic health. He shall, as 
eseontive officer of the local board, in writing, order the destruo- 
tion, prevention or removal within a specified time, of all nnisances, 
sources of filth or causes of sickness. 

Sec. 4679. If a person neglects or refuses to comply with 
such written order, he shall be fined not more than one hundred 
dollars, and not less than five dollars. In case of such neglect or 
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refusal, the health officer may prevent,, remove or destroy aoy Buoh 
naisaiice, source of filth or cause of sickness, at the expense of the 
town, bitj or village for which he was appointed, and such expense 
may be recovered of the person neglecting or refusing to comply 
with Bnoh order, in an action upon this statutf in the name of such 
town, city or village. 

Sec. 4680. Local boards of health shall have authority : 

1. To abate all nuisances, destroy, prevent or remove all 

sources of Blth or cause of sickness. 

3. To guard against the introdnotion of contagions or infeo- 
tiouB diseases, by the exercise of proper and vigilant raedioal in- 
spection and control of all persons and things arriving in their 
respective towns, villages or cities from infected places, or which 
for any cause are liable to communicate contagion. 

' 8. To require the isolation of all persons and things infected 
with or exposed to contagions or infectious disease, to provide suit- 
able places for the reception of the same, and, if necessary, to 
farnieb medical tieatment and care for such sick persons, at their 
expense, if of sufficient ability to pay the same, otherwise at the 
expense of snch town or city; to prohibit and prevent all intercourse 
and communication with or use of infected premises, places or 
things; and require, and if necessary, provide the means for the 
thorough purincation, disinfection and cleansingof the same before 
general intercourse therewith or use thereof shall be allowed. They 
may call upon sheriffs, constables, and police, to assist them in the 
discharge of their duties. And any person who shall attempt to 
hinder the work of the health officer, or shall remove a placard 
posted upon an infected building, or violate the quarantine regula- 
tions, shall be punished by a fine not exceeding twenty dollars, or 
imprisonment for thirty days, or both in the discretion of the 
court. 

Sec. 46S1. The expense incurred in the medical treatment 
and care of such sick person may be recovered of any other town 
liable therefor, as if itnad been furnished by the oTerseer of the 
poor of the town furnishing such aid. 

CONTAGIOUS DISEASES. 
Sec. 4682. If a person knowing himself to be infected with 
the small pox, or other infectious or contagious disease, dangerous 
to the public health, comes within a town, without previously ob- 
taining consent of the board of health, or if a person knowingly 
and voluntarilv communicates or receives the infection of small 
pox, or such other infectious or contagious disease in a town, with- 
out the consent or approbation of the board of health, he shall be 
fined not more than two hundred dollars. 

Sbo. 4683. The local board of health shall report to the sec- 
retary of the Etat« board every case of small pox, varioloid, Asiatic 
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cholera, typhus fever or yellow fever nithin its jnriBdictioD, pro- 
Tide a suitable sapply of Taccine viras, when deemed neoeseary by 
the state board and of a quality and from a soarce approved by it, 
and dafiDg the existence of small pox in any town, village or eit^, 
provide thorotigh and safe Tacoination for all persons within its 
jnrisdiotion who may need the Bame. 

Seo. 46EI4. The head of a family in whose dwelling there 
occnrsaoase of infections or oonttigious disease, dangeroas to the 
public health, shall immediately give notice to the health oflScer. A 
physician who knows or suspects tbat a person to whom he has been 
called is siok, or has died, of a communicable disease, dangerous to 
the public health, shall at once report to the health officer the place 
where ench case exists, the name, degree of virulence and cause or 
source of the disease. If a head of a family or phyucian fails to 

five reasonable notice to the health ofScer of the existence of such 
iseaae, he shall be fined not more than ten dollars for each ofiense. 

Sec. 4685. The health ofGcer shall, upon receiving notice of 
a case of infectious or contagious disease, dangerous to the public 
health, investigate far enough to determine if possible, the source 
or cause of the disease, institute means of prevention or restric- 
tion in the name of the local board, and immediately report all the 
facts to the secretary of the state board. When a communicable 
disease prevails or becomes epidemic, he shall make to the secretary 
of the state board weekly reports concerning such disease, and 
biennially in the month of January, beginning with January, 1S9B, 
shall report to the secretary of the state board the sanitary condi- 
tion and public health of his town. 

Seo. 4686. For each report of a contagions disease to the 
secretary of the state board, he shall receive fifteen cents, for each 
annual report one dollar ; and for sanitary inspections and services 
in general, fifty cents per hour; and for quarantining and placard- 
ing infected buildings, the same as for ordinary professional services, 
from the town, vilhige or city for which be acts, unless he is in 
receipt of a stipulated salary. 

Sec. 4687. The bodies of persons who die of small pox, 
Aaiatic cholera, typhus fever or yellow fever, shall be wrapped in a 
sheet saturated in a solution of a hdit pound of chloride of zinc 
in a gallon of water, or a solution of bichloride of mercury of not 
less than two per cent strength, enclosed in a proper coffin or box, 
and buried immediately, witn as little publicity as possible. Such 
bodies shall not be put into a hearse or public vehicle, or removed 
from town to town, or brought into the state. 

Seo. 4688. The bodies of those who die of diphtheria, or 
scarlatina, shall be buried with as lUtle delay and publicity as pos- 
sible; but if prepared as described in the preceding section, and 
incased in an air tight zlno, copper or lead lined cofun, or in an air 
tight iron casket, and enclosed in a strong wooden box, with the 
space between the coffin and the bos filled with sawdust saturated 
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with one of such solationa, may be removed and transported, pro- 
vided the health officer famishes a certificate of the cause of death, 
and the undertaker an affidavit as to how the body has been pre- 
pared and encased, and the health officer of the town, village or 
city to which the body is consigned consents to its receipt. If a- 
person violates the provisions of this and the preceding eeotion he 
shall be fined not more than fifty dollars and not less than tea 
dollars. 

MISCELLANEOUS. 

Seo. 4689. The dead body of a person shall not be delivered 
for transportation or transported in this state, except as provided in 
this chapter, nnlesa it is accompanied by a certificate, signed by a 
phpsician legally qualified to practice medicine and surgery in this 
state, or by the attending physician, if the person died out of the 
state, stating that such person did not die of small poi, Asiatic 
cholera, typhus fever, yellow fever, diphtheria, or scarlatina. 

Sbc. 4690. A person or ooiporation violating the provisions 
of the preceding section shall be fined not more than three hundred 
dollars and not less than fifty dollars. 

Sec. 4691. The secretary of the state board of health, or any 
prosecuting officer, upon complaint made to them, shall prosecute 
for violations under this chapter, and justices shall have concurrent 
jurisdiction with the county court of such offenses to the extent of 
fining the respondent twenty dollars. 

Sbc. 4693. The secretary of the state board shall furnish 
health officers suitable blanks upon which to make reports of infec- 
tions and contagious diseases, also blanks for physicians to report to 
health officers, shall include therein questions necessary to give the 
information desired, and may require special information of a health 
officer provided for in such blanks. 

Sec. 4693. The governor, in case of danger of invasion of 
cholera, small pox or any other infectious or contagions disease, may 
institute and enforce quarantine regulations against any state or 
country as he deems necessary; and may authorize the state board of 
health to make and enforce such quarantine regulations against any 
state or country as they deem necessary, and if a person or coi-pora- 
tion neglects or refnses to comply with sucb regulations he shall be 
fined not more than one hundred dollars and not less than five 
dollars. 

SLAUGHTER HOUSES. 

Sko. 4691. Xo person shall carry on the business of butcher- 
ing in a building without tbe consent in writing of the local board 
of health, describing the building and limiting the time he may 
car^ on snch business. If a person violates this section, he ehaU 
be fined not more than five hundred dollars. 
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DEAD ANIMALS. 



Sbg. 4695. If a person pnta or oansea to be put a dead ani- 
mal or aaitnal Bubstanoa into, or apon the banks of a lake, pond, 
ranDiDg stream or spring of water, so that it is dravn or vashed 
into the same, and suffers it to remaia therein, he shall be fined 
not more than twenty dollars and not less than &ve dollars. 

Sbo. 4696. If a person puts or canaea to be pnt within one 
hundred rods of a dwelling aoaae or highway, a dead animal or 
animal sabsbanoe, and safters the same to remain unbaried between 
the months of Maroh and December, he shall be punished as pro- 
vided in the preceding section, but all prosecutions under the 
two preceding sections shall be oommeaced within three mouths 
after the ofiense is committed. 



NO. I02, LAWS OF i8 



AN ACT RELATING TO THE VENTILATION OP 
SCHOOL HOUSES AND TO THE STATE AND 
LOCAL BOARDS OP HEALTH. 

It is hereby enacted by the General Assembly of the State of 
Vermont : 

Sbo. 1. The state board of health shall within a reasonable 
time and as often as it thinks it is necessary, issue a circular letter 
to the looal boards of health giving the best information as to light- 
ing, heating and ventilation of school bouses. 

Sbo. 2. Local boards of health shall make, under the direc- 
tion of the state board, a sanitary survey of each school house, 
and report the same to the same state board. The said local boards 
shall report at each March meeting to the voters of their towns the 
sanitary condition of the school houses. 

Sbo. 3. All school houses hereafter built shall be constructed 
in respect to lighting, heating, ventilation and other sanitary 
arrangements according to regulations furnished by the state board 
of health. 

Approved November 23, 1896. 
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CHAPTER 222, VT. STATUTES. 
OFFENSEB AGAINST PUBLIC HEALTH. 



SOTB. Adalt«rated dmg or medicine. 

eon. &a]e of potsonB. 

COTS. AsiBstbetioB. ciimltui] me of. 

Sec. 5073. A penon who knowingly sella dieeaBed, oorrnpted 
or nnwholesome provisioiiB, for food or drink, shall be impriaoned 
not more than six months, and fined not more than three huDdred 
dollars. 

Sbo. 5074. A person who ktlla or caQses to be killed, with 
intent to sell the meat thereof for family use, a calf lees than four 
weeks old, or knowingly sells or has in his posseaaion sach meat 
with intent to sell the same la the state, or to send the same for 
snob nse to an; foreign market, shall be punished as provided in 
the preceding section. 

Sbo. 5075. A person who frandnlently adulterates, for the 
purpose of sale, bread or liqnor or any snbetance intended for food 
or drink, with a substance injurions to health, or who koowingly 
eelle snch adulterated food and drink, shall be imprisoned in 
the state prison- not more than two years, or fined not more than 
three hundred dollars ; and the articles so adulterated shall be for- 
feited and destroyed under the direction of the court. 

Sko. 5076. A person who frandnlently adnlterates, for the 
purpose of sale, a drug or medicine, so as to render it injurions to 
health, or sells the same knowing it to be adulterated, shall be 
imprisoned in the state prison not more than two years, or fined 
not more than four hundred dollars ; and snch adulterated drugs 
or medicines shall be forfeited and destroyed under the direction 
of the court. 

Ssc. 5077. A prson who sells arsenic, strychnia, corrosive 
sublimate, prussio aoid, or obloroform, without the written prescrip- 
tion of a physician, shall keep a record of the date of such sale, the 
article, the amount thereof sold, and the person to whom delivered; 
and for each neglect shall be fined not more than one hundred dol- 
lars. If a person purchases such articles and gives a false name to 
the seller, he shall be fined not more than fifty dollars. 

Sec. 5078. A person who administers, attempts to adminis- 
ter, or causes to be administered to a person, chloroform, sulphuric 
ether, or any antesthetio agent, with intent to commit a cnme or 
oftense ; or who secretly commits or attempts to commit a crime or 
oflense against a perfion or the property of one who is rendered insen- 
Bible or nnconscioua or incapable of resistance by such ansasthetic 
agent, shall be imprisoned in the state prison for life or not'less 
toan three years. 
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^ CHAPTER 194 VT. STATUTES. 

PBESEKVATION OP LIFE. 

Stuu Ekuiubs um Boh-bbs. 



1700. InBpectioDi if misaf e, nee of pro- 
hibited; penalty. 

FiBE ESCIPES. 

cm. Hotels and public Halls to be pro- 



4704. JoriBdiction of iiiBttce. 

SuOEINa IN BlBBB ABD HnXB. 

4706. Probibitea, when notice posted, 
4706. LimitaUon of proaecnttona. 



Sec. 4700. Upon applicatioa of tfaree citizens, the eelectmen of 
a town, or the mayor of a city, or any person duly authorized by 
4hem, may, after notice to the parties interested, examine any eta- 
tionary ateam engine or ateam boiler therein, and for that purpose 
may enter any hotise, shop, or building, and if upon examination 
it appears probable that the use of such engine or boiler is unsafe, 
they shall, upon notice to all parties concerned, and hearing, if 
they judge such engine or boiler to be unsafe, defective, or nnnt to 
be used, issue an order prohibiting the use thereof until it Is ren- 
dered safe. If, after notice to the owner or person having charge 
thereof, such engine or boiler is used contrary to such order 
such owner or person shall forfeit ten dollars for each day he 
naes the same, to the use of such town or city, to be recovered in 
an action on the case. 

Sec. 4701. The owner, lessee, or keeper of a hotel more than 
two stories high or of a public hall or place of amusement more 
than one story high, shall provide suitable ladders, or other safe 
Sre escapes, from each and every story above the first ; such ladders 
or fire escapes shall be accessible from each room of such building 
above the first story. 

9eo. 4703. The owner or lessee of a building, factory, mill or 
workshop more than twostories high, in which persous are employed 
above the second story, shall provide suitable laddei's or other safe 
fire escapes, for the safety of patrons and occupants of such 
bnildings. 

Sec. 4703. If the owner, keeper or lessee of any of the places 
mentioned in the two preceding sections neglects to comply with 
the provisions thereof, he shall be fined not more than four haa- 
dred dollars, and not less than twenty-five dollars. 

Sec. 4704, In prosecutions under the preceding section, jas- 
tices shall have concurrent jurisdiction with the county court, to 
the extent of fining the respondent twenty-five dollars. 

SMOKING IN BARNS AND MILLS. 
Seo. 4705. If a person smokes a pipe, cigar or cigarette in a 
mill, factory, barn, stable or other outbuilding, belonging to or 
occupied by another person, in which a notice containing this Bee- 
ts) 
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ttOD, prohibiting such amokiog, signed by the owner, ag«nt or 
occupant of the same is poBted conspicuously near the main 
entraoce thereof, he shall be fined not more than five dollars. 

Sec. 4'i'06, All prosecatioDs under the preoeding section shall 
be commeiioed within thirty days from the date of such oSeaee. 



NO. 56, LAWS OF 18 



AN ACT IN ADDITION TO CHAPTER 137 OF THE VEE- 
MONT STATUTES, ENTITLED " REGISTRATION 
OF BIRTHS, MARRIAGES, D-IVORCES, AND 
DEATHS" 

It is hereby enacted by the General Assembly of the State of 
Vermont ; 

Sec. 1. The secretary of the state board ot health shall pre- 
pare and farnish, to the town and city clerks, blank forme to be 
used as books of record, for the purposes hereinafter named. The 
book of record of marriages shall be conveniently arranged, with 
printed blanks corresponding to the form of marriage certificate in 
nse, with proper space underneath for the attestation of the record 
by the clerk, and for an index for the book. Said blank form shall 
be famished as provided in this section at an expense to the state not 
exceeding that heretofore incurred by the secretary of atat« for 
the same purpose. 

Sbo. 2. The secretary of the state board of bealtb shall 
receive from the town and city clerks, the returns of biiths, mar- 
riages and deaths, and from the county clerks the returns of 
divorces,and, at an extra expense to the state not exceeding one 
hundred dollars per annum, shall prepare therefrom such tables 
and append such remarks and observations thereto as he may con- 
sider for the welfare of the people of the state. He shall cause to 
be published such tables and remarks, in a registration report, 
together with bis report as secretary of the state board of health, 
during the month of February every second year beginning with 
February, 1898. This registration report shall be distributed with 
bis report as secretary of the state boa^d of health. After having 
complied the tables, he shall transmit to the secretary of state, for 
indexing, binding and preservation, the returns of town and city 
clerks and of county clerks. He shall prepare and send to every 
town and city clerk in the state the proper blanks for the use of 
physiciaus and others in making reports of births and deaths as 
herainafter provided. Each town and city clerk shall distribute 
these blanks to all physicians and midwives practicing in his town. 
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SeO' 3- Town and city clerks shall receiTe, nnmber bdcI 
record in the order in which they are receired all certificatcB of 
births, marriages and deaths in their respective towns and cities, in 
the books famished to them by the secretary of the state hoard of 
health, and each record shall show when it was made. They shall, 
biennially, in tha month of January, beginning with January, 189S, 
transmit to the secretary of the state board of health a certified 
copy of each record made during the two years last preceding the 
first day of Jaunary in which the copy is made. Town and 
city clerks shall receive the same compensation for furnishing sach 
copy as they have heretofore received for furnishing the same to the 
secretary of state. 

Sro. 4. The clerks of the county coarts shall, during the 
month of January in every second year beginning with January, 
1898, make returns to the secretary of the state board of health of 
the number of divorces granted, together with the causes for which 
they were granted, in their respective counties, during the two 
years ending on the last day of December last preceding aaoh 
returns. 

Seo. 5. No dead body of a human being shall be buried, cre- 
mated, or removed from any town or city, without a certificate of 
permission signed by the health oSlcer, or, if there be none, by the 
clerk, of the town or city where such death occurred . The penalty 
for such burial, cremation, or removal, without such permission, 
or, in case death was caused by an infections disease, in any other 
manner or at any other time than snch certificate specifies, shall be 
a fine of not leas than one hundred dollars, or confinement in the 
county jail for not less than one month, or both, at the discretion of 
the oonrt. 

Seo. 6. Any physician, midwife, or other person who may 
be present at the birth of a child shall, as soon thereafter as possi- 
ble, report to the town or city clerk the date, place of birth of each 
child, the aes, the names, birthplaces, and residence of the parents, 
and the occupation of the father as far as these facts are obtainable. 
Any person failing to furnish such information in writing, to the 
town or City clerk within ten days after a birth, shall forfeit and 
pay to the town or city a sum of not leas thau five dollars. 

Sbc. 7. Any physician who has attended a deceased persbn 
during his or her last illness, shall at once fill out a certificate, giv- 
ing the date of death, the name, age, sex, and- if a male over fifteen 
years of age, the occupation of the deceased person, the cause of 
death, place of death, place of birth, and the names of the parents 
of the deceased, so far aa these facts are obtainable. He shall fot^ 
ward this certificate to the health oflicw, who shall, upon the 
receipt of it, give a certificate of permission for the burial, crenaa- 
tion, or removal of the body, under proper restrictions and 
safeguards. When any person diea without medical attendance, 
the head of the household where such daath occnrred, or the next 
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in kin, shall immediately notifj the health offloer, who after proper 
inTeBti^tioD, and, if deemed necessary by him, after an autopsy to 
determine the canse of death, shall iasne a certificate of death, and 
the certificate of permission for bnrtal, cremation, or removal. 
Any person as specified in this section failing to furnish snoh cer- 
tificate of death to the health officer within thirty-six hoars after 
any death, shall forfeit and pay to the town or city a sum of not 
less than five dollars. Any health officer who shall issae a certifi- 
cate of permission for the burial, cremation, or removal or a deitd 
body ae herein provided, withont first receiving the certificate of 
death, shall forfeit and pay to the town or city a sum of not less 
than ten dollars. 

Seo. 8. All casesof still-births shall be considered as both births 
and deaths, and shall be reported and recorded among the births and 
deaths as provided for in this act. The fee for making reports of 
births and deaths shall be fifteen cents each, to be paid by the town 
or aitj treasurer opon a statement from the clerk that the returns 
have been properly made. For each bnrial or removal permit the 
health officer or clerk issuing ench permit shall receive the snm of 
twenty-five cents to be paid by the person to whom it is issued. 
The health officer of every town and city shall, in the first week of 
every month, transmit to the town and city clerks all certificates of 
death made or received by him during the preceding month. 

Seo. 9. If any town or city clerk fails to transmit to the sec- 
retary of the state board of health the returns of births, marriages 
and deaths as provided for in this act. He shall be fined not loss 
than twenty dollars. 

Sec. 10. Section four thoneand six hnndred seventy-fonr of 
the revised laws ia hereby amended by striking out the following 
words; "He ehall assist the secretary of state in preparing the 
report of the annual registration of births, marriages and deaths. 
He shall annually on or before the first day of September make 
report to the Governor of the investigations discoveries and recom- 
mendations of the board, which report shall be printed and distrib- 
uted in the same manner as the registration report," and inserting 
in lieu thereof the following words, " He shall, from the reports 
made to him by the town and city clerks and by the county clerks 
issue a biennial registration report, and he shall biennially, during 
the month of February in every second year beginning with Feb- 
ruary 1898, make a report to the Governor of the investigatiouB, 
discoveries and recommendations of the board, and all facte with 
regard to the oanses and distribution of infectious diseases in the 
state which he may consider important to the public health, which 
reports shall be printed and distribated together, and in the same 
manner ae other public documents. 

Seo. 11. Section four thousand six hundred eighty-five of the 
Revised Laws is hereby amended by striking oat the words "and 
anntially in the month of August," and inserting in lien thereof the 
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words, and biennialtj in the month of Jannary, beginning with 
Janaaiy, ltl98. 

Sbc. is. All oerti&oates called for in this act shall be fnr- 
niebed by the state and paid for as state prioting. 

Sbo. 13. All acts or parts of acts inconsistent with the fore- 
going proTisioDs are hereby repealed. 

Sso. 14. This act shall take effect on the first day of January, 
1897. 

ApproTed NoTembor 24, 1896. 



PLUMBING HEGULATIONS. 

At the argent requests of local boards of health from eome of 
the larger towns iu the state tbis board has issned a circnlar, sup- 
plementary to circular No. 10, in regard to the latest methods of 
house drainage 'and plumbing. 

In this circular, the board followed very closely the method 
recommended by Wm. Paul Oerhard. This was especially true of 
the trap venting system which ia somewhat complicated. 

In a recently published article he says : " I am as much as 
uiybody in favor of good, sound and safe plumbing work. 

" Moreover, I have no personal interest in any patented plumb- 
ing device or in any speoial traps, and therefore have no ax to grind. 
My work oonaists'largely in laying out, specifying, arranging and 
superintending the plumbing and drainage work of public and 
private buildings, and my professional reputation (not to mention 
- my business prospects) would be at stake, if I were to advocate sys- 
tems or methods which would not be at least as safe as the methods 
recommended or insisted upon by boarda of health. 

"I am to-day more than ever in faTor of Bimplifying the 
plumbing work of buildings. 

'* Anything which to reduce the present complicated system of 
piping, while at the same time retaining the safety of the system, 
seems to me to be worthy of serious consideratiou." He gives 
nnmeroQS objections to the trap vent law and gives several im- 
portant rules which should be observed in planning plambing pipe 
eystems. 
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STATE BACTERIOLOGICAL LABORATORY. 

For a long time the State Board of HeaJth has been conaider- 
itig the matter of eetablishing a bacteriological laboratory. 

A lacli of fouds has been the great and only hinderence. 

The board has finally sncoeeded in interestiag Frof, J. H. 
LiDsley in this work who has kindly otnuented to perform the labor 
if he can be provided with means sufficient to eqnip a laboratory 
witli ueoeesary apparatus. 

After consultation with the Governor, he haa signified bis 
villingnesB that the board Bhoold use a limited amount of their ap- 
propriations for this purpose, and, while not sufficient to pay the 
cost of equipment, arrangements hare been completed with Dr. 
Linsleyt by which haeteriological examinations will be made m oases 
of diphtheria and typhoid fever free of cost for all medical men of 
the state, work to bf^n in the early part of the year 1898. 

Laboratory work should Include, not only all the infectious 
diseases, but the analysis of water and food as well. This would 
require an outlay of quite an amount of money but the importance 
of the work warrants it. Anything which has for its object the 
saving of human life is worthy of a liberal support from the state. 
We trust, therefore, that the next legislature will make an ap- 
propriation whioh will insure the establishment of a bacteriological 
laboratory upon a permanent basis. 

Each year the state is expending quite a lai^ amount of 
' money in the interest of agriculture, and for the prutection of cat- 
tle, sheep and swine. Is not human life of greater value ? 

POLLUTED WATER SUPPLY. 

There have been during this biennial period several outbreaks of 
typhoid fever in the state which were either directly or indireetly 
traceable to a polluted water supply. 

This board made sanitary inspections of towns where the dise ane 
vas prevuling and have, in each case, traced the cause to impure 
drinking water. 

Special report! and recommendations have been made to the 
Local boards which have resulted in awakening not only an interest 
but a reform in the sanitary condition of the towns. 

These reports can be found in this volume in connection with 
reports of the meetings in infected localities. 
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Ad inrestigation t>5 theaecretarjof the came of this preTalenoe 
of typhoid feTer in the Tillage of Winooski eHcited the following 
facts: 

NDmber of caeea of tjphoid fever in this Tillage, forty; number 
of deaths, two. 

The local board had traced the disease along the line of a 
certain milk rente. The milk was therefore condemned aa being 
the canse, whieh was no donbt correct 

By adrice of the seoretary the investigatioa was carried farther 
and a visit was made to the beodqaarters of t^ milk enpply. 

Itwae there fonnd that the water which was used for washing 
and rinsing the milk cans was from a well so located as to take the 
sewerage from the hooae and all surface drainage from bam, pigpen 
and pi ivy. 

The well was thirty feet in depth lined up with cobblestone 
and had not been cleaned for five years. 

It was recommended that the local board procure a chemical 
analysis of the water at once and to advise that the water be 
thoroughly boiled before using it for drinking purposes. 



AHALTSIS. 




S^SSS^ 


" Free ammonia (parte p«r millioii). 


0.0T 


0.05 




0.34 


0.15 


Chlorine (grs. per gallon), 


U.O 


3 grs. per gal. 


Total eolidi, " " . . 


85.1 




Piled »lid», " " . . . 


63.7 




Volatile solids, " "... 


21.4 





" If this sample properly represents the supply, and as far as a 
chemical analysis of a single sample can determiDe, this water is 
frightfully impure and unfit for drinking purposesa" 

JOSEPH L. HILM, 

Director. 
The State Board of Health should have anthority to prohibit 
the use of polluted water under certain restrictions. 
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MEETINGS OF THE BOARD. 
Daring the period covered by this report there have been an 
nnnaoal number of meetings held. The extra work reqnired of 
the board made it necessary. This work consisted of formalating 
plans of new school bnildings and the preparing of a Hat of qnes- 
tions to be answered by local boards of health in regard to the 
sanitary condition of all the school houses in the state. 

. The new Begistration Law also gave this board mnch extra 
work. 

FIRST MEETING FOB 1896. 
At call of the preddent the board met at the Bardwell Hoaae, 
Bntland, Sept. 26, 1896. The principal business of the meeting 
iras the construction of needed amendments to the public health 
laws. 

The secretary was iuBtrnoted to have introdneed into the aes- 
sion of this legielatnre bills proriding for these changes. 

Adjourned. J. H. HAMILTON, 

Secretary. 

BIENNIAL MEETING. 
As provided in Sec. 4675 the board met at Montpelier on the 
3d Tuesday of the aeseion of the legislature. 

The meeting was held in the room of the state board of health 
in conference with the joint special committee on pnblio health. 

Bills were presented to the committee for their consideration — 
onTi providing a penalty for attempting to hinder the work of the 
health officers, one in relation to oorapetiBation of health officers 
and one relating to registration of vital statistics. 

The committee consented to recommend the passage of a bill 
which should include all that the board asked. 
Adjourned, 

J. H HAMILTON, 

Secretary. 

There has been a change in the composition of the board since 
the laat report. Dr. C. S. Caverly's term as member of the board 
having expired on the SOth day of November, 1896. Dr. Henry 
D. Holton was appointed to serve for six years from the first day 
of December, 1696. 
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Later, Dr. Hamilton who had four years more to serre as 
member of the board resigned, and Dr. Caverly was appointed by 
Goremor Gront to fill the vacancy thus occasioned. 

MEETING AT BELLOWS FALLS. 
On December 1, 1896, the board met at Bellows Falls for the 
pnrpoae of reorgauization under the new arrangement, {^resent at 
the meeting, Dre. Caverly. Sherwin and Holton. 

Dr. Caverly was elected temporary president and Dr. Sherwin, 
secretary pro teiii, after which the organization was completed by 
the election of Dr. 0. S. Caverly as president, and the appoint- 
ment of Dr. J. H. Hamilton as secretary. The secretary. Dr. 
Sherwin, was instmoted to notify Or. Hamilton of his appoint- 
ment. Adjourned to meet at same place, December 7, 1896, at 5 
o'olock P. 

0. W. SHERWIN, 

Secretary pro tern. 

Adjoarned meeting of board at Town's Hotel, Bellows Falls, 
December 7, 1896, 5 o'clock f. h. All the members of the board 
present. 

1. Easiness was the consideration of registration by-law, as 
amended by the late legislature, which provides that the state board 
of health shall have this work in charge, instead of secretary of 
state. 

2. It was voted that Dr. Caverly look after the preparation 
and printing of the blanks necessary for the carryiag out of the 
work as provided in No. 56 laws of 1896. 

3. Kext, the legislature having instructed the state board to 
issue regalations in regard to heating, lighting, ventilation and 
other sanitary arrangements of school nouses which are to be fol- 
lowed in the construction of school houses hereafter built, Dr. 
Henry D. Holton was instmoted to investigate this matter and to 
visit other states for that purpose and report to some meeting in 
the near future. 

4. The secretary was directed to procure a list of secretaries of 
W. C. T. TJ. and of board of agriculture meetings. 

5. Instructed the secretary to procure the printing of 3,000 
copies of public health laws in pamphlet form. 

Adjourned, 

J. H. HAMILTON, 

Secretary. 
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At call of the president the board met at the Tan ITeas Honse, 
Barliogton, Janoary 11, 1897. Present at the meeting were: 
Dfb- Garerly, Holton, Sherwin and Hamilton, also H. S. Peck, 
mayor of Bnrlington, Crandall, health officer and several of the 
aldermen. 

Alderman J. J, Shea, nlember of the health department, re- 
ported eoiije complications in qnarantine and the preTenting of the 
spread of diphtheria in the city. 

The following qnesiions were sabmitted to the state board for 
its decision: 

1. Are local boards justified in qnarantioing heads of families? 

2. If BO, how long? 

3. At time of raising qnarantine how shoold the building, 
etc., be disposed of ? 

4. What should be done with clothing in closets and with 
clothing hanging on walls of room, also contents of bnrean drawers 
in same room? 

5. How abont having fioiir in pantry of same room ? 

6. Who exeontea the destraction of clothing, etc., ordered by 
the local board ? 

Next the secretary gave a report regarding the dangerons con- 
dition of the St. Johnsbnry water snpply. Adjourned, 

J. H. HAMILTON, 

Secretary. 



To the Local Board of Health, H. A. Crandall, M. !>., Executive 
Officer, Burlington, Vt. 

Gentlemen — Keplying to the qaestionB submitted to the State 
Board of Health, January 14th, I am directed to say that the heads 
of families, if thej are to continue to reside with the family, should 
be quarantined. 

Fathers cannot be allowed to act as nurses or care for their 
children sick with diphtheria oi scarlatina. 

Closet doors should not be opened from an infected room or 
clothes to hang npon walls. If it should so happen that clothing 
has become thns exposed, disinfect according to directions. 

The contents of bureau drawers in an infected room shoald be 
disinfected unless the drawers have been continually closed. 

Dispose of bedding by most approved method — see enclosed 
circulars — add to these the vapors of Formaline— Formaldehyde, 
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Ab to what shonld be done with the honey and Sour in the 
pantry in case mentioned. Take good oare that boxes and barrels 
are thoronghly covered and the contents will be all riji^bt. Tiooal 
boards of health ahoutd be and are able to judge of tbeae qaeations. 
If mistakes are made it is do more than might be expected of as 
all. It matters not who destroys infected articles ; it shoald be 
done nnder the supervision of the local board. 

By order of the State Board. 

J. H. HAMILTON, 

Secretary. 

MEETING AT ST. JOHNSBTJEY. 

At call of the president the board met at the St. Johnsbory 
Honse, St. Johnsbnry, Jannary 20, 1897, at 7 o'clock p. H. Pres- 
ent at the meeting Dr. Henry D. Helton and the Secretory, Dr. 
Hamilton, members of the board; trusdes of the village with Dr. 
Aldrich, health oCBoer and D, G. Oomstock, principal of the Su 
Johasbary academy, and others. 

Dr. Holten acted as president pro tern. All preae&t exprfiBsed 
their TiewB freely as regards the oanBe of Ihe prevalence of typhoid 
fever in St. Johnsbnry. Dr. H. J. Aldrich, health officer, pre- 
sented a letter which was published in the Bepablican as expressing 
his views, which we give in this connection : 

Editor Rbpublioah — Snch vague and uncertain reports are 
in oirealation concerning the epidemic of typhoid fever in St. 
Johnsbnry that, as health ofBcer, 1 deem it my dnty to give a plain 
statement of the facts as I know them. 

In the year ending December 1, 1896, there occnrred in the 
town of St. Johnsbury forty-two esses of typhoid fever. Of these, 
two occnrred at St. Johnsbury Center, and as both cases were near 
the river bank, they are important aa a possible source of infection 
erf the river water. There were four other oases in which the dis- 
ease waa contracted elsewhere — that is, these persons were taken 
sick Bc soon after coming to St. Johnsbury that it oonld not have 
been contracted here. This leaves thirty-six cases originating in 
the village, and of these thirty-four nsed the river water. 

Since December 1, 1896, there have been reported to me 
thirty-nine oases of typhoid fever, and thirty-seven of these need 
river water. One contracted the disease elsewhere and one is a 
case of direct contagion, the patient being taken with the disease 
while nursing another case. 

I giie the facts for whnt they are worth, believing that every 
one is capable of drawing his own conclusions. I have hesitated 
long in making this statement for the reason that such a notice 
might hurt our village in the estimation of ontsiderB, but the dis- 
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ease haa kept increasing and 1 am now conviaoed that we shonld 
throw all Bach otiildisL opinions to the wind and grapple this 
problem in earnest. 

I am not seeking to injure either water ootnpan;, Dor am I 
more friendly with one than the other, so I feel free to express my 
conviotion that oar epidemic of typhoid fever is oansed by the 
river water. How can one think otherwise when confronted by 
snch evidence even thongh it is circamstantial P 

Even if the two casea at St. John^bury Centre did not infect 
the river water, and I believe they did, for we had an nnaenal 
number of cases here later in the fall, there was abaadant oppor- 
tunity for infeotioD from a case on Oak street which occnrred m the 
latter part of August, the honse standing On the river bank not 300 
yards from the pnmping station and having a private drain direct 
to the river. 

There is to-day a case of typhoid fever on the bank of that 
same mill pond, and the privy which three families use and into 
which the dejecta of this patient were deposited for a week prior to 
my notification of the case, literally overhangs the river. During 
this week there was a thaw, followed by a hard rain, and it is safe to 
say that enough typhoid germs were washed into the river to 
prolong onr epidemic indeOnitely. 

I am well aware that these ideas will not find acceptance in 
many minds, in fact the medical profession is not a unit in this 
belief, bat if they serve as a text for concerted tbought aud action 
the object of this paper will have been accomplished. 

Many assert that the river water is the better tasting, and I do 
not deny it. But some of the most deadly poisons are pleasant to 
the taste and smell. Our taste cannot direct us in the choice of 
water. 

There are times without doubt when the river water is safe to 
drink, times when there are no typhoid germs in it, but there is 
* always the drainage ot a part of Paddocks Village, the cemetery, 
St. Johnabury Center, Lyndon, Lyndonville and the houses and 
barns along its banks, and those from necessity must continue to 
pollute the river water. Granting that this sewerage laden water 
purifies itself in flowing (which! do not believe, certainly not in 
the winter months) there yet remains the possibility at any time ,of 
infection by typhoid germs, and the first notice we have is an 
epidemic of typhoid fever. 

The water of Stiles' pond is not so liable to infeclion because 
there are no houses on its shores, and the streams feedingit are 
swift running brooks which tend to self-purification. If a case of 
typhoid fever should occur near the pond and the water become 
infected it would be a thousand times worse than the river water, 
for the reason that a freshet sweeps out the germ producing filth 
from the river-bed and leaves comparatively clean banks and bot- 
tom, while high water makes no impression whatever upon the 
banks and bottom of a pond. 
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Ttie only immediate remedy for thie evil is this, and I earnestly 
recommend that it be done, for the sake of experiment, viz., boil 
erery drop of river water before drinking it. 

W. J. ALDKICH, 

Health OfQcer. 

Adjoamment to meet at Mnsio Hall at 8 o'clock p. k. We 
give below a newspaper report of this meeting, ae embodying 
the views of the State board after inspection of the water supply 
and its sarroundings. 

"A goodly namber of people, interested in the disonssion of the 
sanitary situation in St. Johnsbnry, gathered st Music Hall to hear 
remarks by members of the state board of health. 

" Judge Sjnith presided at the meeting, and spoke briefly of the 
condition of things here, the importance of the problem presented, 
and the need of meeting it squarely and without prejudice. 

"Dr. Holton of Brattleboro, a physician of extended experience, 
who has jast been appoiuted on the board, talked interestingly and 
instructively of the causes of small pox, scarlet fever, measles, 
diphtheria, typhoid fever and other maladies, explaining the germ 
theory, the danger of contagion, the fearful results which may fall 
upon a large number from the ignorance aud oarelessness of some 
one family along sanitary lines. Speaking especially of typhoid 
fever, he said it was a germ disea&e.and maintained that to get 
typhoid fever the typhoid germ must first have been sown. He 
indicated that the disease was communicated mainly through the 
driuking water. Dr. Holton did not touch especially upon the 
situation in St. Johnsbury, but threw out many useful hints in re- 
gard to epidemic maladies and the best way of guarding against 
them. 

DR. HAMILTON TALKED PLAINLY. 

" Dr. J. H. Hamilton of Eichfqrd, who is secretary of the board, 
then touched very vigorously on the situation here, as he had found 
it not only at this time, but as well four years ago when so many 
oases of fever existed. He did not mince matters in the least. He 
was sot here in the interest of any system, but simply to help in the 
solution of this serious problem. Said he did not believe the 
Almighty ever intended river water to be drank ; the rivers are, 
originally, tbe^reat drains of the country, and when population 
increases and villages are formed upon the banks, iben the rivers 
become the sewage systems of the country. He described the state 
of things on the river banks between Paddocks Village and the 
Center as he found it ; said he wou|d not condemn the river water, 
but would let it speak for itself. 

" Quite a number of questions were asked, in response to which 
the doctor said that water was clarified, but not purified, by run- 
ning this or that distance ; the germs are held in solution, and not 
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eliminated. He did not know of a filter that woald do anTthing 
more than clarify the water ; had known baccili to travel Bizty 
miles ; bad plumbing wonld not cause typhoid fever, tboneh it re- 
snlted in other diaeaeea ; the medical authorities always Iook to the 
drinking water, or the milk, as the source of typhoid fever ; urged 
upon the people the boiling of the water as an experiment, as a 
means of saving life and averting further trouble; isolated cases do 
not signify ; thought typhoid fever might be called a filth disease, 
and that spontaneous development of it was not impossible." 

The subject was very thoroughly discussed, the andienoe re- 
maining until 10 o'clock. Adjourned, 

J. H. HAMILTON. 

Secretary. 



At call of president the board met at the Bardwell House, 
Rutland, February 12, 1897, 8 o'clock p. m. Present at the meet- 
ing Drs. (Javerly, Helton, Sherniu and Hamilton. 

1. Business was the reading of a letter by the secretary from 
J. E. Unshman, city attorney for Bnrlington, which follows, also 
the reply of the secretary herewith presented. 

. BDRLiHaTON, Vt., Feb. 2, 1897. 
Dr. J. H. Hamilton, Richford, Vt. 

Dear Sir — I have not received from your board your last pub- 
lished report containing your rules- I was anable to meet you at 
the Van Ness on ihe day yon last met here and I presume that is 
why I have not received them. I should be very glad, however, to 
receive them at onoe. 

A question has arisen here about the destrnotion of clothing, 
bedding and bouse fnrnishinga in diphtheria cases and especially in 
the case of H. J. Golton's on Lvomis street, in this city, where oar 
health officer and health committee claim that yon ordered same to 
be destroyed. The people now seek to recover of the city the value 
of this property so destroyed. Will you kindly refer me to the 
provision in the law nnder which you ordered this stufF at Golton's 
destroyed; and also the provision in the law which aothorizcs a 
local health officer or local health board to destroy similar property 
infected with contagious disease. The cha rmaa of onr health 
committee claims that year board is of the opinion that the local 
municipality, the town or city in which the property thus burned 
was contaiD«l, should pay the owner the value of the property. I 
would like to know what prpvision of the law warrants such a 
holding. Yours truly, 

J. E. CTJSHMAM, 

City Attorney. 
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RiOHFOKD, Feb. 3, 1897. 
J. E. Cttshman, Esq. 

Dear Sir — Replying to yours of Febrnary 2, I will say: You 
will find the documents called for at the Van Nesfl — left there the 
day of our meeting nrith inctruction to band to you. 

I never give instrnctions for the wholesale destruction of prop- 
erty, but, first, to cleanse by the use of such disenfectants as do not 
destroy, all ar'ticleB which can thus be made safely and surely asep- 
tic. Second, should there be articles of furniture, bedding, or 
clothing, which, by any known means it is impossible to render 
safe from infection, to destroy. See Sec. 4680 Art. 1 V. S. In regard 
to liability for the destructioD of property, I know of no provision 
of law touching the matter. I will not venture an opinion even, 
as the qnestion involves a consideration of several points before ar- 
riving at a conclusion. Truly yonrs, 

J. H. HAMILTON. 

Secretary, 

Board sustained the secretary in his opinion. 

2. A letter from F. D. Hale in regard to employment of at- 
torney for the board was presented by the secretary. After'some 
discnasion of the question it was voted that the secretary consult 
the governor regarding the matter and to follow his enggestione. 

3. In the matter of appointment of a health officer for the 
town of Yernon, the secretary was directed to consalt the selectmen 
regarding it. 

4. The president presented his views in regard to the granting 
of burial permits by health officer. After a lengthy discussion it 
seemed to be the prevailing opinion that the health officer should 
give the permit as requested by those asking for it. 

5. Dr. Henry D. Holton, who was appointed at a previous 
meeting to formulate rules and regulations for the construction of 
school houses hereafter built,'preBented his report Slight changes 
were recommended by the difierent members of the board. Dr. 
HoltOQ was requested to make the changes suggested and report to 
the next meeting. Adjourned, 

J. H. HAMILTON, 

Secretary. 

At call of the president the board met at Town's Hotel, Bellows 
Falls, April 9, 1897, at 3 o'clock p. M. This meeting was called 
for the special purpose of completing the circulars upon school 
house sanitation, authorized by the legislature of 1896. 
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Ist Dr. Henry D. HoUon, the committee to whom was re- 
ferred the formulating the recommeudatioDe and regalations ander 
No. 102, preeeDted the following report, which wns adopted : 

STATE BOARD OF HEALTH. 
Id compliaoce with No. 102, Laws of 1896, the State Board of 
Health bereoT issues the following reoommendations and regala- 
tions for "lighting, heating, ventilating and other sanitary 
arrangement " of school hoaseB. 

aiTE, OONSTEUCTION AND FUBNlSHINa OF SCHOOL EOU&BS. 

In the choice of a site for a school house, its construction and 
furnishings, the 'following directions are to be oheerved as far as 
poBBible : 

Ist. The site should be upon a slight elevation with soil dry 
and well drained. 

3d. If in a village, it should be at- a point free from noises 
and unsavory c>dors. 

3d. If in the rural portion of a town, at a point free from 
violent winds. 

4th. As near the center of school population as possible. 

6th. Playgrounds should be provided for exercise and amuse- 
ment. 

6th. In villages, or where there is a basement, play rooms can 
be arranged. In rural houses, without basemente, a shed should 
be provided for exercise in inclement weather. 

7th. There should be plenty of pure water supplied for drink- 
ing purposes. 

8th. Buildings should bo so located as to secure the beet 
light. Particular attention should he given to this in villages 
where the school house is likely to be surrounded by other buildings. " 

9th. Oare should be taken when the building is of wood to 
make it warm. This can be done either by using thick building 
paper under the clapboards, or by filling the apace between the 
outside boarding and the lath with clean, dry sawdust. 

10th. The walls of the rooms should be light grey or bnS 
color, 

11th, All doors should he hung to swing out, and in large 
school buildings proper fire escapes should be provided, 

12tb. As forty papils are as large a number as one teacher can 
well instruct, the rooms should be 32 x S8 x 12 feet high, giving 
from 200 to 300 cubic feet of air space and 20 square feet of surface 
area for each pupil. 

13th. The windows should be numerous, large enough, and 
so arranged ae to give ample light to every part (and corner) of the 
room. The window space should be at least one-fourtbof the fioor 
space. There should be no more space between the top of the 
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window and the ceiling than is reqnired to finish the building, and 
the window aill should be fonr feet from the floor. The light 
should be arranged so as lo fall upon the pupil fron[i the left or left 
and back, neteb from the Bronx. There should be cnrtains of 
a grey or buff color for all windows — two to each window — hang in 
the center of the window so that either the upper or lower half, or 
both, can be shaded. 

14th. If there is no cellar under the building, there should be 
a space of at least two feet from the floor to the ground, and there 
should be windows or openings in the underpinning so that there 
can be a free circulation of air, 

15th. If the corridors are used as coat-rooms they shonld be 
well lighted and ventilated. 

16th. In rural portions of a town, there should be two out- 
buildings — one for girls and one for boys. They ghoald be at least 
twenty feet from the school building and from each other, with a 
high fence between. Earth closets should be nsed with road dust, 
sawdust or ashes, so arranged that they may be easily cleaned. In 
villages where water is available, there should be a system of bowls, 
urinals, drains and sewers, constructed according to modern plumb- 
ing rules. Closets should not be placed in basements under school 
rooms. 

17th, Desk and seats. The height of the seat must corre- 
spond with the length of the legs below the knees. The seat may 
be horizontal or slightly curved. The back should be formed of a 
lower convex and an upper concave portion. A desk for writing 
should have an inclination of about 15 degrees. The desk should 
be fitted to the. pupil each year. A perpendicular line from the 
edge of the desk should project only slightly over the edge of the 
seat. 

18th. Blackboards should be placed opposite windows, never 
between, and shonld be of a dark Insterless color. Lessons placed 
on the board for pupils to copy are injurious to the eyes by reason of 
the rapid change of focus required from the distant board to the 
paper on the desk ; hence, these should be avoided. 

WAKMING AND VENTILATING SCHOOL HOUSE. 

The heating apparatus must be of sufficient capacity to warm 
all rooms to 70" Fahrenheit in any weather. 

Not less than 30 cubic feet per minnte of pare air for each 
pnpil should be supplied, and it should be so introduced that there 
shall not be uncomfortable draughts. The difference in tempera- 
tore between any two points on the breathing plane shall not exceed 
three degrees. The ventilating flues shall be of sufficient size to 
readily introduce and remove the requisite amount of air from the 
rooms. 

In rural houses of one room where a furnace is impracticable 
the above conditions can most economically and satisfactorily be 
(8) 
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met by the use of the "jacketed stove," Figure 1. The ordinary 
wood-burner box stove may be surrounded by a casing, or jacket of 
j;alTanized iron, with proper air apace of six to nine iacbee between 
jacket and atoTe. Freah air should be conveyed from the outside 
of building through a tiu tube to space under stove. 

The vent or foul air pipe (also of tin) should be set on legs 
with an opening at bottom 12 inches from floor, to ran straight np 
through roof 08 high aa chimney. The stove-pipe should enter 
this at not more than six feet from floor passing ap as f ar as possible 
before it leaves the vent pipe for chimney. There should be a door 
in the jacket at the rear end of the stove which can be opened for 
pupils to warm their feet. 

A room 28 x 80 x 12 would have 10,080 cabic feet of air. 
Thirty pupils in this room would rei^uire at least 900 cubic feet of 
fresh air per minute. To supply this amouat of fresh air would 
require a tabeof 24 to 30 inches in diameter. In order to properly 
warm thia volume of air in the coldest weather it would be best that 
there should be two of the jacketed stovee, each receiving fresh air 
through a 13 or 15 inch tube. The foul air vent should be of cor- 
responding size. All ot these pipes should bo provided with dam* 
pers to regulate the inlet and outlet of air. 

School directors ahould not only see to it that their teachers are 
instructed how to use these dampers properly, but should be snre 
that their instructions are carefully followed. 

C. S. CAVEELY, M. D., President. 
0. W. 8HERWIN, M. D. 
HENRY D. HOLTON, M. D. 

J. H. HAMILTON, M. D. Sec-y. 
April 15, 1897. Bichford, Vt. 
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^d. The secretary reported the following as direotioas to local 
boards of health in regard to the sanitary survey of school honsea 
in the state, which were adopted: 

In compliance with No. 102, Sec. 3, Laws of 1896, the state 
board of health hereby issues the following directions to local 
boards of health in regard to the sanitary survey of school houses in 
the state : 

Location: 

1st, Character of soil? 
2d, Any artificial drainage required? 
8d, What are the BorroundineB? 
4th, Adj play-gronnds provided? 

Building: 

let, What is the height of the building above the ground? 

2d, Is there free circulation of air under the building ? 

3d, Give cubic feet of air space in the room, 

4th, Give dimensions of the room — length, breadth and height. 

Lighting: 

1st, Distance of the tops of the windows to the ceiling ? 
2d, Height of window sills from floor? 
3d, Size of windows and number in the room ? 
4lh, Give location of windows with reference to the arrange- 
ment of seats- 
6th, Are window shades provided ? 
6th, Seating capacity of each room ? 
7th, How many pupils attend school? 
Sth, Describe the style of seat. 
9tb, Are oloak rooms provided T 

Heating and Ventilating: 

Ist, How are buildings warmed? 
3d, How are they ventilated ? 

Outbuildings, Plumbing, Etc.: 

1st, What outbuildings, if any, are provided? 
2d, What are the plumbing arrangetnents, incladiog water 
closets and urinals ? 



Ist, Give area of blackboards, kind of material, and location, 
relative to windows. 
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2d, Give an; other information, or make any other saggestionB 
vhich occnr to yon, that will make the report more complete. 
C. S. CAVERLY, M. D., President. 
0. W. SHERWIN, M. D. 
H. D. HOLTON, M. D. 
J. H. HAMILTON, M. D., Secretary, 

Jnne 29th, 1897. RicWord, Vt. 

Sd. It was ordered that these circnlars be printed, and dia- 
tribnted to local boards of health and school directors of the eey 
eral towns, as soon ae possible. Adjourned, 

J. H. HAMILTON, 

Secretary. 

Pursuant to call of the president, the board met at Town's 
Hotel, Sellows Falls, May 5, 1897, at 3 o'clock p. m., all 
members present. First business of the meeting was the present- 
ing of correspondence from Shaftebnry in relation to making a 
new appointment of health officer for the town. No complaint 
having been made against the present health officer, it was deemed 
adrisable to make no change. 

2d. The revision of Cironlar No. 10, rules and regulations of 
the state board of health was considered. It was voted that each 
member make, in writing, suggestions of such changes as he 
thought best, and present them to be acted upon by the board at 
some future meeting. Adjourned, 

J. H. HAMILTON, 

Secretary. 

At call of the president the board met at the hotel Low, 
Bradford, June Sd, 1897, at 3 o'clock p. m. Only members pres> 
ent, 0. W. Sherwin and J. H. Hamilton. The health officer with 
several of the trnstees were also present. Dr. 0. W. Sherwin 
acted as president pro tern. A statement was made by the health 
officer regarding the sanitary condition of the Tillage, and the mem- 
bers of the state board present were asked to inspect the town and 
report the result to the local board. Adjourned. 

J. H. HAMILTON, 

Secretary. 

Report to the health officer and local board of health, 
Bradford : 

Gentleuen: — Id compliance with your request we made a 
sanitary inspection of your village and beg leave to make the fol- 
lovring report : 
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1st. We find you hare an abandance of pare water, and a 
large amoDDt of waate water. Waste water should be used to aid 
in removing the large amount of filth which naturally accumulateB 
in all thickly populated towns. But in this instance it is allowed 
to settle in cesspools, cellos and swampa, contaminated with 
sewage from water closets, sink drains, etc., creating nuisances 
most dangerona to public health. There is no eyidence at present 
of the existence of disease due to unsanitary surroundings, but, 
shonld these filth deposits, by any means, become contaminated 
with any of the germs of the infectious diseases, yonr village might 
realize when too late, that it would have been better to have used the 
" ounce of prevention." We therefore recommend that the cesspools 
and filth holes be thoroughly drained and cleaned and that a sys- 
tem of sewerage he constructed ns soon ae practicable. 
Respectfully submitted, 
CHAS. S. OAVEELY. M. D., Pres., > State 
ORLANDO W. 8HEEW1N, M. D., f- Board of 
HENRY D. HOLTON, M. D., ) Health. 

JAMES H. HAMILTON, M. D., Seo'y. 

At call of the secretary the board met at the Junction House, 
White River Junction, July 7, 1897, at 8 o'clock P. M. Present at 
the meeting, Drs. Holton and Hamilton. Dr. Holton acted as presi- 
dent pro tem. This meeting was called for the special purpose of 
completing the revision of circular No. 10. As only two members 
were present, adjourned to call of secretary. 

J, H. HAMILTON, 

Secretary. 

Meeting called by the secretary August 26, 1897, 6 o'clock F. x., 
at Town's Hotel, Bellows Falls. Drs. Sherwin, Holton and Ham- 
ilton present. The following rules and regulations were presented 
for the consideration of the board and were adopted. 

CIRCULAR NO. 10. 

BEGCLATIOHB PROllCL&ATBD UT THE STATE BOARD OF HEALTH, 
VERMONT, 1897. 

The state board of health of Vermont, under the authority 
given in Sec. 4673, Vermont statutes, promulgates the following 
regulations "for the better preservation of the public health in 
contagious and epidemic diseases, and regarding the causes which 
tend to their development and spread: " 

REGULATIONS. 

1. The health officer, after receiving notice of a case of small 
poi, typhns fever, cholera, diphtheria, scarlet fever, measles or 
whooping cough, shall immediately post a plain and distinct notice 
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Upon the premises or hoaee where sach diaease exists ; and he shall 
serve a qaarantine DOtice upon the head of the family in which the 
disease exists ; sach uotice shall be for fnll quarantine in oases of 
small pox, typhus fever, cholera, diphtheria and scarlet fever; and 
for modified quarantine in cases of measles and whooping coagh. 

2. The health officer, after being notified of a case of small 
pox, tjphns fever, cholera, diphtheria, scarlet fever, measles, or 
whooping congh, shall immediately notify the teacher or principal 
of any public or private school, academy or seminary, where any 
member of the family attends as pupil or teacher ; said teacher or 
principal shall forbid the attendance at school of any member of a 
family in which there is a case of small pox, diphtheria or scarlet 
fever, and of all persons in families who have never had theHiaeaee, 
in which there is measles or whooping congh. 

3'. A health officer shall, npon receiving notice of a case of 
small pox, typhus fever, cholera, scarlet fever or diphtheria, notify 
the librarian of every public library in his town, giving name and 
address of the family in which the disease exists; librarians receiv- 
ing such notice shall not allow any books or periodicals to be taken 
bj such family after such notice; and they shall not allow any 
books thus held by any member of such families to be returned to 
their libraries until thoroughly fumigated under the direction of the 
health officer. 

4. No member of any family under full qnarautine shall leave 
the house or premises during the existence of such quarantine, ex- 
cept at such times and under such conditions as may be prescribed 
by the health officer, in writing. 

5. No member of any family under modified quarantine, who 
has not had the disease then existing in such family, shall leave the 
house orpremises during the existence of such modified quarantine, 
except upon written permissiontof thi3 health officer. 

6. No house or premises shall be released from quarantine un- 
til all persons and things liable to infection shall have been disin- 
fected and rendered harmless, and a written notice to this effect 
shall have been issued to the head of the family, signed by the 
health officer. 

7. f hyeioians attending cases id quarantine should remember 
that they are the only persons who are allowed to go to and from 
infected houses at pleasure, and that neglect of proper precautions 
on their part will be noticed and reported in the community, there- 
by exposing themselves to criticism not only for any calamity which 
may legitimately follow such neglect, but also others of which they 
may be entirely innocent. 

8. Whatever renders soil, air, food, water or other drink liable 
to propagate or spread disease, is declared to be a nuisance and det- 
rimental to the public health. 
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9. All slaughter bouses, batcher shops, marketa, bnildiDge io 
wbiob any article of food or drink is stored or for sale, pie pens, 
livery and private stables and ^ards, cesspools, piivies and drains, . 
most be so conatnicted and maintained ae not to become nniaances, 



REGULATIONS FOR QUARANTINE. 

Leave with the family to be qnaranfJned this oironlar, also one 
of tbe following notice^ as the case may be : 



FULL QUARANTINE NOTIOE. 

FOB USE IH CA8EB OF SMALL FOX, TYFHD9 FEVER, OHOLBBA, 
DIPHTHERIA AND SCARLET FETBR. 

To 

, having been reported 

to me as being in yonr family, yon will see that all persona and 
tbinga now on the premiaea or in the house occnpied by you are at 
onoe isolated from all other peraona and things; you will allow no 
commnnication between any person now on the premises or in the 
house occnpied by you, and any other person whatever, except that 
articles of food and drink and such fuel and clothing as are neces- 
sary foi the comfort and health of those persons under quarantine, 
papers and letters, may he received, and auch pails, cana, bottles or 
boses of metal as are necessary for the conveyance of the above may 
be given out, all in themannerand under the conditions prescribed 
by the health ofQcer. 

And further exception ia hereby made, so that all drugs, food 
and other articles necessary to the proper treatment of the sick may 
be received by you, and the attending physician may enter and 
leave your premises at pleasure, provided such measures are used as 
to prevent carrying the infection outside. 

No other person whatever shall enter or leave your premises 
during the existence of this quarantine, except as permitted, in 
writing, by the health officer. 

You will oarefnlly observe the above quarantine, under penalty 
of the law, as prescribed in No. lOS, Laws of 1896, until such time 
as this quarantine shall be terminated by a written notice signed b; 
the health officer. 



Healtli Officer for 
Town (or City) of„ 
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MODIFIED QUARANTINE NOTICE. 
FOB USE IS CASES OP MEASLES, WHOOPING C0UO3, UUUP8, AND 

GHRMAN MEASLES. 
{For typhoid fever placard house without the qanarantiae notice.) 

To 

haviDg been reported 
aa being in your family, yon will aee that no person now in year 
family, who has not had this disease, is allowed to leave the honse 
or premises occapied by you, and that no person who haa not had 
this disease is allowed to enter your house or premises until further 
notice, under penalty of the law, as prescribed in No. 103, Laws of 



Health Officer for 
Town (or City) of 
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CHARLES 8. CAVERLY, M. D., Pres. 
ORLANDO W. SHERWIN, M. D. 
HENRY D. HOLTON, M. D. 
JAMES H. HAMILTON, M. D., See'y, Richford, Vt. 

DISINFECTING SOLUTIONS. 

Principally Bnggested by the Committee on Disinfectants of the American 
Public Heal til Associatioa. 

For the Dismftctian of the Discharge) from the Patient, 

1. siandnTd Solution No. 1.— Dissolve chloride of lime or bleaching pow- 
der of the best quality (containing at least twenty five per cent of available 
chlorine) in soft water in tlie proportion of fOLtr ouncee to the gallon. 

2. Standard Solution No. 2.— DIbsoIvb corrosive sublimate and permanga- 
nate of potash in soft wat«r in the proportion of two drachms of each salt to 
the gallon. 

(NOTE.— 1. Tliia solution is highly poisonous. 3, It requires a contact 
>no T.n.i,. i-n ».o ..fli,.iQnf 3, It destroys lead pipe- 4. It is without odor.) 



For thi Uitinfeetion of Clothing, Toaelt, Bedding niirf other TtxliU Fabrici, 
4. Standard Solution No. 4.— Dissolve corrosive sublimate in water in the 
proportion of four ounces to the gallon, and aUd one drachin of permanga- 
nate of potash to give color to the solution as a precaution against poisoning. 
One fluid ounce of this solution to the gallon of water is suSiciently strong. 
Articles should be left In it for two hours. One gallon of standard solution 
No. 1 may also be mixed with nine gallons of water, and used in the same 
way. No article should be allowed to leave the infected room until it haa 
been either disinfected or boiled. 

(NOTE-— Corrosive sublimate solutions should be kept in wooden or 
crockery vessels.) 
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For the DUinfectioit of Wattr Clottta, Orvnalt, Sinkt and CcupooU. 

5. Carbolic Acid Solution.— Mix. one pint of carbollo aoid with two and a 
half KalloDS of water. 

Standard solution No. 4 diluted with three partB of water may also be 
lued io the proportion ot one salloa (of tbe solatlon) to every four (estimated) 
of the contents of the vault. Standard solution No. I would require to be 
used Kallon for gallon of the material to be disinfected. Dry chloride of lime 
may be sprlnliled over the content* of a privy, or standard solution No. 2 may 
be made up by the barrel, and four or Ave gallons be applied daily during an 
epidemic. 

For Diim/tction of the Sick Room aft^ it it Vacated. 



B^«. Tarlous lamps have been devised for producing it. They can be pro- 
cured from any instrument maker. Not less than 500 c. c. of methyl alcohol 
should be used for each 1000 cubic feet of space. 

When this cannot be procured, resort may be had to the less desirable 
and efficient Sulphur Fumigation. 

Sulphur Fumigation. 

To use this effectively, three pounds of salpbnr sbonid be hnmed in a 
room ten feet square, which has previously been filled with moisture la the 
form of steam. Every opening in the room, fines, doors, windows, cracks and 
crevices must be closed, except the door by which the dislnfector is to 
escape. The sulphur is to be burned in an Iron kettle or other vessel set in a 
tub containing a little water to guard against fire. A little alcohol or kero- 
sene must be poured upon the sulphur, by means of which it may be ignited. 
Leave the room quickly, for the fumes are highly poisonous when breathed, 
and close the door tightly. Let the room remain closed twenty-four hours or 
more. Then air Ihorouglily for several days. 

DISINFECTANTS, 

^tr«.— Perhaps the most effectual method of destroying infeotious 
material Is to bnm it. This should always be done when practicable. Old 
clothing and bedding, if not too valuable, when soiled with infeotious mate- 
rial, haa better he burned. That matter discharged from the throat and nose 
in case of diphtheria, that expectorated by consumptive patients, or by 
patient* with whooping cough, should be received on rags or paper and im- 
mediately thrown Into the fire. 

2. Sleam Under Prisiwe, — Under a pressure of twenty-five pounds, steam 
has a temperature of about 240 degrees Fabr,, and will destroy the most 
resistant germs and spores. But except in hospitals it can rarely be used. 

8. Bailing. — All known disease germs are destroyed by boiling for half an 
Ilour. Some spores, however, resist bailing even for several hours. Every- 
thing which can be washed, and is too valuable to be burned, should be pat 
into Doiling hot water as soon as soiled, and boiled for half an hour. 

4. Chloride of Lime.— (Chlorinated lime, bleaching powder.) The most 
resistant eerms and spores of all kinds are destroyed^ by thix, prepared as 
directed for Standard fotulion No. 1. This solution is, however, quickly 
decomposed and rendered inert by contact with organic matter. Hence, 
disinfection may not be accomplished when the infectious material is 
imbedded in masses of organic matter. 

) solution, chlorinated soda.) 

, , . a as a disinfectant, and a much 

more pleasant preparation for battling the bodies of patients, and iiands, etc., 
of nurses and attendants. To the >-tandar-i :^olution No. 3, add three or four 
times as much water for bathing. It is liable to become inert if kept too long. 

6. Mercutii: CA/ortrfe.— (Bichloride of mercury, corrosive sublimate.) This is 
a deadly poison, formerly known by the name of "ratsbane" and "bug 
poison. It is relatively cheap, a pound only costing about sixty or seventv 
cents. The solution should never bo allowed to oome in contact with lead. 
tin or copper. Standard Solution No. 2 contains one part In 1,000, and will 
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destroy all germs and apore-contaiain;; infectious material, provided that the 
micro-organ JBniB to beaestroyedarefairlveiposed to its action for two hours. 
^(^flJ^T'rf a'oiudnn No. 4 is much stronger, being one part in tliirty-two. But 
'when one ounce of this soluCion is put into one galion of water, it is strong 
enough for ordinary use, being one part in 4,000, which wiil kill all disease 
BBrms which are non-spore producing, such as small poi, scarlet fever and 
diphtlieria. 

T. Dry H«df.— Articles that may lie injured by mofstlieat era disiDfeotine 
solution can he subjected to dry heat. But it requires for the destruction ot 
spores a temperature of 284 degrees Fabr. for three boars, which wiil injure 

to be disinfected if su 
Fahr. for two hours. 

8. fulphur Dioxidt. — (Sulphurous acid gas, the fumes of burning sulphur) 
Fumigation of bornlng sulphur is efficacious in disinfecting rooms, and 
clothing it freely exposed, after casee of small pox, scarlet fever, diphtheria, 
measles and whooping cough. 



9. Catbolic vlcid.— To disinfect the excretions, the ordinary solution (one pint 
in two and a half gallons of water) may be used, by putting a pint into the 
vessel previous to an evaouation from the bowels. For clothing, hands, e 



e part of the solution to two and a half of water is of proper strength. 
ID. Sulpkatf of vopper.—iSiae vitroi.) This salt, used largely in France, 
is reliable, not as good as the mercuric chloride for a disinfectant, but a 
better deodorant, One pound is to be dissolved in a gallon of water. 

11. <'ktoride of Zinc. — FoT many years this has been a popular antiseptic 
and deodorant, but its realdisenfectAntoower has been much over estimated. 
It may be relied upon for the destruction of pathogenic orgoDlsms, in the 
absence of spores. If used in solution of the strength of one ounce to a pint 
of water. It coeta about ten cents an ounce. 

12. Broraint. — This may be used in its pure slate or in solution. It is 
antiseptic and deodorant, but scarcely germicidal. 

13. lodms.—.Thii has been very popular as an antiseptic. It cannot be 
used in its pure state, but must be dissolved in water by means of the iodide 
of potassium, or in alcohol as a tincture. The same may be said of iodine as 

14. ('opparai. — (Sulphate of iron, green vitrol.) This salt is very cheap 
and hence can be used freely. In solution of from one to three pounite in 
each gallon of water, it Is a good antiseptic, and may be used to prevent 
infection, but cannot be relied upon for disinfection, 

10. Fr-ahly slacked Linn, Charcoal, tic, have been extensively used. They 
are good absorbants and perhaps deodorants, but have very little power, if 
any, as disinfeotantg. Adjourned, 

J. H. BAMILTON. 

Seoretary, 



The state board met at the Putnam House, Beuningtoo, Sept 
7tli, i8S7, at 10 o'clock a. h, Dra. Caverly, Helton, and Hamilton 
were present at the meeting, also Health Officer Stilleon with the 
Tillaji^ tniBtees and school board. 

This meeting was called bj request of the health offioer, H. L. 
Stillson, to make sanitary surveys of tbe school buildings in Ben- 
nington and North Bennington school districts. This was brought 
abont as the result of an iaspection made by the health officer, 
under No, 103, Laws of 1896. 
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The state board, with members of the school board and others 
made a carefal inapeotion oF the Bobool baildiaga, in regard to 
heating, ligliting aad ventilHtion. 

As a reialtof this inveatigatioa, the followiag report was sub- 
mitted by the state board : 

STA.TE Board of Health, 1 
Rutland, Vt., 1897. J 
To the Bealth Officer of Bennington and Trnatees of Bennington 
Graded School: 
Gentlbubx : — Having examiaed the plans of jour new school 
bailding and the old high school bouse with its new annex, we 
beg to call your attention to the following defects which sbdnld be 
remedied in order to bring yoar school houses up to the desired 
standard of sanitary requirements : 

1st. The closets in the new building should not be placed nnder 
any school room ; they should be outside the bailding, 

gerhaps ander the portico. The urinals and closets should 
ave antomatio flusbera and care should be taken that the 
pipes leading to the aewer are properly trapped and vented. 
This reoommendation applies with equal force to the old 
bnilding. 

3d. The amount of light admitted to the rooms of both the old 
and some of the new rooms is inadequate. The window 
space should be at least one-fourth of the floor space. 
9rd. The warming and ventilating is exceedingly defective in the 
old building. Especial care should be exercised in arrang* 
ing the heating apparatus and vent shafts in the new 
building, to see that^they are of sufficient capacity to meet 
the requirements as laid down in regulations issued by this 
board last April in compliance with N^o. 102, Laws 
of 1896. 
A copy of said regulations are herewith attached to this com- 
munication, and your attention la particularly called to marked 
sections which apply to your needs in making the required 
changes. 

Very little trouble will be found in making the new building 
conform in all respects to the moat improved modern principles of 
sanitation. While more difficulty will be encountered in making 
required changes in the old building, an experienced architect will 
easily indicate the plan to be carried out, which will place the 
building in perfect sanitary condition, both as regards lighting, 
warming and ventilation. AH of which ahould be done aa soon as 
practicable. 

We have the honor to be your obedient servants, 

CHARLES S. CAVERLY, M. D. Pres., \ State 
ORLANDO W. SHEHWIN, M. D., > Board of 

HENRY D. HOLTON, M. D. ) Health. 

JAMES H. HAMILTON, Secretary. 
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(Copy of Regulations in regard to oonstraction and farniabing 
of Bchool aouEes attached.) 

State- Board of Health, > 
RlTTLAND, Vt., 1897. j 

To the Health Officer of North Bennington and Trustees of the 
North Bentiingioti Graded School District : 
Gentlemen; — From an inspection of yonr graded school 
bailding made on September 7th, we would respectfully recom- 
mend as follows : 

lat. That the rooms in the basemaatof the building be abandoned 
as school rooms, because they are in the basement, are 
poorly lighted and are over-crowded. 
2d. That the earth closets in the adjacent outbuildings shonld be 

Eirovided with water-tight boxes, which should be regn- 
arly drawn away and cleaned, at least once a month, and 
that the closets should be provided with sand in boxes for 
constant use during school terms. 

BcBpectfuIly submitted, 
CHARLES S. CAVEKLY. M. D., Pres., 1 State 
ORLANDO W. SHERWIN. M. D., [ Board of 

HENRY D. HOLTON, M. D. ) Health. 

JAMES H. HAMILTON, M. D., Secretary. 
Adjoarned. 

J. H. HAMILTON, Secretary. 



A special meeting of the state board of health was held at 
Northfietd, Oct. 80th, at one o'clock P. m., called for the purpose of 
iDvestigating the cause of the continual prevalence of diphtheria in 
the tillage of Northfield. There were present at the meeting Drs. 
Sherwin, Holton, and Hamilton, also President Allen D. Brown of 
Norwich Univereity and the village trustees and selectmen. The 
matter was fully discussed by all present. A report was made 
by the health officer, J. H, Judkins, of the work of the local board 
and of the methods used in the attempt to check the spread of the 



Very mneh was said in regard to the use of formaldehyde aa a 
disinfectant, and from all reports, it was conceded to be the most 
reliable. 

After the meeting, the state board made- a sanitary inspection 
of the village and the following report was submitted : 
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State Board of Health, J 
EicHPOBD, Vt., Oct. m, 1897. J 
J. H. Judkina, M. D., HeaUk Officer, NorlhjUld: 

Dear Sir: — Having made an iDspeotion of the aanitary 
oonditioD of yoar village, and an iaveatigatioa of the canae of the 
continued prevaleuoe of diphtheria, we beg leave to anbmit the fol- 
lowing report and recommendations : 

let. The sanitary condition is very bad in many parts of the 
village, and cannot be remedied without asyatem of sewer- 
age and a supply of running water, which the importauce 
of the town demands. The refuse from the corn factory 
is a menaoe to public health, when allowed to decompose 
in the marshy ground, near the bank of the river. This 
shoald receive the attention of the local board at once. 
The filthy condition of the town is not alone the cause of 
the prevalence of diphtheria. " Filth invites disease and 
gives its germs the most congenial soil in which to devel- 
ope into pestilence." 
2d, We believe the principle reasons why the disease has not been 
stamped oat to be these : 1st. Quarantine has not been 
rigidly enforced, ad. Persons with infested clothing 
have been allowed to go upon the streets and pablic 
places. 3d. Infected houses havo not been thoroughly 
disinfected and cleaned, and the health officer has not 
received that sapport from the citizens of the town, which 
is so essential in the stamping oat of all infectious diseases. 

BEC0UUEKDATI0N8. 

Isolate all snspicious cases at once, until a definite diagnosis 
is made. Maintain the quarantine until all nasal, or throat dis- 
charge ceases ; if necessary, 40 days. 

For the instruction of the laity we commend to you Cironlar 
No. 4, issued by this board, a copy of which is enclosed. 
Resp'y submitted, 
CHARLES S. OAVEULY, M. D., Pres. 
ORLANDO W. SHBRWIN, M. D. 
HENRY D. HOLTON, M. D. 
JAMES H. HAMILTON, M. D., Secretary. 
Adjonrned. 

J. H. HAMILTON, Sec'y. 

A meeting of the board was called at Town's Hotel, Bellows 
Falls, October 1, 1897, at 3 o'clock r. u. Drs. Gaverly, Holton and 
Sherwin, present. Dr. Sherwin acted as secretary pro tem. Com- 
plaint was made at this meeting by the health officer that diphtheria 
was prcTailing in certain localities in the village, which was due, as 
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he believed, to uusanitary cooditiotiB in this part of the village. 
The following report and recomendations were aabmitted : 

Rutland, Oct. 2, 1897. 
Dr. E. S. Albee, Health Officer, Bellows Falls: 

Dear Sir — From the ioapection made by ns of certain premises 
in yonr village, in which there are, or have been, cases of diphtheria 
recently, we beg leave to make the following report: 

1. The plumbing in all these hoases should be thoroughly ex- 
amined, and wherever necessary changed to accord with the 
plumbing regulations issued by this board. We are not prepared 
to say just how mnch the defective plumbing in these buildings 
may have bad to do with your outbreak, but there can be no differ- 
ence of opinion about the unhealth fulness of some of the plumbing 
seen here. 

3. Id quarantining families in which the disease exists, yoa 
are at liberty to esercise some discretion as to allowing the heads of 
families to continue work, when such families are wholly dependent 
upon such work for a living. But whenever such permission is 
granted you mnet satisfy yourself that the man does not enter the 
house where his family lives or take therefrom any clothing or other 
materials which may be infected. He must live elsewhere, until 
such time as yoa consider all danger of the disease spreading is 
passed, and the house has been disinfected. 

3. We would suggest that your village authorities take meas- 
ures to flush your sewers with clean water at regular intervals. 
Respectfully submitted, 
0. 8. OAVBRLY, M. D. ) State 
0. W. SHEEWIN, M. D. } Board of 
H. D. HOLTON, M. D. ) Health. 
J. H. HAMILTON, M. D„ Secretary. 
Adjourned, 

0. W. SHERWm, 

Secretary pro tern. 



A meeting of the board was called at St. Johnsbury, November 
30, 1897, at 9 o'clock a. h. Drs. Sherwin and Hamilton, members 
of the board present Dr. Sberwin acted as president pro tem. 
The health of&cer and several of the trustees were present. The 
meeting was called by request of Dr. Aldrich, health officer, to aid 
and advise him as to his work in the suppression of diphtheria in 
the village of St. Johnsbnry. 

The health officer reported that he was meeting with much 
opposition in his work by the physicians of the town. The follow- 
ing circular letter sent out by the health officer to the doctors, 
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was thought to be partly a caase of the opposition. The board 
agreed sabstantiallj to sustain the health officer in hia circular and 
advised that he enforce his recommendation. 

CIKCULAR OF HEALTH OFFICER. 

St. Johhsbuey, Nov. 9, 1897. 
Dear Doctor, — On acooant of the epidemic of diphtheria now 
in our village, the board of health asks that, for the protection of 
the pnblio and the rapid suppression of the disease, you regard 
every case of sore throat with membrane on either the tonsils, uvula, 
pharynx, fauces or palate, whether small or great in amount, as one 
of true diphtheria and notify the health officer at once. The board 
further aslcs that yon institute immediate quarantine, which shall 
last ttntil the house where such disease exists shall have been duly 
posted and quarantined by the health officer. Also that every case 
of membraneous cronp be regarded as a case of trae diphtheria and 
treated and reported accordingly. Severe cases oder no difficulty in 
diagnosis, but mild cases are not so easily recoguized, in fact without 
culture tests it is impossible to be positive that they are or are not 
diphtheria. So in all oases of doubt, act as if it were diphtheria, 
notify the health officer and call another physician as counsel. Then 
if a mistake be made it will be on the side of safety and you will be 
forgiven. We attribute the present epidemic largely to the non- 
recognition of these mild cases, both by physicians and others. In no 
other way than as suggested above, can the epidemic be rapidly and 
effectively stamped ont, and by the observance of these and other 
precautions which will suggest themselves, we may look with 
certainty toils speedy termination. Sincerely yonrs, 

THE BOARD OF HEALTH, 

By W, J. Aldbich, Secretary. 

Adjourned, 

J. H. HAMILTON, 

Secretaij. 

Pursuant to call of the president the board met at Town's 
Hotel, Bellows Palls, Deo. 7, 1897, at 1 o'clock p. m. Drs. Caverly, 
Holton and Hamilton present. 

First business was the oonsideration of a protest from Dr. W. 
L. White, of an order from the health officer in regard to changing 
the plumbing arrangements in a tenement house of the doctor's. 
Dr. White claimed that his plan of plumbing was far superior to 
modern methods. 

Dr. Albee, health officer, reported on the part of the local 
board, the condition of Dr. White's plumbing. Mr. F. H. Babbitt 
of the board of trustees, and a practical plumber, was present, and 
made a statement in regard to Dr. White's plumbing. 
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Dr. HqUoq coDsented to report oa the condition aa found by 
the board and to make recommendation accordingly. 

B. S. Albee, M. D., Health Officer, Bellows Falls: 

Dear Doctor. — Having ^ven a rehearing yesterday, December, 
7th, to Dr. William L. White in the matter ot nlumbing in his 
tenements, which wo inspected last October, wffnave to say that 
after a careful consideration of the whole matter we are unanimous 
in the opinion, that as at present constiucted the plambing is 
defective. We believe that these defects should be corrected by 
making such changes as cause said plumbing to correspond t^ 
the regulations of this board upon the plumbing and drainage of 
buildings, issued May 10, 1894, a copy of nhich is herewith 
enclosed. Yours respectfully, 

CHARLES S. CAVERLY, Pres. ) State 
ORLANDO W. 8HERWIN. >-Board of 
HENRY D. HOLTON. > Health. 

' J. H. HAMILTON, Secretary. 
Dee. 8, 1897. 

Adjourned, 

J. H. HAMILTON, 

Secretary. 



A meeting of the board was called at Rutland, Dec. 30, 1897, 
at 10 o'clock A. u. Members present, Drs. C. S. Caverly, O. W. 
Sherwin and H. D, Holton. Dr. 0. W. Sherwin acted as secretary 
pro tem. 

The business of the meeting cousisted chiefly in devising and 
arranging some methods of bacterial examinations in cases of diph< 
theria and typhoid fever. Dr. Linsley was present and explained 
fully his methods. He recommended that culture material, ia 
tubes, be placed in convenient localities, ready for planting of sua- 
pected specimens, and that the planting be done, and lubes expressed 
to him. 

Dr. Holton reported that Dr. Ernst used the dry tube method. 
Stenlized tubes coutaining a wire loop for the ^hing up of the 
specimens, the wire to be placed in the tube and sent for examination. 

Dr. Linsley said he would investigate the latter and report at 
our next meeting, which would be in two or three weeks. The secre- 
tary was asked to furnish, at the next meeting of the board, a rough 
estimate of the amount of such work that might be done in a year, 
estimating aa near as possible the number of cases of diphtheria and 
(4) 
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also of typhoid fever. It was snggeBted that measures be taken to 
get in touoh with the granges and other societies holding meetiDga 
in different parts of the state, and if possible ioterest them in 
sanitary work. Adjonrned, 

0. W. SHERWIN 
Secretary pro tern. 



The above meeting was held in conjanction with the annual 
meeting of the Vermont State Sanitary Association. This associa- 
tion which was organized at Montpelier the year before, held n 
highly successful meetiug, and its proceedings will aoon be published 
Id full. The following abstract is taken from the report published 
by the Rutland Herald: 

The State Sanitary Association held its annual meeting in this 
city yesterday. The day was taken up mainly with papers and 
tliacuasiona on eanilary mattera, and in the evening Col. George E. 
Warring, ]r., of New York addreased a good audience in the city 
hall. It was a notable occasion all around for the cause of clean 
homes and good health. 

The bacteria and microbes had a tough time of it for once in 
Rutland. The specialista banged away at them during the forenoon 
and the afternoon, and Col. Warring in the evening followed them 
to the deepest cesspool. An encouraging feature of the meeting was 
the popular interest excited in public sanitation. About 100 persons 
joined the association yesterday. The story of the day is here 
given at some length. H. L. Stillson of Benntugtou was elected 
president, Col. Proctor declining a re-election. 

THE MORNIKa SESSION. 

The morning session opened at the Berwick House parlors at 
11.30 o'clock, President Fletcher D. Proctor being in tne chair. 
There were about 30 people present, most of them from out of 
town. The reading of the minutes of the last meeting was dis- 
pensed with and the reports of the secretary and treaaurer were 
read and approved. Secretary Crandall of fiurlington stated that 
the association started out with a membership of 48, and to the 
time of the making out of his report there had been 81 additions. 
In answer to the I'oU call for the secretaries of the county sanitary 
associations Dr. J. M. Hamilton, for Rutland county, was the only 
one to respond. He stated that the membership of his county 
association was 33, and that three meetings were held yearly. H. 
L. Stillson of Bennington, in the absence of the secretary for that 
county, said that there had been two meetings, which had produced 
good results. 

President Proctor appointed the following nominating com- 
mittee to bring in a list of officers for the ensuing year at the close 
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of the afternoon session : Dr. Caverly, Dr. Lymaii Rogers of 
Borlington, H. M. Mcintosh ot Benniogtoa, George Smith of 
Manchester and Dr. E. D. Ellis of Poultney. Prof. J. H. Linsley 
of Burlington was also appointed by the chair a tenaporary member 
of the eieoutive council. 

There being no further business that conid be taken up at the 
morning hour, H. L. Stillson, health officer of Bennington, read a 
paper on " The Menace of the School Building." The paper was a 
practical one and touched on a point that ia one of the most 
prominent features of the present sanitary disoussions. It em- 
bodied for the most part Mr. Stillaon's experiences and observation. 
He divided the subject into two parts, namely, the country and the 
town or city school house. He said that the characteristic conditions 
of the country school house of 50 years ago existed in a great 
measure to-day. He said that but little attempt had been made to 
look after the sanitary conditions of these buildings and as a result 
but little attention had been paid to ventilation, and whatever sys- 
tems had been installed were of a defective nature. He spoke of the 
effect of light upon the eyes of the children and arrainged the 
modern method of teaching pupils when they are compelled to copy 
work from blackboards in a j:oom with a capacity of 30 students. 
These were the reasons, he said, why so many scholars were seen on 
the streets wearing spectacles to-day. He said that each pupil should 
have a penholder and pencil ot his own, and thereby prevent the 
possible scattering of germs. 

Dr. Caverly thought the paper was to the point, and said the 
averse- Vermont school house was not up to the times in the matter 
of ventilation, light effects, etc., and that very little attempt had 
been made to put them in proper sanitary condition. He said that 
not one Vermont school house in a hundred was properly ventilated. 

President Proctor spoke on the ventilating system which has 
been operating in the Proctor school for about foui' months. He 
said that two electric fans had been placed in the basement, and 
that one, the largest, was nsed to take the fresh air over the furnace 
and then to distribute it separately to each room in the building. 
The other one was used to carry all the foul air from the water 
closets to the outside. Mr. Proctor said that he had visited the 
building under all conditions, and could not discover any odor. 

Arthur H. Smith of this city thought that the failure of the 
systems in the new school buildings was due to the way the systems 
were installed by the contractors, 

Mr. Stillson closed the discnssion and spoke at some length 
from personal experience about the schools at Bennington. 

The meeting then adjourned until 2 o'clock, at which time 
about 50 members of the association gathered at the Berwick House, 
to listen to the addresses and discussions, which proved very 
instructive. 
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The firat paper of the afternoon was on "Typhoid Fever in 
Winooski" by Dr. 0. W. Peck. He aaid in part : 

The first serious typhoid epidemic we have had for a long time 
was in 1894. The town ia snpplied with water by a reservoir. The 
water company in case of fire or a dry season has pumped water 
from the Winooski river into the aqaeduct. The Fort Ethan Allen 
camp is above this point on the river, and on investigation we dis- 
covered that the-soldiers stationed there had bronght three or four 
cases of typhoid fever from Chicago. The sewage of tha camp 
empties into the river, and our theory is that in this way water 
pnmped into the reservoir contained germs of disease. We had 
another typhoid fever epidemic last October. There were 10 cases 
reported and two proved fatal. On investigation it was found that 
the cases were on the line of a certain milk route. We traced the 
disease back to a well contaminated by drainage from a cesspool. 
We sent samples of the water to the state experiment station, but 
the examination did not go to the extent of determining tbe nature 
of the disease germs. I think that the state should afford facilities 
for this kind of examination in the interest of the public health. 
A member of the state board of health looked over our manageinent 
of the epidemic and approved our c<uirse. But I think wo should 
have had more support, as there is always antagonism among the 
people when local officers attempt to enforce health regulations. 

The general discnssion that followed this address was led by 
Prof. A. P. Grinnell of Burlington. He deplored the fact that tbe 
powers and the funds at the disposal of tbe state health board were 
not adequate to the work which the state has set for the board lo 
do. They are also hampered by the fact that there is no experiment 
station that has a department devoted to the examination of waters 
containing bacteria. Practitioners cannot all equip themselves for 
these special analyses and it is the province of the state, he thought, 
to help the officers in this matter. 

Dr. H. A. Grandall of Burlington, Dr. Henry D. Holton of 
Brattleboro, Dr. O. W. Sherwin of Woodstock, Dr. 0. 8. Oaverly 
of this city and Prof- J. H. Linsley of Burlington continued the 
discnssion. 

Dr. Caverly, who is presldentof the state board of health, then 
read a paper on " Diphtheria, Some of the Difficalties Encountered 
in Its Prevention." He said in the course of his address: 

The manasementof diphtheria is easier in large cities like Kew 
York and London than in onr small towns. In the latter the diffi- 
culties arise partly from the nature of the disease and partly from 
hnman natare. Ninety per cent of the cases of diphtheria arUa 
from specific causes. The habit of passing over incipient diphthwia 
and reporting it as croup or something that does not cause so much 
alarm is one source of trouble which we have to contend against. 
Our state and health officers now class these two diseases, diph- 
theria and croup, together. We find a large percentage of mild 
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aflectioDS of the throat among children and we advocate the regular 
medioat ciamination of the scholara of our public echoola. Aaother 
difSculty IB that the commuuity will not give the health oflBcere 
proper support. The duties of the health officers are rarely ajrree- 
able and the popular oppoeition is not negative, bat often active and 
aggressive. The remedy is in the Hne of education. And it is for 
this purpose that we are met at this time. The means of ezamin* 
ing bacteria shoald be placed before every practitioner. The state 
board of health has taken steps to do something in that line, and 
we hope soon to announce the results oi our efforts. 

The diacnasion of this paper was led by Dr. E, S. Albee of 
Bellows Falls, who was followed by Dr. Sberwin, Dr. E. il. Pettin- 
gill of Saxton's River, Dr. Holton, Dr. Crandall, Dr. Stillson, Dr. 
J. S. Hill of Bellows Falls and Alderman George D. Wright of 
Bnrlitigton, nJio said a good word for hia city. He informed the 
associaiion that Burlington had taken steps to establish an isolated 
hospital for contagious diseases. Dr. Crandallsaid that Burlington 
had paidtSOO for autitoxine alone. 
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' Tbe foregoing tubles are compiled from the weekly reports of 
the bealth officers, and from the annnsl reports as far as these give 
fignres. 

While these reports are incomplete, the; are in some respects 
iostraotivt!. 

These reports show that many of the towns in the state hare 
been entirely free from any of the infections diseases. This seems 
hurdly pobable, yet, in many instances, it is doubtless trae. 

Uore accarate returns are received from diphtheria and scarla- 
tina than from any of the other infectious diseases. 

Forty towns in 1896 reported 157 eases of diphtheria and fifty* 
eight towns reported 440 cases of scarlatina. The report for this 
biennial period shows a total of 803 cases of diphtheria in 69 towns 
.and 538 cases of scarlatina in 55 towns. 

The number of deaths in 1896 from diphtheria was 31 or 
2^.08 per 100. For this biennial period 96 deaths are reported or 
U.9perlO0. 

The number of deaths from scarlatina in 1896 was 33 or 7.5 
per 100. 

During this biennial period the number of deaths from scarla- 
tifia was 16 or .8 per lOO. There has been a large increase in the 
nnmber of cases of diphtheria, while the rate of mortality has de- 
creased one-half, which is doubtless due, in a great measure, to the 
Dse of antitozine. When we have an outbreak of these diseases in 
a community, often they cannot be traced to any local cause bat 
seem to occur more by accident than otherwise. 

It is no indication therefore of the unhealthfulne&s of a town 
because of these diseaBes, unless from the want of proper precau- 
tions on the part of the local health board and others they ara al- 
lowed to become epidemic. 

Measles is regarded by most people as an innocent disease, and 
physicians generally are opposed to all precautionary measures for 
the same reason. As a result of this disease there hare been 
reported 36 deaths daring this biennial period. It is no doubt the 
experience of most physicians, that miuy times fatal diseases afe 
traceable to ah attack of measles. This is also true of whooping- 
cough. This board would especially urge upon health officers the 
necessity of precautionary measures in case of measles and whoop- 
jng cough. 



by Google 



68 7IEST BIEHKIAL SEPOST OF THE 

Cironlsr No. 10, recently issiied by tbia board, providee for 
modified quarantine in these cases. 

Aconrate Htatistica of infectiona dtBeases wonid famish impor- 
tant data for pnblic health work. These can be obtained only 
throagh carefnl, painstaking reports of health officers and pby- 
ucians. 

We wish to again urge npou health offieers the necetsity and tm- 
portance of keeping fnll and accnrate etatiatics of all infectiotiB 
diseases, and of making regular reports to the secretary of th'S 
Board, as the law directs. 
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Health Officers' Reports, 



ADDISON COUNTS. 

Addison.— L. 0. Soeger, Health Officer : 

We have not had any, infectious Or cont^ious diseases in town 
the past year, and we are in hopes we shall oontinue to be free from 
them in the future. 

Bbidpobt.— Dr. E. G. Blaiadell, Health Offioer ; 
Since my last atiaaal report there have been the following con- 
tagious diseases : 

NO. SO. 

C48BS. DEATHS, 

Whooping Cough, ----.. 25 1 

Scarlatina, ]2 

Diphtheria, - 10 I 

Phthisis, 1 1 

Total No., 48 3 

The above diseases were easily nonGned to the families in which 
they first occurred, with the exception of whooping cough. 
There are no cootagiona diseases prevailing at the present time 
and the health of the people is fairly good. 

In compliance with the new law and the instructions of the 
State Board of Health, yon will Qnd enclosed a tabukted report of 
the several school houses in town, and in addition to that report 
would say that they are very well located in the sevei'al school dis- 
tricts as regards the center of school population, and with two ex- 
ceptions are in a good state of repair, but faulty in regard to ven- 
■ tilation and outbuildings, which m time no doubt will be remedied. 

Bbistol.— Dr. G. P. Edmunds, Health Officer: 

There has been more sickness than usual in town the past year, 
especially during the winter and spring months of 1896 and '97. 

There have been a few cases of dipbtheria with two deaths. 

Scarlet fever visited a few families with no deaths. Measles 
appeared about the same time and visited over sixty families, with 
three deaths. 

Pneumonia prevailed in the spring-time, there being sixteen 
deaths from the middle of February to the last of May. 
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CoEMWALL.— Dr. E. 0. Porter, Health Officer: 
The BBoitar; condition of this town is all that conld be reason* 
ablj expected. Zymotic diseases are not indigenoos in this toirn, 
and if we are ever so nnfortnuate as to haTe oontagions diseases the 
source moat be of foreign origin. Shonid sanitation go on for a 
few years as in the recent past the inhabitants of this vicinity will 
be compelled to die without the aid of a physician. 

FBHRiBBrBG.— Dr. E. V. Reynolds, Health Officer. 

I have not been famished with a blank to fill ont report, and 
do not know just what is required. I have quarantined lonr cases 
of diphtheria, thirteen of measles, one of scarlet fever. There 
have been cases in town that were not quarantined for the reason 
that they were not reported to me. 



No report. 

Granville, E. , Health Officer: 

No report. 

Hancocs.— Ur. Rolla Flint, Health Officer : 

No report. 

Leicebteb. — Mr. H. N. Roberts, Health Officer ; 

As our town is largely composed of farmers and not thickly 
populated, I find that but very little complaint has come to my no- 
tice during the past year, and that I attended to was agreeably 
made right. It was where families had been in the habit of care- 
lessly leaving their refuse from the houses on the surface and mak- 
ing it not only bad for themselves bnt for those adjoining, and thds 
a complaint was entered. 

Tnere has been considerable sickness during the year, bat noth- 
ing that has required my attention. 

There have been sixteen permibs granted for burial ; two (2) 
were not residents ; thus there were Fourteen (14) deaths. Five 
were of old age, over 70 years, and reported heart failure ; four 
were of consumption, and children of croup, etc. 

I believe that since the people have become aware that there is 
a law for the protection of health, and is properly attended to, it 
has been an improvement with tie. 

There conld, and ought to be, a better sanitary condition at 
ourseveral school houses, (ft) and conld be made all right with bnt 
little expense. I do not mean to convey that onr sanitary condi- 
tion throDghout town is all right, for there are with as, as in other 
towns, families that need watching in that respect But, as I have 
said, I can see that there baa been an improvement under the law 
of health and order in this town. 
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Lincoln. — Dr. J. S. Dodge, Health Officer: 

Tbere has been no death from any contagioas or infeotious 
disease in this town daring the paat Tear. A fev cases of measles 
in the months of Jaauarv and February, 1897. It has been a 
period of general good health with ns. 

MiDLLEBU&T, — Dr. D. C. Noble, Health OfQoer: 

The town of Middlebury has been comparatively free from 
contagions diseases daring the past year, with the exception of an 
outbreak of typhoid fever early in the fall. 

This typhoid epidemic plainly pointed to the necessity of hav- 
ing a more complete system of drainage. The village cheerfallv 
voted a liberal gum for this parpoae, so that now oar village, with 
the exception of a very few localities, is thoroughly sewered, and at 
the Janaary village meetiog it was voted to complete the system 
next Bpring. Mnch has been done in other directions to improve 
the sanitary conditions of the village and town. 

La grippe is not as prevalent ae it has been during a few pre- 
ceding years. 

MoNETON, Dr. B. G. Wiaell, Health Officer: 

In compliance with the instrnctions of the state board of 
health. I snbmit the following report: 

There have been no oaees of contagions diseases except two or 
three of measles which terminated in recovery. Ooe compl^nt in 
regard to milk of a supposedly diseased cow, but on investigation 
the cow was fonud to be in a healthy condition. The residents of 
the town have been healthy, showing that the sanitary conditions 
were excellent. 

New Haven.— Dr. 0. R. Sanborn, Health Officer. 

The health of this town is fairly good at pregeat, no acute 
dieeaaes prevailing. Xo severe bowel trouble or other acute ailments 
hare prevailed to any considerable extent during the tim^ oonvered 
by this report, except measles, which were prevailing to some ex- 
tent at ihe time of my August, 'i)6, report, and contained nine cases 
reported in September, 1896, fourteen in October, 1896, eighteen 
in November, 1896, one in December, 1896, two in February, 1897, 
one in March, 1897. Some cases were net reported. One case of 
typhoid fever reported in September, 1886, and one oaae reported 
in May, 1897, one case of erysipelas reported in November, '96 and 
' one in November, '97. One case of scarlatina reported in January, 
'97, came from Bristol and spread no farther. Tnree cases reported 
in November and one early in December, 1897, all in one neighbor- 
hood, the origin a mystery. They were all managed in accordance 
with legal requirements, and I expect no farther trouble from it 
spreading. Three cases of nuiBauee, two from decaying animal mat- 
ter, and one an unsanitary school house privy, were complained of, 
and were abated. 
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Orwbll.— Dr. Walter H, Vincent, Health Officer: 
The sanitary condition of our town for the past year and up to 
date has been good. There have been a halt dozen cases of typhoid 
fever in different parts of the town, but I hare been unable to locate 
the primary canae. There has not been a case of diphtheria or 
scarlet fever in town the past year. Several cases of whooping 
cough, but DO epidemic. There haa been less siokness in this town 
for the past two mouths than for fourteen years. 

Pakton.— Dr. E. W. Kent, Health Officer: 

No report. 

EiPTON.— Dr. H. C. Powers, Health Officer: 

No report. 

SALiSBUar. — Dr. 0. M. Bump, Health Officer: 

No report. 

Shoreham.— Dr. W. S. Piatt, Health Offiter: 

Ko report. 

Stabksiioro.— Dr. Henry Wade, Health Officer: 

No report, 

Verqehnes.— Dr. Frank C. Phelps, Health Officer: 
During the spring mouths of last year Vergennes had an epi- 
demic of roeaeles and whooping cough ; one hundred and fifty 
cases of ihe former and abOQt sisty of the latter. There was liut 
one death from this large number of cases, an infant who had 
measles following whooping cough. There were also two oases of 
typhoid fever, and one of scarlatina, none of them fatal. There 
were thirty-three births and thirty-five deaths during the year. 
The sewerage and water supply of the city are in a very deplorable 
condition. Dr. Shipman, the attending physician, reports the fol- 
lowing eases at the State Industrial School, which is located here: 
Dysentery, 3; measles, 16; pneumonia, 3; scarlatina, 4; intestinal 
fever, 6. There were no deaths during the year. 

Waltham.— Mr. W. D. Woodman, Health Officer: 
Our town is email, with cnly three school houses which are in 
good sanitary condition. The general health of the town has been 
good during ihe year past. There have beeu reported two cases of 
diphtheria in Ihe town the past year. One or two cases of measles 
have been reported. Have issued four permitH for burial, to date. 

Wbybricge. — Mr. John A. Childs, Health Officer: 
As you will notice by the death report transmitted at this time, 
we have enjoyed a year of unusual health. No contagious or even 
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epidemic disease baa appeared, for which we have reaBon to be 
devoutly tbanklul. Oar public buildings and school houses are in 
good condition ; ventilation fairly good. 

It waa nay fortune to sit with our county grand jury some two 
and a half weeks in December last. The court house is compara- 
tively a new building, and expensive. As witnesses were not 
allowed to hear each other's testimony, it became necessary to keep 
the transom above the door closed. Tbia resulted io the air 
becoming so foul in about twenty minutes aa to render it unsafe to 
occupy the room. I called the attention of our county judgea to the 
matter, who immediately ordered au apt:rtura to be made in the 
proper place and a suitable ventilator inserted • The remedy was 
complete. How previous boards had managed to occupy the room 
-is a mystery to me. 

Whitinq.— Dr. B. D Colby, Health Officer: 

This is a farming town, su we do not suffer from overcrowding. 
The sanitary condition is generally good. Since January, '97, we 
have suffered no epidemic of a serious nature. In February, mauy 
children had capillary bronchitis, but only one died. In June, one 
family had scarlet fever, but the disease was limited to three mem- 
bers of one family. Source was unknown, though there were cases 
in adjoining towns, No deaths. In August, another family had 
two cases of what may have been scarlet fever. If so, it was of a 
mild type ; by confining the family a few days the disease did not 
spread. During the springandearly summer, " German measles " 
were prevalent. In early winter, three or four families had whoop- 
ing cough. There were no serious dinrrhceas during the summer 
and I hud no cases of autumnal fever in this town. Public health 
at present is good. There is one case of pulmonary tuberculosis. 



BENNINGTON COUNTY. 

Ablington.— Dr. W. S. Phillips, Health Officer: 

During the year 1897 we have bad in this town six'.een cases 
of scarlet fever and one death. Two ca^es of typhoid fever, no 
deaths. 

The general health of the town as well aa the sanitary condi- 
tion is good. 

There have been thirty-six births and thirteen deaths. Causes 
oi death: Accident, two; apoplexy, two; cerebral hemorrhage, 
one; malnutrition, one; pneumonia, one: scarkt fever, one; men- 
ingitis, one; uremia, one; angina pectoris, one; paralysis, one; 
. still birth, one. 

The average duration of life, including the still birth and 
children under five years of age, would be about forty-six years and 
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tbree months ; exolading still births and cbildren under five years, 
the average would be gixtj-five years six months. 

In looking over records for the past ten years. I find do year 
with so small a death rate as the past year. Perhaps this may be 
partly owing to climatic causes, but I think the inDsbitants, gen- 
erally, have been more careful of, the sanitary condition of tneir 
homes. 

From Sept. 1st, 1896, to Jan. Ist, 1897, there were in the town 
of Arlington, six oaaea of scarlatina, no deaths ; twelve oases of 
diphtheria and two deaths. These cases were all in the village of 
East Arlington, and I attribnte the number of oases to the faot 
that they were not reported until several families bad become 
infected, and one death bad occurred; as soon as the infected 
families were qnarantined the disease was under control; in ten- 
days not a case existed in town, nor have we bad a case of dipb- 
theria in town since that time. 

Beknihgtok. — Mr. H. L> Stillson, Health Officer: 
It is gratifying to be able to report that commendable progress 
is annually made in the jurisdiction comprising the villages and the 
town of Bennington. Not only is this conducive to the health 
ond comfort of the community, but is also a matter of financial 
profit 38 well. It is often heard from city people aojoarning in 
this community, that in Bennington one can enjoy tne summer 
months and at the same time feel that most of the safeguards 
Dgainet contagion inherent in the city are extant in this part of 
the conntrv. ' One factor has been repeatedly emphasized, — the 
people of tnis town are so far educated as to the necessity of proper 
nealtb regulations, that they demand the enforcement of the laws 
relating thereto. Quarantine is demanded in cases of contagioQd 
disease, and general cleanliness of premises is exacted. 

The Village of Bbnninoton. — The two physicians annually 
elected by the board of trustees, whom, together with the president 
of the village, form the board of health named in the special act 
relative thereto, this year have been the same as last reported, 
Doctors Daley and Rogers being re-elected at the regular meeting in 
April. 1897. The president of the village waiving his right to the 
piesidency of the board ex officio, and acting with ns, Etnmett B. 
Daley. M D , was re elected president, and Lyman Rogers, M. D., 
vice-president, with the health officer, secretary as heretofore. The 
action of the board has uniformly been harmonious. The promi- 
nent acts of the year have been the surveys of the Graded acbool 
buildings in August, in conformity with Act No. 103, Laws ot 
l$96; quarantine in the epidemic of diphtheria daring the months 
of October and November; and the proposed " banishment of the 

Sigand bog" beyond the confines of the corporation limits. The 
ift has been reported, and a copy was filed with the town clerk, 
Angust 23, 1897; the second was successful in " stamping out" the 
dieease without panic or the closing of the schools, while the third 
proposal is a matter of next spring's campaign. 
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Town of Bennington. — The selectmen haring been re* 
elected at the March meeting, the board organized with Col. James 
H. Walbrid^e, pi-osideut ; Charles C, Kimliall, vioe-preBident; the 
health officer, secretary; with George R. Matthews, member. The 
principal work of the year was an accurate survey of the school 
honses of the towa, under Act No. 103, Laws of 1896, that re- 
salted in a pretty general condemnation of all the oathouees con- 
nected with these "seminaries of the people," and criticisms of the 
buildings. Already a number of the recommendations have been 
acted npoQ and doficienoiea remedied by the board of school direct- 
ors. A copy of the report of these surveys was filed with the town 
clerk in Augnst, 189S. All these selectmen co-operated in making 
the surveys and it has uniformly been the practice in Bennington 
to print the rules and regulations of the state board of health, and 
the public health statutes, in the pamphlet containing the reports 
of town officersiand to thus disseminate information. 

The Village op North Bennington. — The board was or- 
ganized March 22, 1897, H. T. Cnshraan, president; L. B. New- 
ton, M. D., executive officer; H. L. Stillson, secretary, ex oj^cio. 
July 30, 1897, the survey of the Graded school building was made, 
in pursuance of the mandate of Act No. 103, Laws of 1896. A 
~ cop^ of this report was filed with the town clerk, August 23, 1897. 
This village has been free from any serions sickness during tlie year 
just closed, and very few instances of complaint as to nniaances 
have been made. 

Statistics.— Under the registration Laws of 1896, V. S., there 
were 159 burial permits issued during 1897. The physicians of the 
town, and those living contigioue, practicing therein, have loyally 
lived up to the spirit and letter of the law, as might have been ex- 
pected of professional men who had for four years previously 
assisted in the execution »f the law of 1892. From August 25, 
189(!, (the date of our last report) to January 1, 1898, there have 
been reported as iollows: Typhoid fever, twenty-six cases; scarlet 
fever, three cases; diphtheria, thirty-three cases. During the 
aatumu of 1896, beginning in the summer of that year, a large 
number of children were ill with measles. Reports were made at 
first, but the disease swept the town, and the number of cases were 
estimated at 800 In a majority, no physician being gammoned, 
the cases were not reported. Tnese statistics include the entire 
township, with a population of 8,000. It goes without saying that 
the major part of the typhoid reports came from the town outside 
the villages, and among people using well water. 

Dorset.— Dr. 0. W. Bartlett, Health Officer; 
No report. 

Glastbhbdkt. — Mr. G. E. Harrington, Health Officer: 
I have to report for the last year no epidemic of any con- 
tagions disease of any kind. The general health of the town has 
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been good. There have been two deaths, both children, one was 

erystpelaa and the other was pneamonia. 

Landgrovb. — Mr. Warrea W, Abbott, Health OfScer. 

The sanitary condition of the town is good aafaras I have been 
able to learu, and the general health of the public is good. There 
have been no cases of contagious diseitse^ in the town for a year or 
more. I do not know of any iraprovements to be made in the 
sanitary condition of the place, or bow the. general health ol the 
people conld be mnch better than it is at the present time. 

Manchester. — Mr. George Smith, Health Officer: 
I have to report for the year; Scarlet fever, five cases ; measles, 
two cases; diphtheria, one case; whooping cough, one case. At 
present writing I do not know of any disease eststiag in the town, 
and the sanitary conditions so far as I know. are perfect. 

Peru.— Mr. Geo. 0. Bruce, Health Officer: 
We have now three families quarantined with scarlet fever. 
We have had ten cases, all told, and one death only from the conta- 
gion. My charges for services are as follows: 
Three burial permits, . . . . . $ 45 

Quarantining, . . . . . I 00 

Inspecting school houses and diagrams, . . 6 00 

State reports, . . . . . 1 00 

Total 88 45 

POWSAL.— Mr. Daniel 1\ Bates, Health Officer : 
No report. 

ilEADt^BORO. — Mr. James S. Pike, Health Officer: 
No report. 

RUPBET.— Dr. J. M. Moore, Health Officer: 

1 have looked over the sanitary condition of our town twice 
the past eeason, and find it very good. There have been two cases 
of scarlet fever in town the past year that were quarantined, also 
three cases of measles, besides a good many cases of German 
measles that I did not i^uarantine. The people of this town show 
more respect for sanitary laws than they did at 6rst, and show a 
desire to have the sanitary laws carried out in full. 

Sandqate.— , Health Officer: 

No report. 

Searsbuhg.— Mr. Ger-. Farr:ngto;i, Health Officer : 

No report. 
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Shaftsbdry.— Mr. F. H. Mattiaon, Health Officer : 
In making out my report will say there hare been since Aug. 
31, 1896. fire cases of typhoid ferer, three caaes of measles, one 
oaae of diphtheria (very light), six cases of whooping cough. 

The town has oeen quite free from contagious diseases the past 
jesr, I hare made oat my repoi't as well as I can. If it is not 
satisfactory, please explain and I will try to make it ao. 

Stamford.— Dr. C. D. Houghton, Health Officer: ' 

No report. 

Sunderland.— Dr. W. 8. Phillips, He«lth Officer: 

There have been in this town, five eases of scarlet fever, with 
no deaths; these caaes wert; mildand all were attacked at about the 
same time. I have been unable to trace any of them to a cause; 
three families being affected, and living in a thickly settled part of 
the town, with no spread of the disease, demonstrates how well 
these families observed the rnles and regulations of the state board 
of health, a copy of which was left with each of them. The sanitary 
condition of the town, with few exceptions, is very good. 

There have been during the year, nine deaths and fourteen- 
births. The causes of death are, pneumonia, two ; bri^ht's disease, 
two; degeneration of brain, one; puerperal albuminana, one; pul- 
monary consumption, one ; pulmonary tubei-culosis and old age, 
one ; still born, one. 

The average duration of life, including still birth, is about ■ 
forty-three years and one month; excluding still birth the average 
would be forty-eight years and fifteen days. How the death rate 
compares with former years, I am unable to state. 

From my annual report about Sept. 1st, 1896, until Jan. 1st, 
18dT, there was only one case of a contagious disease in town, and 
that a mild case of scarlet fever, 

WiNHALL.— Dr. T. A. Flandreau, Health Officer : 
The sanitary condition of this town is fair. Last summer a 
very small amount of sickness : Ten cases of whoOping cough, eight 
cases of scarlet fever, two cases of diphtheria, (mild) which 
started in strong at first, but readily yielded to the antitoxic serum 
treatment. Report has it that there has been and are quite a num- 
ber of cases of measles, but none reported as they have gotten along 
without medical aid. During the summer a complaint was made 
regarding condition, situation, etc., of a school house. We investi- 
gated the matter and condemned it, thus closing the school. It 
made quite a row, but was the only thing to be done under the 
circumstances. The people of the town comply with the sanitary 
laws and feel that it is for their own and the public good. 

Woodford.— Mr. Amos Aldrich, Health Officer: 

Replying to your card of December SO, 1897, will say that our 

town has been free from contagions diseases during the past year, 

which report I am pleased to make. 
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CALEDONIA OOUNTY, 

Baeiitst.— Dr. H. A. Elliott, Health Officer: 

Thia report will be neceBsaril; anaatiHfactory on acconnt of my 
term of office dfitine only from October 29, 1897. However, will 
submit what knowledge I bave gained by observation and papers 
left in my hands by my predecessor. 

During the year we have been attacked by two epidemics of 
email dimensions, and several isolated oases of typhoid fever not 
deserving the name of an epidemic. 

The first one wag an epidemic of scarlatina during March and 
April in the west part of the town, six cases having been reported 
and nine not, maKing Ofteen cases total. No deaths. 

The conrse of the disease was typical in all respects of scarla- 
tina Biniplez. Tbe source of infection was from patients in town 
of Peacham, afflicted by the same disease under tbe name of 
rubeola, bo diagnosed by the physician attending. Consequently 
families were not quarantined and the contagion was abroad, reach* 
ing many of the families in the adjoining village of West Barnet. 
the older members having a scarlatina sore throat without the rash 
(if I may be allowed the expression) and the younger ones having 
scarlatina simplex. 

The health officer qaarantined all cases as soon as notified, but 
there was a disposition on the part of some to disregard bis orders 
and so defy the law. 

The next epidemic was that of Pertussis in East Barnet, some 
eleven or thirteen cases having occnrred there in the fall, none of 
them reported to the health officer, but he ascertained that the 
teacher there was doing her duty in prohibiting them from attend- 
ing school. There were a few cases in Barnet village, but none of 
them serious. There were six cases of typhoid fever reported in 
all the different parts of the town. Some of the cases had the 
disease and came here for it to develop. Others were here and 
went to a neighboring town to imbibe the disease germ from their 
drinking water. Only one case died. 

Diphtheria has been all around ns on every sidf , yet we have 
been spared its ravages thus far. We prohibited one femily afflicted 
with the disease in an adjoining town from sending cream separated 
ill a hand machine, to the Barnet creamery until such time aa the 
officers of that town pronounced them out of quarantine. 

There have occurred twenty-eight deaths in the town of Barnet 
for 1897. This is not large mortality rate in a town of 1,800 in- 
habitants. The town is now generally in good sanitary condition. 
There has been improvement in drainage and water supply during 
the past year. A new line of soft spring water has beeu carried to 
Church street, Barnet, which is a great improvement on the old 
supply which was always receiving surface water during the spring 
time and storm and may have been the source of typhoid in years 
past. The new supply ig under great pressure and will be very use- 
■*al in time of fire. 
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BuEKE.— -^— — — — — ———, Health Officer : 

No report. 

Danville— ■ — , Health Officer: 

No report 

Qkoton.— Dr. N. 8. EaBtman, Health Officer : 

No report. 

Hahdwick.— Dr. S. E. Darling, Health Officerr 

The eanitary condition of the town of Hardwick is excellent. 
The water supply is made np of springs, and is of the very beat in 
qnality. Drainage good. The general health T>f the town has been 
good. Contagions diaeaaeB: There have been fifty-three caaes of 
measles, with two deaths; five cases of typhoid fever, with two 
deaths; tabercnlosis, three, with two deaths, one still living; 
erysipelas, three casea ; no deaths. 

KiEBY.— Dr. L.W. Hubbard, Health Officer: 

The town of Kirby has been free from contagious or epidemic 
disease for the past year. The general sanitary condition of the 
town is good. There have been two deaths, one from hemiplegia, 
and one from peritonitis. 

Lymdon.— Dr. J. W. Copeland, Health Officer: 
The town of Ijyndon has been tree from any serious ontbreak 
of disease the past year. Daring the spring and early summer the 
town experienced a very general epidemic of measles, with only 
one death, an infant from lung complication. There have been eight 
cases of scarlatina, all recovered; two cases typhoid fever; no 
deaths; no diphtheria. Daring the summer there has been but 
very little dysentery or other bowel troubles. 

Newabe.— Mr. H. D. Packer, Health Officer ; 

No report. 

Peacham. — Mr. I<oring Chase, Health Officer : 

The sanitary condition of the town is good. In the early 

Siring we had several casea of rubeola, and in fall aeven casea of 
iphtneria, two fatal, also a large nnmber of casea of tonsilitis. 
At the present time the general health of the town is good. 

Rykgate.— Dr. G. W. Darling, Health Officer : 

In presenting my annaal report for the town of Byegate, I am 
pleased, as health officer, sorry as physician, to report very little 
fliokness from coutagioaa disease. There has been no case of 
typhoid fever to my knowledge and none of diphtheria, with only 
two cases of scarlet fever. We have had two periods of infection 
vith measles, the ^t, ten cases, infection from Barre, Yt., the 
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second, twelve cases, infection came from Wells River, Yt., graded 
school. No fatalcases. 

The water aapplj from RyegateiageDerallv from good eprings, 
of which there are a great number of very good, pare quality. No 
pond or river water ia used in town for culinary pnrposes to my 
knowledge. Our drainage is generally very good. In the villago 
of South Ryegate we need some more tnorongn sewerage, bat poblic 
spirit is slow to act in snch cases. 

St. Johnsbdrt.— Or. W.J. Aldrich, Health OflScer! 

The year opened with quite an epidemic of typhoid fever, 
about forty cases being reported. A very large percenUge of these 
cases were users of the river water system, which water ia manifestly 
unfit for use. In a letter published in the local papers (which yon 
saw at the time) I set forth the dangers of using that water or any 
water so contaminated for dumestic purposes and suggested that all 
river water be boiled befote being used. As might have been ex- 
pected, every layman knew that it was no such thing, and the less a 
man knew of sanitary matters and the less he practiced them the 
more positive ha was. 

The state board of health was called here to look the matter 
up, and a public address was given by one of their number on the 
nature of typhoid fever and its cause, incidentally condemning the 
river water. From that day there was not a case of typhoid re- 

Corted. This shows the value of a little enlightenment among the 
lity. 

During July and August about a dozen cases were reported, 
nearly all being users of ice taken from the river during the epi- 
demic of the preceding winter. An occasional case has been reported 
since. As long as this Tillage uses a water which is so liable to 
contamination, typhoid fever will prey Qpon ita people. 

During the winter and spring, measles became epidemic and 
there weie reported to me about 140 cases. There were donbtleES 
many other cases where no phyEician was employed which were not 
reported on account of ignorance of the law. 

A case of diphtheria occurred in January, several in March, and 
' thence on there were scattering cases, until August, when it assumed 
the character of an epidemic. During the first two weeks of Nov- 
ember there were forty caees reported. I attributed the spread to 
lack of recognition of cases, as many were mild. So an expert 
bacteiiologiat from New York was employed to make cultnre tests. 
By this aid nearly all suspected cases were proven to be diphtheria, 
and the epidemic was soon stopped. As might be expected, how- 
ever, when there had been such wide spread infection, there have 
been scattering cases since and there are a few now. There have 
been eleven deaths from this disease. Antitoxine has been freely 
used and has proven of very great service, especially in preventing 
diphtheria in immunized persons. Formaldehyde gas has been 
nsed for disinfection, and as a rule has been very satisfactory. One 
great trouble is in making the houses tight euou^^h to hold the gas, 
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There have been a few cases of chicken pos and psveral of whoop- 
ing congh. My report of the sanitary condition of the schools was 
made in Febrnarr, and printed in the town report. I had received 
no ingtrnctiona at that time and it may fait to give some points 
which you wiah. If ao, write raG, 

The sanitary condition of 8t. Johnsbury wiU compare favor- 
ably with that of other places hi the state, but that, I regret to say, 
is not the best. Our sewers are laid by guess, as to grade, with 
neceasarily many low places where solid sewage oollecta and, 
decomposing, gives off foal gaa, Then, very many of the houses 
are poorly trapped, and this gas easily finds its way into them. We 
need, badly, a law to regulate plumbing. 

The efforts of the state board of health to establish a labora- 
tory for the bacteriological diagnosis of diseases is commendable and 
will meet with the hearty approval of all progressive physiciaos. 

Sheffield.— Dr. 8. A. Jones, Health OEBcer : 

No report. 

Stanmahd.— Mr. John N. Sawtell, Health Officer: 

Enclosed find registration returns, births and marriages. No 
deaths for the registration year in this town. I cannot find blanks 
for return report The supposed case of diphtheria proved to be 
tousilitis. There have been two cases of typhoid fever reported at 
the house of E. H. Patch, in September last. Cause, an opea 
drain at the fiiuik of the house ; had not been cleaned for years ; 
were not very' bad cas^s, both recovered; did not spread beyond 
the premises. 

' In October I heard of loose doings with regard to a slaughter 
house on the premises of J. B. Lumsden & W. B, Richards, within 
a few feet Of highway where waste was dumped into the cellar 
where hogs were kept. They are getting out lumber this winter 
and will build a new slaughter house as soon as spring opens. I 
shall see that they respect the law in this matter. 

Sutton.— Dr. J. W. Colby, Health Officer : 

No report. 

Waldes.— , Health Officer: 

No report, 

WATBHPORD.—Dr. B. W. Brown, Health Officer : 

In accordance with Sec. 4685 of Eevieed Laws, I have to report 
to you that the public health of the town of Waterford is good at 
the present time and that there are no contagious diseases prevalent 
here at this time. There have been three cases of diphtheria 
reported to me this winter ; ail were isolated and are well now ; 
the^e have been no other cases of oontagious diseases reported 
to me. In these cases of diphtheria, two came from contagion from 
children from other towns and one from a cold caught at school. 
(8) 
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In regard to the sanitarj condition of this town, would say 
that it is almost wholly a farming town, aud U, I euppose, much 
like other farming towns; the houses are apart from each other 
and have all sorts of drainage conditious. There is no pliysician 
resident in this town. 

Wheelock, — , health Office-! 

No report. 



CHITTENDEN COUNTY. 

Bolton.— Dr. O. D. Bemis, Health OiBcer: 

The health of the people of this town for the past vear has 
been remarkably good, until last January, when meaales and ecarlet 
fever broke oat in several fHmiliea, but assumed a mild form ; no 
deaths. The houses where snch diseases existed were properly 
quarantined, therefore there was only a slight spread of those dis- 
eases. In JRn& last there were two or three mild cases of scarlet 
fever, confined to two different iamilies. Patients recovered 
rapidly. 

Report to September 1, 1897 : 

The inhabitants of this town have been remarkably healthy, 
with the exception of scarlet fever, in a mild form in three differ- 
ent families, and two cases of typhoid fever. All recovered. The 
saDitary condition is good ; the water supply pure. The people 
readily coincide with your health officer in fulfilling the law. 

Bdelington. — Dr. H. A. Graiidall, Health Officer: 
Since my last report committed to you in August, 1896, onr 
city has progressed in prosperity by much attention being given to 
new enterprises, as public buildings, erection of new dwellings, 
permanent improvements in many streets, new streets opened and 
sewered. Most of our streets and avenues are sprinkled dnring 
the warm part of tlie year. Most of the new houses have been 
connected with the sewer, besides many of the older residences 
have been thus treated. Much has been done to make the sur- 
roundings of our homes healthful, and reasonable effort has been 
made to keep onr city clean and our people furnished with all 
proper sanitary provision and requirements. 

Respecting the disposition of our waste and garbage, much 
effort and consideration has been given for a place for its dumping 
and destruction. The head of Pitkin street waa chosen, but in 
response to a strong prot^t of the residents of that vicinity, the 
place was abandoned, but in the exigency the city purchased a cite 
near the railroad bridge, which answers a good purpose by being 
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well utilized. The quaotity gathered ie earpriaing. From May Ist 
to December Ist, 1897, nesrly 5,000 loade were carried thither. 
OontaginQB and infectioue dieeases : Since my last report, meaalea 
\i the only disease that became hd epidemic. Most cases vere of a 
roild type, bat many of them Buffered from the secondary effects of 
the disease, and several deaths occurred from capillary bronchitis 
as a sequel of the disease. Diphtheria : On Not, SOto, X896, one 
case was reported and Sve consecutive days several cases appeared 
iii different places in the city, which threRtenedan epidemic, but 
by using all legal restraints, by quarantining the infected places and 
detailing policemen to guard such places, the malady was not per- 
mitted to remain tk long time wfth us. Autitoxine was used in 
fiome cases and the attending' physicians made flattering reports 
respecting the results, and in mnny Cases the bacteriological test 
was used to determine when they were convalescent. 

VITAL AND MOBTUABY STATISTICS. 

Marriages from August, 1E<96, to December 31st, 1897 : 
Aaguet, 12; September, 11; October, II; November, 14; 



December, 8. 1 897-* January, 11 ; February, 5; March, 6 ; April, 

4; May, 11; Jane, 15; July, 1?; August, 9; September, 19; 

October, 23 ; November, 13 ; December, 1 1 . 

Births from August 1st, 1896, to December 31at, 1897: 
August, 44; September, 44; October, 31; November, 33; 

December, 44. 1897— January, 43; February, 34; Meroh, 46; 

April, 48 ; May, 23 ; June, 47 ; July, 34 ; August, 69 ; September, 

39 ; October, 41 ; November, 13 ; December, 40. 

Deaths from August 1, 1896, to December 31, 1897. 

August, 35 ; September, 29 ; October, 23 ; November, 83 ; 
Deoemwr, 89. 1897 — January, 30 ; February, 35 ; March, 43 ; 
April, 34; May, 19; June, 23; July, 31; August, 38; September, 
S'i; October, 28 ; November, 19; December, 36. 

MONTHLT TABULATED STATEMENT PBOM AUG. Ist, 1896, 
TO DEGEMBEB SlsT, 1897. 



by Google 



84 PIKST BIENNIAL BEPOKT OF TU E 

Ohahloitb.— Dr. W. H. H. Vamey, Health Officer: 
The sanitary condition is at thia time very good ; there has 
been no epidemic dnriog the summer, but duriog the winter and 
Hpring we had a general epidemic of measles, very few escaped ; 
as a general thing it was mild. A very few oases of scarlet fever of 
a mild type ; no diphtheria. The general health condition is good. 
There have been no complaints and no nuisances abated. 

C0LCHB8TBB.— Dr. J. W. Sheehan, Health OEBcer: 
No. of cases of scarlet fever, .... 2 

diphtheria, .... n 

71 



" typhoid fover, .... 

" membraneons croup ... 

" varicella, .... 

The number of deaths due to the above mentioned 
will be given in the town clerk's report. At present we have no 
epidemic and very little aiclineBs. 

EssBX— Dr. C. M. Ferrin, Health Officer : 

The sanitary condition of this town for the year lij97 has been 
very good. There has been but little sickness ; only one case 
(mild) of typhoid fever. Last January we had five cases of diph. 
theria, which were confined bo two families ; all recovered and were 
all of a mild type. Whooping cough, only one case reported Dar- 
ing the summer and fall we had less of the usual inteBtinal diseases 
than usual. The water surely is principally from wells, and there 
is no system of drainage. There have been twenty-eight deaths in 
tiwQ in the past year. Apoplexy three, canoer three, phthisis one, 
pneumonia two, old a^ and geneial debility four, killed by cars 
one, drowned one, brain disease two, still born two, colitis one, 
heart disease four, general paresis one. 

HiNKSBUSG.— Dr. H. E, Hnnt, Health OEQcer: 
I have the honor of reporting the general sanitary condition 
and state of health for the town of Hiuesbnrg during the past year 
as good. We have not had any contagions or infections diseaaeS) 
except a few cases of measles. We have two slaughter houses within 
the village limits, which have been licensed, and I think as the 
owners have not conformed to the requirements of the law, the 
permits will be revoked in the spring. 

The greatest thing now needed in this town in the interest of 
health is properly heated and ventilated school houses for the pub- 
lic schools. We hope soon to have the school houses in better 
sanitary condition. 

HOBTINGTON.— Dr. F. D, Falby, Health Officer; 

There has been very little sickuesshere during the past year and 
there has been no epidemic of communicable or contagions disease. 
I had two cases of nuisances that were ordered abated last summer. 
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and I sm upheld by pablic sentiment in enforcing our health Uwa ■ 
of oar state and those promalgated by the state board, The act 
passed b^ onr last legislature requiring health officers to keep the 
>regiB<;ratioD reports is in m; opinion a great improyement ove^ the 
old system and seems to meet with general approval. 

JsRiCHO.— Dr. W. S. Nay, Health Officer: 

In attamptine to render an acconnt of my stewardship as 
health officer for this town, I am reminded of the story of a cele- 
brated anatomist who usually began his description of the sphenoid 
bone as follows : "D— n the sphenoid bone." Lest Imight be accused 
of using profane language, snonld I repeat this with reference to 
the duties of health officer, I will desist, but think what I please. 
Since my last report the duties pertaining to the office have been 
more onerous than formerly, but I am personally satisfied that 
having done my duty as laid down in the Vermont statutes, and in 
accordance with the regulations promulgated by the state board of 
health, I shall not be held responsible for the sins of others. The 
sanitary condition of Jericho nas not been extremely bad, neither 
absolutely good. Upon complaint from parties who suffered from 
neighbors' uncleanlinesv, due notice was given and prompt changes 
were made in the unhealthy surroundings. Like many other towns 
in the state we have experienced ao epidemic of whooping cough 
and measles. With few exceptions due notice was sent me, and all 
proper precantiona taken, such as placarding houses and issuing 
quarantiae notices. By so doing and in nearly all oases by a cat'eful 
observance of the same, ihe dieeaaea were prevented from spread- 
ing, and much satisfaction was expressed by those who were anxious 
to avoid them. The only beliger^t townsman who took excep- 
tions to my performance of duty was a clergyman who found 
nothing in the law to compel him to observe quarantine regulations, 
and advertised " to do as he pleased." This man who is expected 
to " point to heaven and lead the way," caused much trouble, but 
fortunately no cases followed from unlawful exposure. The out- 
come of his case, which was placed in the state's attorney's hands, 
remains to be seen. Procrastination on the part of that official has 
been a matter of much speculation and wouder on the part of in- 
terested townspeople, and of disgust on mine. 

Health officers cannot feel that they are sustained in their 
actions unless state officials do their duty, and certainly one cannot 
do work with much courage unless guilty parties are properly 
punished. The local healtn board of this town has neartily 
seconded all my efiorts, and expressed satisfaction for the manner 
in which my work was done. There remains much to be accom- 
plished in the matter of proper sanitation. When the law compels 
pigpens to be removed a proper distance from highways it will 
makaa vast difference with the purity of the atmosphere near them 
in Jericho. While so many have shown a disposition to abide by 
suggestions offered by the health officer, there are few who have yet 
to. learn the truthfulness of the adage that "cleanliness is next to 
godliness." We hope the nest legislature may not take a back seat 
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• in reference to matters which coDcern ihe public good. Progressioo 
ID other states is evidenced bv the action of state boards of health, 
and Yermoat which has gradaated so many prominent men whose 
iDSaence is felt in every othet state of the union, should not be 
backward in advauoing its own interests in matters which concern 
the health of its people, if present health board officials work 
faithfully even unto to death, for present consolation at least, it can 
be said: "Dulee et decOTum eat pro patna mori."' 

Milton.— Dr. L. J. Dixon, Health OflBcer: 

It has been such a time of general health, so few deaths 
(except among the very aged) bo little serions illness, I have bnt a 
brief report to make you. Of typhoid fever one case, one death, 
a very delicate girl some dozen ycare old, nnquestionably caused by 
tho unsanitary condition of the school house and its surroundings 
where she was attending, which led to a general inspection and 
thorough overhauling of all school buildings in town, and I am 
happy in saying that all our school houses are now in as healthful 
condition every way as it is possible to make them. Of scarlet 
fever we have had twenty-nine cases in seven families, one death ; 
whooping cough, nine cases, five families, no deaths; measles, 
thirty-five oases, six families, no deaths; diphtheria, five cases, three 
familieSt no deaths. We have liad eighteen deaths, three reported 
as still born, three heart failure following " la grippe," four pneu- 
monia with heart failure, all of them aged from sixtT-eight to 
ninety-five, two apoplexy (aged), three inflamation of brain, one 
case tetanus from puncturing foot with i-usty nail, one of erysip- 
elas, one acute dysentery. x 

RlCHMONlJ.— Dr. Vf. L. Heath, Health Officer: 

During the year 1897, we have hod ten coses of measles. We 

have had no other epidemic and the town is in a healthy condition. 

The question about the sewer, which called the attention ol the 

state board of health, has been settled. 

SHBLBtJBNB.— Dr. F. R. Stoddard, Health Officer: 
Since my last annual report we hrtve had several cases of scarlet 
fever, one case of diphtheria and quite an epidemic of measles and 
some whooping cough, bnt no death from any of the above diseases 
and no bad sequel to my knowledge. The public health is e"cel- 
lent. Consumption is very rare here. No deaths from that disease. 
In general there is very little work Tor the health officer. 

South Buelin oton.— Dr. H. A. Crandall, Health Officer : 
Since my report of August, 1896, nothing has oecurred which 
is worthy of special mention except during the prevalence of 
measles in this region. The town was visited by this disease and 
several adults were its victims. Relative to its agricultural advan- 
tages the town may be divided into two sections: The southern 
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part the eoil ie loam and fertile, tlie fnrmera are thrifty and affluent, 
naving pleasant homee with sanitary environments. In the northern 
portion the circnmatancea are directly the opposite, the soil is eandy 
and unfertile, yet the re<mtt of their labor is a small increase, hence 
not so pleasant homes and sanitary enrironments. The health of 
the town is generally good. 

St. GBOEaE.— Dr. H. E. Hnnt, Health Officer : 
The general health has been good. There were a few cases of 
measled in the spring and three cases of typhoid ferer this fall. The 
first case was that of a yoang man bronght here from Barre where 
he contracted the disease, the case proved fatal in a few days and 
in aboat twenty-Sv« days two of the children in the same family 
came down with the fever, bat had it in a mild form and sJnoe we 
have disinfected the premises. 

Underbill. — Dr. W. S. Nay, Health Officer: 
To April, 1897, 1 served as health officer for Uoderhill for a 
period of three years and three months, performins; gnch dnties to 
that time as were expected of one holding the position. Dnring an 
epidemic of measles and whooping coggh in the town in the winter 
of I896~'97 mnch work had to be done to conform to rules and 
regnlations of the state board of health, Poople of this town did 
not take kindly to the official acts of the health officer. Sabseqnent 
actions of the local board have shown that they were not in sym- 
pathy with the work of its ezeontive officer, althongh no intimation 
was given at any time that they considered his work unnecessary. 
At the annual meeting of the town officers for the settlement of 
acconnte my bill was not allowed. Not wishing to act in con&ict 
with members ot the local board my resignation was forwarded to 
the secretary of the state board. In doe time suit was brought to 
recover for services and judgment was rendered in September term 
of county court for account and interest. The case has gone to the 
supreme court on legal points which concern all health officers 
who are non-residents. While the case may be of interest to 
others officially it is of much interest to me financially, and I ex- 
pect the higher court will consider the "laborer worthy of his 
hire." On account of a large foreign element in tJnderhill much 
difficulty will be experienced in enforcing the statutes relating to 
pablio health. It requires more time to overcome ignorance and 
superstition than io carrying out the regnlations required. I tmst 
my successor in Underhill may win golden laurels and that his 
ways may be ways of pleasantness and all his paths be pence. 

Webtfobd.— Dr. 0. 8. Jenne, Health Officer: 

During the winter and spring of '97 there were a few cases of 

measles and whooping cough, and this fall one case of diphtheria. 

The sanitary condition of the town is good. 
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WiLLiSTON. — Dr. A. L. Bingham, Health Officer : 
This town baa been very free from contagioag or infections 
diseBses during tbe paet year. During the early part of the season 
we had the closing out cases of a verj general epidemic of measles. 
This with a few oases of tyjihoid fever, that were without any doubt 
imported, are the only subjects for a report to your board at this 
time. 



ESSEX COUNTY. 

Blookfibld. — Dr. John B. Carpenter, Health Officer: 

No report. 

Bbiohton.— Dr. E. P. Norcroae, Health Officer : 

Clyde riTerhae its source iu the beautiful body of water known 
as Island Pond, whence it flows with a sluggish current, Feceiving 
numerous tributaries, to the pretty village of West Charlston, after 
which it becomes much more lapid in its course until itempties into 
Lake Memphremagcw at Newport. This in a general way is true 
a^ to the course of Clyde river, but at the spring and fall freehets 
things are rcTersed, owing to the level condition of che land through 
whidi the stream flows, and the Clyde comes rushing into our 
pond with a mighty current. With this statement of facts as to 
our surroundings, I faint at one of our difficulties as to the subject 
of a system of general sewerage for our village- The natural outlet 
to such a system would be the pond or river, but as our pond 
furntsbes annually thousands of tons of ice to our village and the 
Grand Trunk Railway system to be distributed to the various 
towns along its line, can such a system of drainage wisely or 
legally be establised ? Some plan of sewerage must be adopted soon 
as a matter of necessity. The subject is still under consideration 
-but I can report little progress during the past year. We still hope 
that the most approved method may soon be commenced and rapidly 
completed. During the past season four oases of enteric fever have 
■ been reported to me but with a good recovery in each case. The 
origin of the disease in each instance has been recorded as un- 
known . If a close investigation was to be made as to tbe cause of 
this fever I am sure onr ice supply would be one of the first things 
to be examined, for the natural wash of the village and what 
partial system of sewerage we have are directly into the pond and 
river. Here, as it seems to me, is a possible and probable source 
of infection. This idea has been discussed bv those most interested 
and communicated to the ice harvesters and they have selected a 
epot or field as remote as possible from any contaminating 
influences. 



by Google 



STATE BOASD OP HEALTH. 80 

CoDBnmptioQ is tbe only one of the contagious and iofectioua 
diseases cansinjt any deaths in our town during the past year. 
There have been two deaths from this disease, both females nnder 
SO years of age. No other oases have been reported as existing in 
town. 

There have been six cases of scarlatina io tiwn during the 
year and tbongh some of them were of quite a bad type there were 
no deaths.- The disease was brought into town by lumbermen re- 
turning home from New Bampshire. Tbe nnmber of deaths in 
towD during the last year was 20 — males, 12; females, 8. Number 
of births, 18~28 females and 20 males. 

The efforts of the health officers in looking after the sanitary 
affairs of the town during the year have been very well suetained by 
public sentiment and town officials, a decided improvement over 
some recent years. 

Brdsswick. , Health Offier: 

No report. 

Canaas.— Dr. A. Q. Pottle, Health Officer: 

No report. 

Concord.— Dr. R. T. Johnson, Health Officer: 

The sanitary condition of this town is excellent. There has 
been no epidemic of contagious diaeaees during the past year. The 
grip has been qnite prevalent, but with few fatal cases. 

There have been only three or four cases of typhoid fever, and 
these widely separated; no scarlet fever, no diphtheria. The 
school houses in town are poorly ventilated, most of them having 
no ventilation except open windows. 

There are few towns in the state where the dratQEtge is so good 
as here 

The water supply is the very best, almost every family in town 
neing spring water. 

The number of deaths in town from January 1, 1897, to Deo. 
81, 1897, was nineteen, 

, Health Officer: 




. Gdildhall. — Dr. N. S. Boyce, Health Officer : 

It is with pleasure that I can report the sanitary condition of 
Guildhall and Maidstone as being very good. In Gaildhall four 
have died within tbe year: Consumption, 1; old age, 1; paralysis, 
1; prenmooia, I. In Maidstone no deaths but about twenty cases 
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Leuimotom. — Mr. A..T. Holbrook, Health Officer: 

The state of the public health ia Letnington at this time ie 
good and has been fairly good dnring the past year. The onmber 

,of deaths (10) ia a population of 220 is anasually large, bnt two of 
the number were still births and three were infanta. No disease 
has become epidemic and to the best of my knowledge there has been 
no contagious disease in this town daring the past year. 

Onr pure mountain air and the fact that our population ia sniall 
and widely scattered are, I suppose, the chief reasons for onr sani- 
tary condition being good as it is. Most or our people are too 

^ careless in regard to sanitary matters and in past years oases of 
typhoid fever have been the result. 

Ldnbnbuhg. — Dr. J. T. Bnttling, Health Officer: 
RepOTt of Dr. A. W. Scott, Former Health Officer: 
There has been very little sickness dnring the past year. We 

have had 21 cases of measles bnt no other conta^ous diseases. 

The water anpply ie excellent and sanitary conditions good. 

Maimtonb.— Mr. S. S. Btfrton, Health Officer: 

See Quildhall report. 

Norton. — Mr. Alonzo Davis, Health Officer: 

No report. 

Victory.— Mr. Geo. A. Colby, Health Officer.: 

No report. 



FRANKLIN COUNTY. 

Bakbrsfibld.— Dr. Edmnnd J. Melville, Health Officer: 
We have been uncommonly free from cont^ous diseases dur- 
ing the past year except in January when we had an epidemic of 
measles of which I made a report at the time. The water supply, 
though rather short in the dry weather of sammer, is good and 
pure and ia obtained from springs far from any source of contarion. 
The water cloaetg are pita bnt are kept for the most part ole^n. 
The deatha during the past year were 32 and were caused by the 
following diseases: Consumption, six; apoplexy, six; heart dis- 
ease, two; gastric cancer, four; la grippe, two; old age, five; cholera 
infantum, four; peritonitis, one; cerebral embolns, one; cerebro- 
spinal meningitis, one; pnenmonia, two ; bright's disease, one; 
heart clot, one; drowning, one; morpbinomania, one. 



by Google 



STATS BOARD OF HEALTH. 91 

Bebkshibb. — Dr. Q. S. Goodrich, Health OEBcer : 
The public health of the town of Berkshire for the last year 
has been good. No contagious or infectioas diseases have appeared 
in towD for the last year with the exception of a feir cases of 
measles that occarred the last part of August, requiring no special 
attention. The health of the town has scarcely been interrupted 
the last year. 

Enosburq. — Dr. F. S. Hutchinson, Health Officer : 
No report * 

P'AfRPAX.— Dr. 0. F. Hawley, Health Officer : 
I have to report that the sanitary condition of this town has 
been more than usually good for the past year. That we have had 
no epidemic of (had one mild caee of measles) contagious or infec- 
tious diaeases, and but very few of the diseaeea incident to cold or 
warm seasons of the year. The local board of health has been called 
npon to remoTo nuisance once in case of dead horse being left on 
top of the ground in winter. There have been in this past year : 
Marriages, eleven ; births, thirty ; deaths, fifteen. 

Faiepibld, — Dr. P. J. Kinsley, Health Officer ; 

In my annual report as health officer of Fairfield for the past 
year, I hare few cases to mention. There were two cases of diph- 
theria, one contracted in St. Albans, the other in Barre, but by 
enforoing strict quarantine the disease did not extend farther and 
both oases terminated in recovery. There was one case of typhoid 
fever in a poor squalid family situated in a remote corner of the 
town. During the early spiing months acute iuflamatory rheuma- 
tism previuled rather extensively, as did also facial erysipelas, but 
during the remainder of the year the residents of the town have 
enjoyed an apparent immunity from all diseases. 

Flbtchbb. — Dr. M. H. Powers, Health Officer: 
Beport by Dr. E. B. Bnuh, Former Health Officer : 
There has been but little sickness in this town for the past 
year, with the exception that in the latter pan of last winter there 
were a few cases of tneasiee, mostly confined to one school district, 
with no fatalities. The number of deaths in town was fourteen, 
six males and eight females. The average age of those who died 
was nearly fifty four years. There were sixteen births, seven males 
and nine females; two of the deaths were accidental. There was 
one death io town that was not reported to town clerk's office or to 
the health officer of Fletcher, the certificate of death having been 
given bythe health offlcerof Bakersfield who attended the patient, 
and the burial permit given by the same officer. It is but just to 
say that the burial took place in Barkersfield. Was this in accord- 
ance with the law? 



by Google 



92 PIBST BIEHNIAL REPORT OF THE 

Franklin.— Dr. J. B. Hall, Health Officer: 

Report to September 1, 1897. 

The people of Franklin daring the past year have been nn- 
Dsuallj free from contagions diseases. About the first of March 
last, measles Appeared id varions sections of the town, coming from 
different sources. The board of health was not informed of the 
same until many were exposed and so it was thought advisable to 
qnarantine. Fortunatiely there was no fatal case— heooe the health 
officer has had little to do on these lines. 

The past year b'as been one of unusual health for the citizens 
of this town. There have been two cases in one family of typhoid 
fever. The measles had quite a run in February and March. 
Many families were exposed and sick before the hoatd of health 
was aware of the fact. The surroundingtowns did not qnarontiue 
and we fell into line and did nothing. There were no fatal coses. 

The board of health did most of its work inspecting school 
bnildings in complying with the act of 1896. The location of 
school buildings was considered, the capacity of the school rooms 
with reference to the number of scholars, ventilation and beating, 
arrangements of seats, general appearances, lighting, sanitary con- 
ditions of water closets, the source of water supply, etc, which were 
submitted to the consideration of the town's people at the March 
meeting of 1897. The health officer recommenced that the old 
water pail and cup used promiscnously, be replaced by a water tank 
snpplied with a faucet and that each parent furnish their childr^D 
with an individual drinking cup, so that there could be no repeated 
dipping of cups or the spread of disease from the use of th^ same 
cup. 

The high school room and intermediate have been supplied with 
jacket stoves, the cold air taken from out of doors and ventilatoia 
paasing out of the roof in such a way as to create no draught. We 
expect that in the near future all of the school buildings in town 
will be arranged in a similar manner. 

Georgia.— Dr. William Lindsay, Health Officer : 

Georgia has had great freedom from disease during 16d7, one 
case of membraneous croup with one death, fonr of tuberculosis, 
and three of typhoid, being the only cases of infectious diseases 
coming to the notice of the health officer. 

HisHSATB.— Dr. E. A. Bates, Health Officer: 
The town of Highgate baa been &ee from any epidemic of con- 
tagious diseases for the past year. Two cases of diphtheria, both 
recovered. Thorough isolation and disinfection restricted its spread. 
Twelve cases of typhoid fever. No deaths. Several cases of 
measles, but as these were mild and were not reported they were 
not quarantined and no special effort was made to restrict them. 
The work of the state board is being better understood by the peo- 
ple, and consequently makes the duties of the local health ufScer 
much etuier and pleasanter. 
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MoNTQOUBBT. — Dr. C. 0, Smith, Health Officer: 
There has been no infectious disease in the town since Augasl;. 
1, 1897, so typhoid fever nor m^igDant dysentery. The sanitary 
conditions are very good. There have been no aiseaees whatever 
that have originated front infeotions germs ae far as I have been able 
to discern. 

KiOHFOSD.— Dr. R. M. Pelton, Health Officer; 

The eanitary condition of this town, I am pleased to report, 
is in very good shape, with one or two excepbione which we will 
try and remedy during the ensning year. I have to report but five 
caees of diphtheria, one of whi^ proved fatal, and alt of which 
were confined to their places of origin. I have aleo to report three 
cases of whooping cough andone case of scarlet fever, all of which 
were imported. 

We have completed the sewer which was commenced a year 
ago and with'the exception of one or two side streets our town is 
now supplied with abundant sewerage accommodation. 

8hei.ik)1t. — Dr. E, M.Brown, Health Officer: 

No report; 

St. Albanb.— Dr. H. D. Belden, Health Officer: 

As this is the first annual report for the city of St. Albans it 
will be of necessity faulty and incomplete. Heretofore the duties 
of health officer have been bed in but little repute in this town and 
all its duties to be avoided if possible. When I ashamed the office 
it was with the firm resolve to do. all that was required of that 
position and to place it upon a higher plane than formerly in this 
town. I am pleased to report that I have received the earnest sup- 
port of all our officials as well as our beat bneiness men. The 
physioians, aa a rale, have been prompt to report contagious cases 
as well as to aid in all soniatry work. 

I am unable to report the fnll amount of sickness in the city as 
only those cases are reported to me that are contagions. I think 
we have quite a healthy season and a less nnmber of deaths than 
last year. 

During the months of Feburary and March we had an epidemic 
of measles in a mild form — abont fifty cases reported — no deaths. 
I found that the disease was confined to the attendants of the 
Barlow St. School. It was thought best to close that school for a 
while. The disease quickly subsided. 

April 9th a case of diphtheria on Hoyt 8t, was reported. The 
house was quickly -quarantined as were all others where the disease 
occurred. This case was contracted from a defective sewer ; 
another case was reported on the 21st; both died. On the 30th 
Mrs. Fumroy of Bishop St. died after an illness of 4S hours with 
this disease. Two of her children were taken with it in a mild 
form and recovered. Mrs- P. had been visiting some of her 
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relativeB in the southetQ part of the state where ibo Uisciiiit; uas 

frevalent. October 5th two cases broke out Id the family of Albert 
'etno — these cases ran a mild course and recovered; antitoxine 
was used. Upon investigation I found that the liquid from the 

?rirj vaalt ran into the well from which they nsed the water, 
'his h on so was condemned and is to be taken down this coming 
epring. 

November 5th two cases of aore throat developed at the 
Warner home in children brought that week from another town; 
sixteen other oasea contracted the same trouble of the throat, some 
of them very severe. The Home was st once quarantined and the 
cases isolated from the other members of the home. A physician 
was engaged to take entire charge of the oases; antitoxine was 
nsed freely and with the bast of resnlts — every case recovered. The 

Juarantine has not as yet been removed; I uropoae to keep it np for 
till forty days. The honse has been well disinfected once and 
will be again with snlphnr before allowing the inmates to go on 
the street. 

There have been three cases of typhoid fever reported which 
recovered. 

Dnring the f^I and early winter a low type of continaed fever 
was prevalent, running from one to two weeks ; no deaths. 

At the preBent date there is bat little sickness and we are 
entirely free from contagious diseases. 

In the city proper there faave been 121 births, of these 69 were 
males and 52 females. There have been 11& deatbe, 66 males and 
63 females. 

SvTAMTOK — Dr. H. U. Wilder, Health Officer : 
Sinoe my laat report, we had measles brought to as directly 
from St Albans ; the family was promptly quarantined and it was 
kept within two houses. About six months after, a very malignant 
form of measles was again brought to us from Wiuooeki; the 
attending physician did not report for a week and your health officer 
found then five families sufiering from the disease, and during this 
week' some child attended the catholic church when he was coming 
down with the disease, and from this exposure we had an extensive 
epidemic. The first forty families were members of that congrega- 
tion ; afterwards it spread among some protestant families, and 
from this epidemic there resulted eight deaths. There were four- 
teen cases of diphtheria in the spring of 1897, with five deaths ; 
there would have been more only for the use of antitoxine. During 
the past year there have been a few scattering cases, and one death, 
from the croupous form where antitoxine was not uaed. But in 
the next three cases of croupous form antitoxine was used, and 
recovery followed. It has been used with good resnlts in the 
pharyngeal forms. 

One man has been prosecuted for violation of quarantine by 
palling down the placard, but unfortunately the poor fellow was 
not BO much to blame as his professional adviser who told him the 
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health officer had no right to placard with the siga of diphtheria 
npon bis house after a death from membraneone croup. 

We are Ujing a complete Bjgtem of sewem to be finished next 
Bummer. 

Oar water svBtem aappliea now nearly 2,000 people and seems 
conducive to healtb. 



GRAND ISLE COUNTY. 

Albubqh.— Dr. 0. H. Marstin, Healtb Officer: 

No report 

Obahd Isle.— Dr. B. Haynee, Health Officer: 

The sanitary condition of Grand lale is good aa oaual in a 
farming commanity. We have no pollntion of water nor air any 
more than is nnaviodable. There is no typhoid, malarial, or any 
other fever. We have sotne tuberculosis (oonsnmption) oases, but 
these are chronic and unavoidable. One case only of diphtheria, 
li);ht, and a few cases of measles all well a long time since. 

Isle La Mottb — Dr. J. King, Health Officer: 

No report. 

North Hbko.— Mr. N. H. Haeen, Health Officer: 

No report. 

South Hbeo.— Dr. C. W. Petty, Health Officer : 

The year past has been a healthy one in this town. A few 
caaea of mamps and oneimported case of scarlatina are all the cases 
of contagions diseases that have appeared here. During the last 
two months a mild form of influenza has prevuled. 



LAMOILLE COTTNTY. 

Bbltidkbb.— Mr. A. J. Chaffee, Health Officer : 

No report. 

Cambeidob.— Dr. B. L. Flagg, Health Officer: 

There have been since last report about one hundred cases of 
measles in town, some of which were not reported owing to the 
fact that they were not attended by any physician, and the heads 
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of faxiliea being ignorant of the law, failed to report. Of the 
detiths, three have been reported due to raeaeles complicated with 
some other difficulty. Total number of deaths since Jan. 8th to 
Sept. 13th, 1897, 34. We have had but one case of diphtheria in 
town, and two csaes of typhoid ferer and no deaths. There ia at 
present one case ot fever, reported ae above, under treatment. 

The sanitary conditiona in town are nob well oared for, and I 
have been called upon to abate nnisancee on several occasions. 

Our Bchool buildinga are fairly well cared for, and their sani- 
tary conditiouB am very good. Ar, where schools are kept, are, as 
a general thing, on hign, sandy soil, and the out buildings are kept 
clean. We have an excellent school board who take pride in seeing 
that the school rooms are kept in good order. * 

The two graded school baildings, one at Oambridge, and one 
at this place, are warmed by furnaccB in cellar, and the rooms 
(three grades) are sufficiently large to give good accommodations 
to pupils in attendance. 

Edbs.— Dr. Henry W. Bacon, Health Officer : 
The last year here has been ti&eventful. The health of the 
inhabitants has been as good as in previous years. No epidemics 
with a few exceptional cases last spring and again this winter of 
measles bnt no fatal cases ; one case of lobar pnenmonia, following 
measles, caused by exposure ; good recovery. We have had no 
Uphold in the last year. A number of cases of tonailitis, and two 
deaths. Suspected diphtheria, but with due precautions, i. e., qnar- 
antine, better care and good hygiene, kept it from spreading ; made 
some enemies and more friends by my efforts U> stay the oonlagion, 
and "all's well " at present. The sanitary condition of the town 
is quite good. More extensive efiForts hare been put forth as to the 
sanitary condition of our school houses as to water oloiets, etc., 
than ever before. So I think- we are getting on to a basis to do 
business in the future. 

Elhobb. — Mr. Norman Camp, Health Officer : 

No report. 

Hydh Park.— Dr. W. W. Genge, Health Officer : 

No report 

Johnson.— Dr. K. G. Prentiss, Health Officer : 

No report. 

MoRaiSTOWK.— Dr. C. 0. Rnblee, Health Officer: 

No report. 

Stowe.— Dr. J. C. Morgan, Health Officer: 

There were nearly two hundred cases of measles, many of 
which were not reported at the time, as no physician was employed. 
People generally do not yet naderstand that they are required to re- 
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port such dieeasee. There ha?e been two casee of typhoid fever, with 
one death ; two deaths from tuberculosie, four from paenmonia, 
one case of membraneoiiB laryngitis ; one death ; antitoxine 
Dot nsed. £'our casea diphtheria ; no deaths. . Two of these cases 
were laryngeal ; &11 were treated with antitosine ; every member in 
each family was given an immnnizing dose of serum, and only one 
case occnrred in each family. 

The sanitary condition of the village is not as good as could be 
desired, but we nope for better things in the future, 

, Waiebvillb.— Dr. C. L. Hodgkins, Health Officer: 
The health, of this town has been very good during the past 
year, except for an epidemic of ineaales, of which there were about 
90 cases. We also bad one case of diphtheria. All infected houses 
were posted and measures taken to prevent the spread of the dis- 
ease. The usual neighborhood troubles have been investigated and 
ail cases peaceably settled. 

WOLCOTT.— Dr. A. J. Valleaa, Health Officer : 
Ho report. 



• ORANGE COUNTY. 

Bbadfobd.— Dr. J. H. Jones, Health Officer : 
In the spring of last year we had an epidemic of measles. In 
the spnng and early summer there were the majority of the oases, 
bnt they continued up into November. There were in all in the 
vicinity of 100 cases. We had a light epidemic of scarlet fever in 
February and March, bnt no deaths. There have been no cases of 
typhoid fever reported. The general health of the town, as re- 
gards epidemic diseases, is in good condition. Our water supply is 
ample and pure. The sanitary condition was somewhat improved 
after the visit of the stat« board in May. Our citizens are waking up 
to the necessity of better sanitary conditions. In the spring we 
hope to see a system of sewerage pnt in. 

Braintree. — Mr. Daniel Flint, Health Officer : 
Report of the sanitary condition of the town of Braiutree : 
There have been seven cases of measles reported ; all mild cases 
and all posted. I think tbe general health of the inhabitants has 
been very good the past year. If there has been a case of typhoid 
fever it has not been brought to my notice* 

Beookfibld.— Dr. E. E. Ellis, Health Officer : 
No report. 

(7) 
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Chelsea. —Dr. Storj N. Gom, Health Officer; 

In sending you my report as Health Officer of the town of 
Chelsea, it f^ivee me pleaaare to inform yon that wo have not been 
visited during the year by any seriousr epidemic, except measlea. 
During the early part of the year we had a largo number of cases 
of measleB, mostly among children, althongh there were quite a 
number of adults, and several cases in persona faradTauced in years. 
All recovered, with one exception, and that was reported aa indirectly 
cansed by measles. No case of tvphoid fever or diphtheria has 
been reported, and I do not think tnere hiis been a case of the kind 
during the year. The sanitary condition of this town isverygoOd. 
Several complaints have been made to the board of health for the 
suppressing ot nuisances, which have been promptly attended to and 
abated. I think the people generally in this town are heartily in 
sympathy with the work to be done by the health officers, and are 
witltDg to give any needed assistance in order that they may have 
the best sanitarv conditions possible. 

Number of deaths during the year from various causes, 25; 
number of births during the year, 27. 

CoKiNTH.— Dr. W. E. Locke, Health Officer : 

Since my appointment, Feb. 13, 1897, as Health Officer of 

Corinth, there has been no contagious disease of a serious character. 
During the winter and early spring there were about thirty 

cases of measles; no death. In March there, were three or four 

mild cases of scarlet fever; no death. The sanitary condition of 

the town and the public health are fairly good, 

Faielee.— Mr. A. W. Paine, Health Officer: 

No report. 

Newbcet.— Dr. H. H. Lee, Health Officer. 

No report. 

Orange.— Mr. H. D. Camp, Health Officer: 

There have been no contagions diseases in the town of Orange 
since my appointment in March, 1897, There have been eleven 
deaths ; no fevers ; no diphtheria or scarlatina ; the sanitary con- 
dition and public health of this town are good at the present time, 
no sickness that I know of. The school houses of the town have 
been examined by our board of health and found in good condi- 
tion. 

Randolph. — Dr. A. 0. Bailey, Health Officer: 
In making this, my annual report, concerning the sanitary 
condition of this town. I have to say that since August 31, 1896, we 
hiive had 184 cases of measles, 5 cases whooping cough, 3 cases 
diphtheria, 2 cases scarlatina, and one of cerebro-spinal meningitis. 
Only one death, that from meningitis. For several months there 
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has not been a case of coutagioas disease reported. Except for the 
epidemic of measles the health of the communitj has been good 
emce my last report. 

Stbafford. — Dr. I. L, Nowlan, Health Officer: 



Thbtfobd.— Dr. C. W. Milliken, Health Officer; 

Thetford has been almost free from all contagious diseases 
during the past year, no cases having been reported, though two 
families bad scarlet fever during absence of the health omcerin 
the south. The families were quarantined and the disease did not 
spread. There were several cases of measles that were not re- 
ported to the board of health. Otherwise this has been a very good 
year for the citizens of this town, but rather hard on the doctors. 

Tofshau. — Dt. Horace L. Watson, Health Officer: 
This past year has been one free from any run of contagions or 
infectious diseases. I have attended but one case of typhoid fever, 
although have bad many cases tiiat had prominent symptoms of , 
this disease, but failed to develop. There have been five cases of 
measles, with no fatal results. The sanitary condition of the town 
Id general is very good. Have not been obliged to report any cases 
of filth or ask to have same removed or covered more than once. 

Tdhbridqe.— Dr. P. Welch, Health Officer: 
Since my advent to the town of Tunbridge, which was in the 
winter of '94, this locality has been what should be called distress- 
ingly healthy, especially so tor the physician. I have not seen nor 
has there been a case reported of diphtheria, scarlatina, small pox, 
croup, whooping cough or cholera infantum. Two years ago a 
young man came here from Bethel and visited the school in this 
village. The next day I was called to see him and found a well de- 
veloped case of measles. As a result from his visit to the school, 
fifteen cases developed, none fatal, also six cases [his year so far as' 
known and none fatal. 

There have also been four cases of typhoid in the last fotfr years 
{none in past year). One case proved fatal, temperature gaining as 
high as 106 3-5". _ The casen were widely apart, regards both time 
andlocationandso'urceof germs could not bedefiiiitely traced. There 
have been nine births and sixteen deaths in the past year. Our 
natural drainage is very good and our water supply excellent, com- 
ing as it docs from springs located well away from the drainage of 
the buildings and good care being taken to keep their springs clean 
and guarded from the immediate surface drainage. 

VEBeHiBE.— Mr. L. L, Robinson, Health OfBcer: 
Will say as to the sanitary condition of the town, I think it is 
very good. We have had no fevers or any other contagious diseases 
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that I know of. Ah to 6be health of the town there i8 but one sick 
person in town that I know of. There has not been much sicknesa 
during the year. 

Wabhinoton. — Dr. T. A. Warner, Health Officer : 

We have had no contagions diseases except a few cases of 

measles last spring, and but verj little sickness the past year. The 

sanitary condition of this town is very good. 

West Fairlbb.— Dr. T. Q. Simpson, Health Officer: 
The year 1897 bas been an unusual year. No cases of typhoid 
fever or other contagious or infections disease have been reported 
at this office. A few nniaance cases have been reported which were 
readily abated. 

Willi AMSTOWN.— Dr. Elliot B. Wateon, Health Officer: 
The sanitary condition has been eomewbatimproved during the 
past year. In two instances the order of the health officer was 
Ignored and he proceeded to abate the nuisances according to the 
requirements of the law. Generally, however, there is a willing- 
ness to respond to all demands. lu the winter and spring there was 
an epidemic of measle^i ; no deaths reported. - 

There have been two cases of scarlatina, no deaths; tuberoular 
phthisis two cases, one death ; cerebro-spinal meningitis, children, 
two cases, one death; cholera infantum, three cases, one death; diph- 
theria, four cases, two families infected on opposite sides of the town. 
To one family it probably was brought by members of a family in 
Nortbfield, who nave recently had diphtheria. The source of 
disease in the other family not determined. One of the above 
cases has recovered, two are convalesceut, and the fourth seems to 
be doing- well. No other infectious or contagious diseases have 
come to my notice. 



ORLEANS COUNTY. 

Albany Dr. J. 0. Campbell, Health Officer: 

The town of Albany has been singularly blessed during the 
past year with general health. This town generally is supplied 
with excellent running water, very few wells. Both as physician 
and health officer, I have tried to educate the people to care for and 
look after their water supply, drainage, etc., consequently there has 
not been a single case of typhoid fever or diphtheria in town dur- 
ing the year of 1897. 

There were born in 1897 twenty-four children, twelve males and 
twelve females, and there were sixteen deaths, four were infants, 
two died from nonclosure of foramen ovale, one from catarrhal pcen- 
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monia, one from inanition, one boy aged seven from convnlsions, 
probably caused by meningitia ; ■ ne male aged twenty-nine from 
Aildiaon'a diaeaae, one from urfemia and prostration, following con- 
finement, mother of the child that died from inanition, one aged 
forty-five from apoplexy. The balance were aged from aeventy-five 
to ninety-two, and death was caused in all but one case (cancer) by 
disease incident to advanced age, auch as cystitis, dilatation of 
heart, apoplexy, and in three there was no apparent disease, simply 
the collapse of old age. 

Barton.— Dr. M. F. Prime, Health Officer: 

To meet sanitary requirements frequent inspections have been 
made of all suspicious places, with results very encouraging. The 
Commanity recognise the fact that all unhealthy conditions imper- 
illing the lives of its inhabitants must be eradicated, and willingly 
join with the health officer to accoiaplish sach. 

During the months of March, April and May, we had two 
hundred oases of measles with three deaths. 

Baeton Landing.— Dr. J. F. Wright, Health OfEoer; 

Id making this my ananal report it is with pleasure that I am 
able to report so good a degrae of health in this village during the 
past year. Number of cases, consumption (death), one, fifteen 

?ear8 duration ; measles, seven (mild); erysipelas, 2 (mild), 
'here has been no other sickness of a contagious or infectious 
Datnre. 

Beowhinoton.— Dr. W. F. Oilman, Health Officer : 
In brief report of our sanitary condition I will state that all 
hvgienio ciroamstances are favorable, and have contribated to the 
physical welfare of our citizens daring the past year. One isolated 
case of measles occurred which was made subject to the required 
restrictions. All other sickness has been of that varied type which 
might be designated non-zymotic in character. 

Charleston. — Dr. C. F. Hinman, Health Officer: 

No report . 

OoVENTRY, — Dr. F. D. Badger, Health Officer : 
We have enjoyed a good decree of health for the past year. 
During winter of 1896 we had quite an epidemic of measles, but no 
deaths. That is all the contagious disease we have had. 

Cbaftsbdrt. — Dr. F. 8. Dillingham, Health Officer : 
The town of Craftsbury has been visited by contagious diseases 
during the last year and a half, with only two deaths as ihe result 
of same. Pour cases of diphtheria, originating at one place, one 
death; six cases of typhoid fever, one death; about fifty cases 
of whooping cough, and seveuty-fivo of measlea ; besides the above 
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six c&sea of typhoid fever there have been a few cases of continned 
fever at North Craftsbury that somewhat resembles typhoid fever. 
Sanitary conditione Id town fairly good, except atKorth Crafts- 
bnry, where drainage is very poor, partially from situation. Twenty 
deaths in town since Jan. 1, 1897, which were mostly old people. 

Derby.— Dr. P. W. Comings, Health Officers 

It aQorda me pleasure to report the excellent general health of 
our town dnring tfae year 1897. Early in the year diphtheria made 
its appearance in a family of the lowest class of our inhabitants, 
and six cases resulted. Two of Ihe cases were severe and four were 
light. All rEcovered, though the severe cases had a protracted 
illneef. Two cases of typhoid fever have existed and both resulted 
fatally from complications. Measles have appeared twice during 
the year, but as a rule it was of a light type and no deaths resulted. 
In all, sixteen cases were reported. I believe this constitutes the 
extent to which epidemics of infectious and contagious dieesees 
have prevailed. During the past winter and spring inSaenza was 
prevalent, and also during the present winter to some extent, 
though it has been of a mild form. 

Gloter.— Mr. A. P. Beau, Health Officer : 

The last year has been one of general health in this town that 
with the exception of a few cases of measles and one case of canker 
rash, there has been nothing to cause me in my official capacity to 
act, and I report to you that the sanitary condition of the town is 
good. 

Greehsboro. — Dr. F. C. Kinney, Health Officer: 
Since making my last report as health officer, in August, 1896, 
the town of Greensboro has been usually free from the more serious 
contagious and infections diseases. During ihe first four months 
of 1897, a mild epidemic of meaales, comprising about forty cases, 
occnrred in town, with no deaths. lu September and October, 
1897, three cases of typhoid fever, all in one family and contracted 
in an adjoining town while at school, with no deaths. In October, 
1897, occurred one death from " miliary tuberculosis." 

At present date a mild epidemic of whooping cough of per- 
haps twenty cases is scattered over town. Measles and whooping 
cough are largely treated by domestic medication and it is not easy 
to get families to report these cases to health officers, unless severe 
measures are to be used. 

Holland.— Mr. S. R Fletcher, Health Officer: 
No report. 

Irasburo. — Dr. R, M. McSweeney, Health Officer: 
This town has been free from contagious diseases for the year 
past. Our water supplies are mostly from private wells. I find 
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them all in good condition. The B7Bteni of drainage, is very go6d. 
In the early spring 1 bad to bury a few dead horses that were left 
nnburied. I aUoTiave had a namber of sewere to look after. 

Jay.— Mr. H. D. Chamberlain, Health Officer: 

No report. 

Lowell. — Dr. H. Harlan Hill, Health Officer: 

It gives me great pleasure to sa}[ that there has been less sick- 
ness in this town the past year ending January 1, 1898, than for 
several years. With the exception of several caaes of measles in 
the spring and early part of summer there have been no contagioas 
diseases in town. 

Morgan. — , Health Officer: 

No report. 

Newpoet.— Dr. E. E. Whitaker, Health Officer: 

I am pleased to be able to state that during the past year there 
has been perceptable improvement in many ways, and trust the 
good work will go on notil we are in fact a model village. The 
abundant supply of pure water with which we have been sapplied 
(from Derby pond) the past year, has been quite a factor in disi- 
pating from our village diseases typhoid in character. 

The general health of this village for the past year has been 
very go9d- We have had a few cases of measles, no deaths reported ; 
three cases of typhoid fever with no deaths. The majority of the 
inhabitants are ever willing to co-operate with the health officer in 
bringing the sanitary condition of the village up to a proper 



bringing t 
standard. 



Nbwfoet Cbntbb. — Dr. C. L. Erwin, Health Officer: 

Daring the last year we have had about the usual amount of 
sickness. In the early part of the year we had an epidemic of 
measles, 142 cases were reported to me with one death. I placarded 
65 different houses ; we also bad five cases of typhoid fever, the 
disease being brought here by a youug man who had been at work 
in a neighboring town; no deaths. 

Daring the last part oF the year tonsiliti^ and acute catarrh 
have been very common. We have had 14 deaths during'the year 
1837. 

The sanitary condition of the town is good and the people 
generally observe the sanitary laws. The village of Newport Cen- 
ter has a fine supply of water brought from mountain springs; also 
a partial sewerage system which we hope to see completed later. 

The system of recording births and deaths and the iNsuing of 
burial permits is meeting a cordial approval. 
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Salbh.— , Health Officer; 

No report. 

Trot.— Dr. D. J. Morrill, Health Officer: 

We have had an unngual amoant of sicknese during the past 
year,* more than an average. Since December, 189(J, I have posted 
93 meaeles notices and I think the number of caaes developed here 
will number at least 200; no deaths. In addition to this we have 
had more than an average of pneumonia, rheumatism, bilious re- 
mittent fever, etc.; no typhoid nor diphtheria. In addition to this 
we had, during the aummer months, a good deal of gastric trouble 
among the cnildren, some cholera morbus and dysentery; a few 
deaths. 

Since January Ist, 1896, I have to report 30 deaths from 
Tarious causes. 

The sanitary condition of the town is, I think, folly up to the 
average. The system oF sewerage is gradually improving. I have, 
I am nappy to say, the hearty co-operation or the town authorities 
as well as our village trustees in carrying out all sanitary and other 
good work for the promotion of the health of our towu. It makes 
the work of the health oCQcer very much more pleasant and easy to 
perform than if it were otherwise. 

North Teot, Deo. 31, 1897. 

Westmorb.— Oapt. R. Averill, Health Officer: 

September 16th. — Call to Willoughby house on account 

of a case of typhoid fever; found it located on the third floor well 
protected and as all, or nearly all, of the guests had gone and the 
house was bo far from other houses all went well and came out all 

right, , - J 1 00 

September 17th. — Report of same, ... 15 

September Slst — One day visiting school house, - 3 76 

November 20th. — Call on Oliver Fountain as complaint 
had come in that he was polluting the stream which 
runs under his wood shed, .... 50 

$ S 40 
Wkstpield. — Dr. W. A. Young, Health Officer: 
There was not an unusual amount of sickness in the town of 
Westfleld during 1897. There was an epidemic of influenza in 
February and March, with one death . In the spring there was an 
epidemic of measles, about fifteen cases in all ; no deaths. There 
were nme deaths and sixteen births in town duringtheyear. Causes 
of death were; Capillary bronchitis, 1'; pneumonia, I ; influenza, 1; 
urieraia, 1 ; vomiting from pregnancy, 1 ; fracture of spine, 1 ; 
gastro-enteretis, 1 ; appendicitis, 1 ; tuberculosis, 1. The sanitary 
condition of the town is good. 
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RUTLAND (;OUNTY. 
Besson.— Dr. Jasper P. Newton, Healtb Officer: 
Siooe mj last annual report there faas not been mnch of ma- 
terial interest in Benson, bat your obedient servant acted as Health 
Officer for West Haven part of the year. In West Haven there 
was an epidemic of diphtheria during the summer. Thirteen 
cases were reported to me, but no cases were reported to me until 
after there had been the one only fatal case which happened during 
the epidemic. A boy of 13 years of age died, and it seemed that 
the case was neglected. There was no antitoziue used among any 
one of the cases. The condition of this town, in a sanitary 
view has been uncommonly favorable, aa there ha»e been no 
cases of fever and no cases of contagious diseases well enough 
markeil to report to the secretary of board 'of health. Physi- 
cians and people are becoming more and more to adjust tneir 
behavior to the letter of the law, and I am convinced that the state 
board of health is enhancing its usefulness each year. 

Bbanuok.— Dr. 0. W. Peck, Health Officer : 

I have to report for the town of Brandon no special affliction 
in the form of disease, save the epidemic of typhoid fever in For- 
estdale, one of the suburban districts of Brandon, where there have 
been 15 cases of the fever, with one near this village, making a total 
of 16 cases. 

The practical lesson to be drawn from these oases is the fact 
that people can't drink their owu sewage and not suffer thereby. 
In every one of these cases the parties have had their water supply 
from wells, aud in every one of these welle bnt one, I have posi- 
tive knowledge that they are supplied with surface water 
after a heavy rain, and probably they all are, and in one family in 
which there was positive evidence of direct drainage from the slop 
Bink to the well, there were five cases of the fever. There is no 
remedy for this condition of things except by a change in the water 
supply and drainage. State boarda cannot make hraina for the 
people. There has not been a case of the (ever in any family sup- 
plied by the water from " Fern Lake," our common water supply, 
and I think no other contagious disease, reported during the last 
year. 

Castlkton. — Dr. G. A. Roberts, Health Officer: 
I would say, in submitting this, my annual report of the town 
of Gastleton for the past year, that we have, as in the past, been very 
fortunate in escaping any serious epidemics of any of the dreaded 
•contagious or infectious diseases. We had during the spring 
a few cases of scarlatina, which were confined to four families, and 
none of which proved fatal or were followed by any of the many 
serious complications. We have had but one case of typhoid during 
the year reported to the health officer, and one of diphtheria, and 
this afterwards proved either to have been a mistaken diagnosis or very 
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mild attack indeed. There h&ve been qaite a namber of caaee of 
whooping cough. At the present time tnere is yery little sickneBB 
of any kind, and I think for the whole year there has been the least 
sicknesB ill tfae past 15. I think that the results fully justify the 
efforts made in trying to restrict the spread of these diseases by the 
health board, and I mid on the part of the citizena a desire to carry 
out the requirements and instructions, as well as an appreciation of 
them. 

Chittenden. — Mr. Ernest J. Perry, Health OfBcer ; 

No report. 

Clarbhdon.— Mr. F. B. King, Health Officer. 

No report. 

DiNBY.— Dr. E. 0. Whipple, Health Officer : 

1 have to report the past year as unusually healthy in and 
about Banby and Mt. Tabor. There has been no prevailing epi- 
demic of infectious or contagions diseases, though there have been 
a few cases of a mild type of diphtheria ; also other throat troubles, 
pharyngitis, tonsillitis. There have been a few cases of pneumonia 
and malarial fevers. There have been seven deaths in Danby and 
Mt. Tabor, 1 of poisoning and heart failure from wood alcohol (not 
attended), 1 of spluil meningitis, 1 of sadden collapse in first stage 
of malaria fever, 1 of old age, 1 of consamption, 1 of apoplexy 
Id Danby, 1 of apoplesy in Mt. Tabor, both aged men abont 7o 
years. 

As regards the sanitary condition of Danby and Mt. Tabor, 
I consider them fairly good. The people do not so readily kick 
against the health officer's suggestions as they did formerly. They 
see and recognize the individual and public benefit to be derived 
from their adoption. 

Pair Haven.— Dr. A. 8. Murray, Health Officer: 

Herewith I hand you my annual report as health officer of the 
town and village of Fair Haven, for the year ending Jan, 1, 1898 : 

No. cases scarlet fever, 17 ; No. deaths, 2. 

No. cases measles, 10-; No. deaths, 0. 

No. casus German measles, 5; No. deaths, 0. 

No. cases diphtheria, 10 ; No. deaths, 3. 

No. cases typhoid fever, 4 ; No. deaths, 1. 

No. cases whooping cough, 72 ; No. deaths, 0. 

I have been called to investigate seven cases where a nuisance was 
said to exist, and found cause for action in four and abated them. 

The water supply of the town, as shown by analysis, is of the* 
best. It is brought a distance of about three miles and a half, and 
at an elevation of abont two hundred feet. The supply has been 
equal to the demand thus far. There is no general system of sewer- 
age in the village. Cesspools are the prevailing means of disposing 
of sewage. 
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HUBBARDTON. — Mr. E. J. Gsnson, Health OflBcer : 
The sanitary coDdition of our town eeems to be all ri^ht at 
this time, still we have had the heaviest death rate that I have 
ever koown. I have granted thirteen burial permits aiDoe the 33d 
of Feb., 1897, beeidea there have been three deaths of residerts of 
this town who died ont of town. This from a population of five 
hundred. These deaths have been from consamption, heart dis- 
ease, bright's disease, cancers, etc. One death from typhoid fever. 
We have had six cases of scarlet fever ; no deaths ; confined to one 
family, brongbthere from ont of town. The case of typhoid fever, 
caused, I think, from impure water in the well, the well being so 
that it received the washings of the hog peu and other outbuildings. 
We have had the well closed up and think there will he no trouble 
after this. Hope that I shall not have lo report so many deaths 
another year, 

Ira.— Mr. S. L. Peck, Health Officer: 
No report. 

Mendon.— Mr. H. H. Shedd, Health Officer: 

There has not been very much sickness in this town the past 
season compared to some years. There have been but a few deaths, 
and none dying with contagious disease. I don't think that the 
healthy condition is due to anything done by the health officer or 
the local board of health for we have not had occasion to do very 
much. It is mainly due to our good providence. We might have 
been of some benefit with your advise if there had been contagious 
diseases in town. 

I cannot say that there is any improvement in the sanitary con- 
dition of the town or in my work as health officer. The most that 
has been done is to issue permits for burial and removal. You say in 
you letter that I should not issue permits for burial for those that 
die in other towns. That, you say, should come from the health 
officer in the town where death takes place. I think that the prac- 
tice in this section has been, where a person dies in a town and they 
want to bnry in another town, to get a permit from the health 
officer of their town for removal to town where they want to bur^ 
and then the undertaker or friends of the deceased take that permit 
to the health officer in the town where they want to bury and get a 
permit for burial. I did not suppose that a health offi^j^r had any 
right to issue a permit for burial in any other town but his own or 
the town that he was appointed health officer for. All that have died 
in this town that they wanted to bury in another town, I have 
issued a permit for removal to the town where they wanted to burv. 
If I have made a mistake there are others that have made the same 
mistake, but I don't know as that is any excuse for me. Now if 
any one dies in this town and their friends want to bury them in 
Brandon or some other town, shall I, as health officer, issue a per- 
mit for burial in that town, or a permit for removal to that town. 
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MiDDLBTOWN, — Ur, A. C, Norton, Health Officer: 

Middletown Springs, Rntland Co, Vt., is very pleasantly and 
healthily situated. It lies in a haein, sheltered from violeat winds 
by the high hilla surronnding it. The wat^r supply coosists of 
private springs and wells of pure water. I have personally examined 
many of them, and with one exception, always found them free of 
organic matter. The mineral springs from which the town derives 
its name, are thoronghly impregnated with iron and salphar and 
truces of numerous other saltn, magnesia coming next in import- 
ance. They undoubtedly possess strong medicinal (Qualities, but are 
little used at the present time. 

There is no public sewerage system. A few houses hare bath- 
rooms and water closets that discharge their waste into one 
stream, the waters of which are not used for drinking purposes be- 
low the town. Malarial fevers are unknown. Typhoid fever rarely 
occurs. Bronchial and catarrhal a&ections generally of the respi- 
ratory tract, are the prevailing causes of illness. Infections and 
contagious diseases occur but rarely- 

Iq the fall of 1897 we were threatened with an epidemic of 
Bcarlet fever, owing to a mistake in diagnosis by the attending phy- 
sician, he calling the disease Grermau measles. After one death an 
investigation was made by the health officer. The president of the 
statu board of health being called in consultation and the true 
nature of the disease determined. Thorough quarantine was estab- 
lished, and after that no new families were affected, showing the 
value of strict quarantine. 

Mount Hollt.— Dr. T. A Coolet, Health Officer: 

No report. 

MouKT Taboe.— Mr. Thomas M. King, Health Officer: 

See Danby report. 

Pawlbt.— Dr. H. L. Manchester, Health Officer: 

No repoi"t. 

PiTTSFlBLD. — Dr. F. L. Bngham, Health Officer: 

My report for the past year is as follows : Typhoid fever one 
case ; measles, nine ; diphtberia, three ; whooping cough, two. 
The sanitary conditions are as good as possible, considering the lack 
of sewers. 

PITT8FORD.— Dr. H. H. Swift, Health Officer: 
No report. 

POULTHBT — Dr. L. D. Boss, Health Officer: . 
No report. 
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Pboctor, — Dr. John W. Avery, Health Officer; 

Beport of Dr. J. M. Hamilton, Former Health Officer : 

The general health anS sanitary condition have been mach 
above those o( former years. During thia period there have been 
in the village seventeen cases typhoid fever, with three deaths ; ' 
nineteen cases diphtheria, with two deaths ; one case membraneous 
croup, BO reported, with one death ; one case tuberculosis, with one 
death; twentv-three cases whooping cough with no deaths. 

One of tne above cases of diphtheria was released from quar- 
antine as a case of tonsilitis, at the written request of the attending 
physician, the day after my report had gone to your office. 

The case of membraneous croup was not reported to the health 
ofBcer until after the child's death and then hy workmen who had 
been in the house during the sickness. An investigation and the 
physician's death certificate made the necessity of quarantine and 
night burial evident. The attending physician was prosecuted for 
criminal negligence and convicted. 

In the town there was one case of diphtheria with no death. 

Since the new registration act became effective, Jan. 1st, 1897, 
there were twenty-five deaths; five from contagious disease; two 
bodies received for burial from out of town ; twenty-two bodies 
buried in town ; five bodies removed from town for burial ; two 
death certificates issued by the health officer in absence of physi- 
cian's certificate ; no antopsies ordered. 

Following the practice established in the spring of 1896, the 
local board of health made a thorough sanitary inspection of all 
premises within village limits. The improvement over the previous 
year was most remarkable. The inhabitants seemed to have taken 
new interest in the appearance of their surroundings, and the sani- 
tary_ condition was far superior to that of the average country town, 
especially, considering the fact that only about 15 per cent of the 
families own the houses in which they live. 

In my last report I stated that a new system of water supply 
and sewage disposal was in process of constrnctiou. It is now 
practically completed and the village has an, abundant quantity of 
pure drinking water, good fire protection and means of keeping 
sewers well flushed. 

The house drainage has been carefully inspected by the heal th 
officer, and all plumbing work has been made to stand the. water 
pressure test before it was accepted. All plumbing is first-class in 
every respect and is constructed according to the most recent 
theories for house drainage. 

The effect of the improved sewerage is already showiog itself 
in diminished number of typhoid fever cases. The seventeen cases 
reported occurred as follows; August, 189(j, four cases ; Septem- 
ber, 1896, five cases; October, 1896, three cases; January, 1897, 
three cases; March, 1897, one case ; May, 1897, one case; and no 
cases were reported during the autumnal months of 1897. 
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Contagions dtseaBes: Diphtheria, three cases, deaths, one> 
All were carefully quarantined and thoroughly fumigated at expir- 
ation of time. Antitosine waa aaed with oenefit in all throe. In 
fatal case, child foav yeare old, was not seen until in almost a 
moribund condition. Both antitoiine used and a tracheotomy 
done. Children in these families were .not allowed to return to 
school until four weeks from date of fumi^tion. Three families 
were infected by these cases. Number of burial permits issued two, 

RuTLiKD (City).— Dr. W. W. Townaend, Health Officer: 
The health of the city and town of Rutland for the year has 
been exceedingly good. No epidemics have occurred, and the 
cases of contagious diseases reported have been scattered orer the 
city and town, and in a great number of instances the cause has 
been attribatable to the fact that the diseasea have been brought in 
from other towns. 

Nothing new has occurred in regard to our city water. In the 
late summer a large petcentageof the prisonersat the House of Cor- 
rection and the famiUes living in that section, were attacked with a 
diarrhcea, and upon investigation it was found that the main from 
which the House of Correction received its supply ended within a 
few feet from where the supply pipes to the inBtitution took their 
origin, causing a dead end. Upon " blowing off " a large quantity 
of muddy water would be ejected. Following the suggestion of 
Dr. Caverly, I had the water commissioner blow the pipe off evei7 
other day and the disease ceased. I have recommended to the 
authorities that the main be continued at that point to prevent a 
recuiTence of the trouble. 

Schools : In the early part of the school year your health of- 
ficer visited all the school buildings in the city and town. In those 
in the city I was particularly impressed by the cleanliness. The 
criticism of the previous health board with the prompt and intel- 
ligent action of tne school commissioners, without a doubt rectified 
certain objectionable features. 

Deaths: There have been reported 166 deaths, against 186 in 
1896. Tuberculosis in all its forms causing the greatest number. 

Contagious diseases; There have been reported 78 contagious 
diseases against 453 in 1896. The town of Rutland has also been 
free from contagious diseases. The records previous to my ap- 
pointment are lost. Since my appointment tnere have been but 
five cases reported. 

Rutland (town).— D. W. W. Townsend, Health Officer: 
See Rutland city report. 

Shebbub^te. — ' , Health Officer: 

No report. 
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Sheewsbdrt. — Dr. A. P. Moore, Health Officer : 
I report that the present state of health in this town ia good. 
There have been no contagions diseaees reported to me for some 
time. And so far as I know there is no prevailing epidemic. A 
month a^o or so Dr. Blossom was complaining that it was too 
healthy. As to sanitary matters, I did not get mf specifications for 
sanitary survey of school houses as soon as the others by some length 
of time, and since I received them have been away and engaged in 
other business pertaining to medicine, so that I have not completed 
the survey, but will finish it in time for the report to town meeting, 
and forjrard the answers to specifications to you, as soon as they 
are complete. There are two school houses that need no sarvey, as 
they are used only in summer, and not up to the standard for that 
purpose. As soon as traveling is a little better in this Klondyke 
country, I will finish the work in a day or two. But I think our 
school houses will average with those of surrounding towns, except 
in one case, the wash from the privy goes down hill from the privy 
to the spring used for drinking purposes. There is a slaughter 
honse on the highway, about four miles from here on the road to 
Rutland, which members of the state board of health have refused 
• to license. No other nuisances have come to my knowledge that 
have not been abated; and I have not abated that because no one 
has complained, and no one lives near it, but the owner and the 
family of his children. Yon may get school surveys in five days. 

Sddburt.— Dr. G. W. Campbell, Health Officer : 

Ko report. 

TiNMOOTH. — Mr. De Forest Doty, Health Officer: 

I am glad to sav the sanitary condition of the town of Tin- 
mouth is very gobd, tLere being no contagious diseases, excepting a 
few mild cases of measles. There have been three deaths in town, 
one infant, two adults. The infant lived only ten hours. One 
death was caused by old age, and the other appendicitis and surgical 
operation. 

Wallingford.— Dr. G. G. Marshall, Health Officer : 
During-the early months of '88, there was an epidemic of 
whooping cough and a few cases of measles. There has been but 
one case of diphtheria and one of typhoid fever ic the town daring 
the year. Sanitary laws have been generally observed throughout 
the town. The water supply for the town is from good uncontami- 
nated springs. We have no complete system of sewerage. There 
has been a gradual improvement in the sanitary condition of our 
town daring the past four years. 

Wells.— , Health Officer : 

No report. 
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West Havbk.— , Health Officer : 

No report. 

Wbst Butland.— Dr. C. B. Robb, Health Officer. 

The general health of the town has beeu above tbe average. 
No epidemic has developed during the year. The cases of diph- 
theria were confined to lamilies and to different localities and oc- 
curred during eight different months of the year. No case of 
typhoid fever or measles was reported and only a few cases of 
■ pneumonia were seen. 

There were fifteen quarantines established, thirteen for diph- 
theria and two for scarlet fever, There were in all twenty-three 
oases of diphtheria with five deaths. Antitozine was need in twelve 
cases, one death ; other treatment used in eleven cases, four deaths. 
"He who runs may read." Scarlet fever; two coses, no deaths. 
There were seventy-nine births and fifty-two deaths. The greater 
nnmber of deaths occurred either under ten or over sixty. These 
two classes furnishing forty-two deaths out of fifty-two total. 

Fuenraonia ^nd catarrhal bronchitis were the principal causes 
of death among the old people, while cholera infantum, diphtheria , 
and meningitis were causes of death among tbe young. 



WASHINGTON COUNTY. 

Bareb (city).— Dr. M. L. Chandler, Health Officer: 
Report to August 31, 1697. 

Number of births, male 127; female 156! total 283. Number 
of deaths, total 114. Contagious diseases: Measles, 305 cases, 
deaths, three ; membraneous croup, two, deaths, two ; scarlet 
fever, two, nj deaths; typhoid fever, ten, no deaths. As may be 
seen we have been free from any serious epidemic of contagions 
diseases, except that there were an nnasual number of cases of 
measles. The outbreak of measles began in September and was at 
its highest in December. There bave been no caaes of typhoid 
fever for several months. 

There are still many streets that have no sewers, but several 
were laid during the last year and many houses connected. From 
August 1, 1896, to August I, 1897, ninety-three plumbing permita 
hare been issued. 

The general sanitary condition of the city is good. 
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Report September 1, 1897, to December 31, 18S7, by Dr. 0. G. 
Sticknej, acting Health Officer : 

COKTAOIOUa DISEASES REPOBTBD. 



Defttbal l| I I 1 M I ll ■*! I sUI 19 



Epidemic of typhoid fever dependent upon city water eupply. 
About 130 cases to January 1, 1898 ; twelve deaths. 

Epidemic of diphtheria dependent probably upon the condi- 
tion of sewerage. New water supply in place of old from East 



Barbe (town).— Dr. L. T. Hazen, Health Officer : 
Ko report, 

Berun. — Mr. Hirara Wedge, Health Officer : 
No report. 

Cabot.— Dr. C. H. French, Health Officer: 
No report. 
(8) 
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Calais, Mr. Frank J, Gale, Health Officer : 

Since my appointment as health officer,- there has been but one 
caoe of contagious or infectious diseaae in town, a case of typhoid 
feser of which I enclose report, and this was contracted out of 
town. In the early spring of 1897, there was quite a severe epi- 
demic of measles which had entirely aubsided by May, and no cases 
have occurred since, and to my knowledge the disease has left no 
outward effects. 

The town, as a whole, seems to be in a very fair sanitary condi- 
tion, being located among the hills where there is an abundance of 
Knre water and good drainage. The only exception to this is a little 
amlet called Sodom in the southern part of the town, where the 
ground is swampy and most of the houses are located around a 
muck hole, and the inhabitants, in sympathy with their snrround- 
ings, are not over particular in regard to the cleanliness of their 
homes and persons, While no cases of contagious. diseases have 
been reported from here since my appointment, still it seems to me 
that diarrhceal diseases, tonsilitis, etc., are more prevalent here than 
in other parts of the town. 

Of twenty-three burial permits issued since January I, 1897, all 
but five of the deceased have been over sixty years of age, and the 
majority of these have exceeded seventy years, and quite a number 
eighty. The greater number of deaths have been from long trouble 
of some kind, or to something that can he traced to bright's disease 
of which there seems to me to be an alarming prevalence among 
people somewhat post middle age. 

I have, as yet, made no sanitary survey of the school houses, 
but intend to do so soon so as to report to the March meeting. If 
yon can give me any directions an to the special points to be 
observed, I wish you would do so, as I do nOi feel well versed in 
such matters. 

Di'XBPBY.-— , Health Officer: 

Report by Dr. W. F. Minard, Former Health Officer : 
Dnsbnry is to be put on the healthy list as far as contagions 
(1 iseases or epidemics are concerned. The sanitary condition is ex- 
cellent. The school building needs more ventilation, which I hope 
will come later. I find no difficulty in enforcing health laws as the 
people all seem anxious to do everything they can to preserve 
pnblic health. 

Fatston.— Mr. S. J. Dana, Health Officer: 

No report. 

Mabshfibld. — Dr. H, S. Carver, Health Officer! 

The present sanitary condition of the town is good. During 
the year ending. December SI, 1897, there were twenty-five births 
reported, ten male and fifteen female. In the same year seventeen 
deaths were reported. An epidemic of measles prevailed daring 
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the early mouths of the year with no fatal caees. Two caaee of 
diphtheria and one of typhoid fever occurred during the year, all 
ending in recovery. 

Middlesex.— Or. C. A. Hunt, Health Officer: 

No report. 

MONTPELiBB — Dr. Harold A, Piske, Health Officer : 

During the past year there haa been no epidemic of a serious 

nature, meaales beiug^ the only disease which has been sufficiently 
prevalent to be called epidemic. During the first two or three 
months of the year there were nearly one hundred and fifty cases of 
measles reported, but mortality waa very slight. Diphtheria and 
typhoid fever have been quite rare de'spite their prevalence in 
adjoining towna, there having been but six cases of diphtheria and 
nine of typhoid fever reported to date. The sanitary status of the 
city is constantly advancing, new and better drainage is being pro- 
vided as rapidly as possible, and the old fashioned privy is rapidly 
giving way to improved style of water-closets, and this, together 
with the frequent flushings the aewers receive, prove a great factor 
in the maintenance of a healthy condition. 

Owing to the long continuance of the typhoid and diphtheritic 
epidemic in Barre, the sale of ice cut upon the river flowing from 
that city haa been stopped, acquiescence in the order being cheer- 
fully made by the parties interested. I append a list of contagious 
diseases reported to date. Oases of pulmonary tuberculosis have 
not been reported at all, notwithstanding request to the contrary 
according to your DotiScation. The cases reported are as follows: 
Cerebro-spinal meningitis one ; diphtheria sis ; membraneous croup 
one; measles 160; scarlet fever nine; tvphoid fever nine. 

Diphtheria — Antitoiine was used In all cases of that disease. 
One death occurred. lu that case the antitoziue was uot used autil 
the disease had reached an almost hopeless stage. 

MoNiPELiEB East. — , Health Officer: 

No report. 

MoEBTOWN. — Dr. James Haylett, Health Officer: 

The year has been an uneventful one so far as contagious 
diseases were concerned. There have been within the limits of 
the town since my last report seven cases of diphtheria. The 
contagion in each family waa imported and there were but two 
families infected. There were no deaths. Four of the cases were 
treated by medication and hygiene, all recovered. Three were 
treated by antitosine with the same good results. 

'J'here has been but one complaint made for the abatement of 
nuisance- We have had but a few cases of typhoid fever since my 
last report, though some of the near by towns have had quite a good 
deal of it. In all respects as regards the general health of the 
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people of this town, we aeem to be so far ae I am able to observe,, s 
more tban average faealthy commiiuity. 

There have oeen relnrned for the year ending, December 81, 
1897, twenty-one births, and for tho same period eleven deaths, 
the oldest eighty years and eleven months, the yoangest thirty-six 
honre and one Btill born. Leaving these in, the average is 41 5-lt 
years. Dropping these two, we have an average of 60 7-9 years, not 
cornting the months and days. 

NoBTHFiELD. — Dr. J. H. Jndkins, Health Officer: 
The sanitarj condition of the. village of Northfield is poor. 
The great need is a proper sewer system and furnished with proper 
means of Suehing. The village has a few stone street sewers, the 
majority of which are Qseless on account of becoming filled up. 
The atone sewer on Main street, receiving the sewerage from a 
namber of private residences, has been ordered closed as soon as 
the condition of the ground is such aa to permit digging. This is 
a menace to public health because of no water supply for proper 
flushing. In the early spriug a sewer of proper size and proper 
means of flushing, will take its place. 

The prevailing disease of the year has been diphtheria. About 
sixty cases have been reported during the year. No case of diph- 
theria now exists in the town. Two cases of scarlet fever are now 
in quarantine. Two cases of typhoid fever have existed, one from 
Burlington and the other from Bsrre, Vt. No case of typhoid fever 
has originated in Korthfiel<i. 

Plainfikld. — Mr. W. J. Batchelder, Health Officer. 

No report. 

EoxBURY.— Dr. F. C. Fletcher, Health Officer: 

The present sanitary conditions of the town of Roxbury are 
exceptionally good. The village is supplied with a system of water 
works and sewerage- During the month of September there was - 
an outbreak of tonsilitis which became general, but no case proved 
fatal. No cases of diphtheria recorded. 

Waitspield.— Dr. H. T. J. Howe, Health Officer: 

No report, 

Wareen.— Dr. E. C. Bnllard. Health OBlcer : 

No report. 

Wateebdry.— Dr. W. F. Minard, Health Officer: 

It gives me great pleasure to report to yon and the state board 
of health that our town has not Buffered from any epidemic disease 
during the last year. I have endeavored to carry out the duties 
of this office strictly to the letter, and the people have stood by me 
in this particular. I have inspected all school houses and believe 
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that recammeodatioDS will be accepted and that the law will prore 
A beoefit to oar towa. Iq rei^ard to the new law about reporting 
deaths, we found it a little difficult at Srat, bat people are becoming 
educated up to it and there is no trouble now. As jou will see bj 
report on school houses, we need better ventilation. 

The village of Waterbury is in a sanitary ooodition as far as I 
know. We really need a new sewerage system and a new high 
school building. We have put in a new system of water which is 
perfect in every respect. I think that a new school building will 
be put up this year. 

WoODBUBY.— Dr. E. A. Widber, Health Officer : 
The sanitary condition of the town is good. AU outbuildings 
have been kept in very good coudition and there is nothing to my 
knowledge to endanger the public health. There has been one 
epidemic of measles, twenty-six cases in all, and all made good 
I'ecovery. One case of erysipelas with death. Two cases of tymioid 
fever with recovery ; two cases of diphtheria with recovery. There 
have been twenty-one deaths in all. One from erysipelas ; one still 
birth; five from pneumonia ; one from aortic disease of heart ; one 
from) pericarditis ; three from phthisis ; one from influenza ; three 
from old age ; one from chronic nephritis ; one from apoplexy ; 
one from myelitis ; one from peritonitis ; one from phycemia. 
WoEOBBTEH.— Dr. A. J. Lance, Health Officer: 
The general health of the town has been above an average dur- 
ing the past year, there being no prevailing disease, with the excep- 
tion of an epidemic of measles during the winter of 1S96-7, one 
death resulting therefrom, which was complicated with organic 
heart disease. There have been two cases of typhoid fever ; one 
traceable to an old honse in which the disease has prevailed before, 
and the other traceable to no particular cause. There has also 
been one death from pulmonary tuberculosis. The general sanitary 
condition of the town is good. 



WINDHAM COUNTY. 

Athens. — Mr. E. S. Kingsley, Health Officer : 
There has been but little sickness in town during the past year. 
In my opinion not as much as there was for a number of years 
previous. There have been a few oases of measles, only one of 
which was reported to me. Daring the year there have been four 
deaths, two males and two females. The cause of death in two 
instances being old age. Of the others, one was apoplexy and one 
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neurastheDia. The eanitary condition is and has been good, and ia 
due to thR cleanly habits of the people, pnre spring water, and to 
the fact that Athens is an agricultural town, there being no village 
or man nfactu ring tndnatries within its borders. There ore three 
school houses in town, two of which are wood frame baildings and 
the other brick. They are well lighted and Tentilated and are 
heated with wood consumed in box stoveB. The seating capacity 
is more than is at present required. The arrangement of water 
closets is like that found iu connection with all rural school houses. 
Each house has convenient wood and cloak rooms. I think each 
house is convenient, comfortable and safficient in all ways for the 
accomodation of the school children in town. 

[ do not think the health laws are as well known to many 
inhabitants of the state as they should be and think that ii the 
health ofQcer of each town should embody in bis annual report to 
his town such portions of the law as relate to the duties of heads 
of families and midwives and cause the same to be printed in con- 
nection with the annual report of town officers, that it would be 
of much benefit. 

Bellows Falls.— Dr. J. T. Rudder, Health Officer: 
Report by Dr. E. S. Albee, Former Health Officer: 
Of contagious and infectiouadiseases there have been reported: 
Of diphtheria, sixty-one cases, with only one death ; typhoid fever, 
two cases, with one death ; whooping cough, one case. And during 
the winter of 1897, there was an epidemic of measles. There were 
about 100 cases reported and I think there were as many more in 
the village that were not reported and had no medical attendance. 
There were no deaths. During tbeyear there were fifty-one deaths, 
inclndiog five still births in the village. Deaths from preventable 
diseases : Phthisis five , diphtheria one^ typhoid fever one. 

Beattleboro. — Dr. A. I. Miller, Health Officer : 
Report to August 31, 1897. 

The year passed bae not differed from others materially in the • 
matter of sanitation or the visits gf infectious diseases. Rather 
more diphtheria, but Icrs scarlet fever, pertussis and measles than 
usual, runs the record. 

Cases of tuberculoais are not yet reported. Diphtheria nine 
cases, three deaths ; measles seven cases, no deaths ; scarlatina five 
cases, no deaths ; typhoid fever, two cases, no deaths ; erysipelas 
one case, no deaths. 

The new law relative to births and deaths and burial permits is 
in its infancy, and as yet creeps rather than walks- 
No particular progress is being made in plumbing. Still the 
people are looking up the matter of house sanitation and environ- 
ment somewhat, particularly as regards their neighbors. 

Statistics as usual are unreliable and not to be regarded in the 
same light ae an exact science. 
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On the whole progress is being made in sanitation. There is 
yet need o( food inspection, especiaUy milk, and I would repeat the 
Btatement with reference to a state sanitary engineer made last year 
in annual report of state board of health, page 147. 

Report to January 1, 1898, 

Since the annual report in August last, the sanitary condition 
of Brattleboro, town and village, has been very good. Here and 
there a case of mild typhoid, with only one death. Measles came 
to ns from Athol, Usbs.. spreading the disease into several families. 
Only of lata many oases of mild inflaenza type of oolds have been 
noted. Nothing is being done to advance plumbing and house 
drainage. 

Bbookune, — Mr. C. P. Stickney, Health OSicer : 
No report. 

UovEB.— Dr. L. T, Page, Health Officer: 
No report. 

DuMUEBfiTOS'. — Mr. Adin F. Miller, Health OfiBcer: 
There has been bat one case of scarlatina reported and that a 
very mild one. The sanitary conditioD of the town is good. 

Graptoit.— Dr. Hall Staples, Health Officer: 

Report to Angnat 31, 1897. 

During the last year this town haa been remarkably free from 
all contagions diseases- We have bad three cases of typhoid fever 
and aboQt twenty cases of measles. The sanitary condition of the 
town is unusually good, having had but two nuisances reported. 

Report to January 1, 1898. 

In September, 189?, I made a sanitary survey of the school- 
houses and returned the same to the secretary, Dr. Hamilton. We 
have had no contagious diseases or nnisancea reported. Good 
health was the rule dnring this lime, from August to January. 

GuiLFoHD-— Dr. J. A. Patterson, Health Officer: 
The following is the list of deaths for the year of 1897, for 
which I have received certificate o( death and given permit of 
bnrial in the town of Guilford : Pneamonia, one death ; tubercu- 
losis one death ; bright's disease, one death ; hemorrhage on brain, 
one death ; cancer of stomach, one death ; valvular disease of 
heart, one death ; still births, one death. School houses are in good 
sanitary condition. There has l>een no epidemic of contagions or 
infectious disease during the year. 

Haupax.— Dr. F. B. Johnson, Health Officer : 
See report of Whitingham. 
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Jamaica.— Dr. C. B. Doane, Health Officer: 



The year has been a healthy one with us. Diseasea: Diph- 
theria, no cases, no deaths ; scarlet fever, one case, no death ; 
measles, fifteen cases, no deaths; typhoid fever, sefen cases, no 
deaths; whooping congh, one case, no death. 

LoNDONDEBKY. — Dr. D. H. Marden, Health Officer: 
Am happy to report that no contaKione or infectious diseasea 
have visited ns for the past year, except that there has been one case 
of typhoid fever, resnlting in death. So case of scarlet fever, 
measles or whooping cougn or other diseasea pecntiar to childhood 
have been reported to me. Most of the deaths have been among 
the very t^ea. Have granted twenty-three permits in all, sixteen 
for interment and seven for removals. Of tbese almost fifty per 
cent have been above seventy, ranging np to ninety-five years of 
age. On the whole I think since there has been some efiEort to 
secure the beet condition of things, the mortality has diminished 
very materially, unless the past has been an exceptional year with us, 

Mablbobo. — Mr. E. R. Adams, Health Officer : 
No report. 

Newfase.— Dr. P. P. White, Health Officer : 
Diphtheria, three cases, all recovered ; one case phlegmonous 
erysipelas, died ; a few cases measles, recovery. Have been called 
npon three times to abate nuisances. The general sanitary condi- 
tion of the town is very good. 

PuTHET.— Dr. E. S. Hunger, Health Officer : 

The number of births in this town exceeded the number of 
deaths, there being thirteen of the former and eleven of the latter. 
One death was from typhoid fever, the only case in town (or several 
years, and one from " consumption." These were the only deaths 
from diseases which are reported to health officers, or which are 
considered preventable. There was little sickness until the last few 
weeks of tne year, and nothing approaching an epidemic at any 
time. 

Rockingham. —Dr. E. H. Pettingill, Health Officer: 
The part of Rockingham over which my j'urisdiction extends 
has enjoyed the usual degree of health found in other rural towns 
of the state. The latter part of April, 1897, measles broke out in 
an epidemical form, and out of a population, in and centering into 
the village of Saxton's River to school, fully 15 per cent of the 
entire popniation was striken down with the disease. The epidemic 
was mild, no fatal cases and no serious complications. In other parts 
of the town there mnst have been twenty-five or thirty other cases. 
No cases of typhoid fever, scarlet fever, or diphtheria to report. 
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Many of the peotJe look more carefully to the rnlea of eanitatioo 
than formerly. This winter, hard colde and influenza in modified 
form have prevailed. > 

I have issued twenty-one burial permits, mostly for elderly 
people and chronic cases. 

Stsatton.— Mr. 0. H. Palmer, Health Officer; 
No report. 

TowNSHKND.— Dr. F. L. Osgood, Health Officer: 
Since my last report to you as health ofGoer of this town, there 
has bean an nnusual decree of good health. Thus far this season 
we have had no epidemic of influenza, or any of the infections or 
coDta^one dieeaaea. The general sanitary condition of the town 
is good. 

Ykbnoh. — Mr. E. O. Lee, Health Officer : 

Of the twelve deaths occnrring in town during the year, no 
two were caused by the same disease. No calls have oeen made for 
the performance of any extra dnties of the health officer. It is 
believed that the sanitary condition of the town is very good indeed- 

Wardsboeo.— Mr. H. N. Fitts, Health Officer: 
During the year closing Aug. 81, 1897, we have had seven 
cases of diphtheria, resulting in three deaths, and one case of scar- 
latina, in town. 

The town is in a good sanitary condition and has been gener- 
ally healthy. 

WB8TMINSTEB.— Dr. T. A. Biddy, Health Officer: 
The health of the town during the past year has been very 
eood, there having been no epidemics of serious character. We 
have had thirty cases of measles, but withont any deaths ; the 
infection was conveyed from Bellows Falls. There have been three 
cases of diphtheria, two in one family. One case, that of a school 
teacher at Bellows Falls, home for the vacation. There have also 
been two cases of scarlatina, both in one family. The deaths for 
the whole year number twenty-two. 

There has only been one sanitary complaint and inspection. 

Whitimgham.— Dr. F. B. Johnson, Health OEBcer : 
I am pleased to be able to report the towns of Whit- 
ingham and Halifax, are in good sanitary condition. There 
have been three cases of measles in the town of Whitingham, one 
case of tjphoid fever in the town of Halifax, canse nnlmown. It 
has been a remarkably healthy year. 
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WiLMlKGTON.— Dr. E. J. Titoa, Health Officer: 
This town has for the past year beea almost entirely free from 
contagioua or infections diseases. There have been no cases of 
typhoid fever reported dnring this year, which speaks well for the 
saoitary condition of the town. 

I know that there has been more Interest taken in the past two 
years in the sanitary condition of the town than ever before, and 
the town has been willinf; so far to pay the health officer for his 
services without complaint. 

Windham.— Dr. G. W. Wilkinson, Health-officer: 
No report 



WINDSOR COUNTY. 



Anooyeb.— Mr. Wm. Felt, Health Officer: 

]Uy report coTers about fourteen months, namely, from Deo. 
iBt, 1896, to Feb. 1st, 1898. Scarlet fever has broken ont at four 
' difFerent times and in fonr different places during the above time, 
in which six families have been involved. Nnmber of cases, 
eighteen, deaths, three. Qnarantine has been promptly established 
in each case, and strict compliance with the law demanded. Not 
one case has been conveyed outside the already afflicted families 
after the health officer was aware of the existence of a contagions 
disease. All the above cases have been imported from other 
towns. Three of the four cases having been transmitted by 
disinfected clothing and articles, instead of direct contact 
with diseased persons. We have had two cases of diphtheria. 
The first, a girl of eleven, while visiting out of town was allowed 
to open and examine a chest containing clothing and playthings of 
a child who died of diphtheria twelve years ago. This case was of 
a malignant type complicated with scarlatina. The mother took it 
from tne daaghter, and both were severe cases but did not prove 
fatal. In June a person coming down with measles went to church 
which resulted directly and indirectly in one hundred and two 
cases, mostly of a mild form. No deaths from this large number 
of cases. There have been no contagious diseases in town before 
for several years, and never as many in the same length of time. 
These have, however, been imported as stated and are not due to 
any unfavorable sanitary condit ons in town. Wliile I have had 
the co-operation of the majority of the better class ot people, there 
has been and is at present a bitter opposition by some of the people, 
which is a great barrier in the way of doing the most effective work. 
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This matter I may be obliged to call year ai 

Whole number of deaths anriDg the year ISD' 

follows : 

Hemorrhage, 

•Scarlet fever, . . , 

Pnenmonia, 

loflaeiiza, 

Child birth and pneumonitt, 

Bright's disease, 

Fracture of the eknll (accident). 

Acute tonsilitis and cronp. 

Old age, .... 

Heart dieeaee, 

Urtemio convulgions and acnte nephritis, 

Taberculosia of Innga, 

Gun shot (accident^), 

Tnberonlosis followed by pneumonia, 

Ventrtcose nicer with com plications, 

Total, : ... 18 

"One death from scarlet fever occurred just after the close of 
1897, mt^ing three in all. Both victims of tuberculosis contracted 
the disease in other states. 

Baltiuorb. — Mr. Wayland Bryant, Health Officer: 
No report. 

Baenard.— Dr. W. B. Lilley, Health Officer : 
I am justified in saying that the sanitary condition of the town 
of Barnnid is very good. There have been during the past year 
no cases of scarlet or typhoid fever, diphtheria, or measles. Gen- 
eral sickness light ; mostly throat and long troubles. People are 
beginning to r^ize the benefits to be derived irom good sanitation. 

Bbthel.— Dr. L. M. Greene, Health Officer: 

During the year 1897 there have been but very few cases of 
illness from infectious diseases in this town. In the last months of 
1896, and the first two months of this year, there were twelve or 
thirteen cases of diphtheria with two deaths. Antoxine was used 
in several cases but not in the two that died. .The cause or origin 
of the disease oonld not be determined. All of these occurred in 
the village but in different sections of the same. Isolation and 
quarantine regulations were strictly enforced. 

Eight or nine cases of typhoid lever have occurred since my 
last report in August, 1896, with one death. A few coses of measles 
but none of scarlet fever or erysipelas. Upon the whole the sani- 
tary condition of the village and town is excellent. I enclose 
report of the survey of school houses. 
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Bbidobwateb. — Dr. 0. 0. Boyden, Health OGBcer: 
We have had no infectiona diseases and no epidemics. The 
sanitary condition is good. 

Cavendish.— Dr. Geo. Spafford, Health OflScer: 

No report, 

CHE8TEE.— Dr. C. W. Ray, Health Officer: 

No report. 

Haetpoed.— Dr. 0. W. Daley, Health Officer: 

No report 

Hartland,— Dr. D. F. Kugg, Health Officer : 

I Bubmit the following report as to the condition of health of 
the town of Hartlaad to November. 1897, when Dr. J. M. Stevens 
was appointed assistant health officer for a period of six months : 

About the middle of of December, 1896, there was an epidemic 
of la grippe that attanked the very yonng, invalids and elderly peo- 
ple. In February, 1897, there was another outbreak that attacked 
the strongest and most robust. The disease was characterized by 
excessive expectoration of thick, yellow, tenacions mncns. There 
were no fatal cases from the disease or its complications, although 
the conyalescence of some of the aged and infirm was prolonged. 

In the summer of 1897 there were about forty cases of measles 
of a mild type. During the autumn months very little sickness 
occurred. No other contagions diseases to report. 

Report of Dr. J, M. Stevens: 

The following report is from November, 1897, to Janaary 1, 
1898. 

About December 1st there was an outbreak of measles at No. 
Hartland- The epidemic continued to spread until there were 
forty-five cases in that part of the town and three cases at the 
three corners. Besides this there has been very little sickness — 
only one case of la grippe during those two months. 

Ludlow.— Dr. W. N. Bryant, Health Officer: 

No report. 

Plymouth. — , Health Officer : 

No report. 

NoEwicH— Dr. 0. H. Cook, Health Officer : 

I submit the following report covering a period beginuiog 
March 13, 1897, the date of my appointment I'here have been 
twelve deaths. There have been two cases of scarlet fever, cause 
not traceable. 
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There was an epidemic of measles in the spring. Number of 
cases not known as physicians and others failed to report same. 
Probably twentv-fiTe or thirty casea in all. Two cases of pnea- 
monia developed in connection with this ontbreak of nibeols. I 
find that here'in Norwich, at least, the popular tendency is to be- 
little, or almost ignore this disease, the frequency of its causing 
pneumonia being entirely overlooked. The result is that measures 
addressed to the proper prevention of its spread are deemed unneces- 
sarj and decried alike by the people and by the authorities. I am 
not alone in thinking this disease is as much, if not more, to be 
dreaded then scarlet lever, especially in young or delicate children. 
Is it not car duty, then, to make an effort to prevent its spread P 
It is true that our efforts are very liable to prove (utile in this par- 
ticular disease, but if an occasional life be saved, who can say that 
it is not worth the trouble and expense t 

The danitary condition of the town seems to be good and we 
are nearly free from disease of any kind at this time. 

POMFEET.— Mr. C. P. Thatcher, Health Officer : 
There have been sixteen deaths since my appointment, February 
16, 1897, np to January 1, 1898. 

The following were the causes of death: Pneamonia one; 

bronchitis one ; diphtheria two; meningitis one; pareuchymatons 
nephritis one; bronchial asthma one; disease of liver one; 
exhanstion, caused by^pregnancj one; typhoid fever one; organic 
disease of heart one ; tuberculosis one ; debility one ; old age one ; 
accident two. The town has been quite healthy and the sanitary 
arrangements are generally good. Nearly all of the inhabitants are 
anxious to obey the law and follcw the instructions of the state 
board of health. 

The law has not been fully complied with in regards to burial 
permits, but I deemed it better to be a trifle lax Uian to create a 
prejudice before the law was fully understood. 

Readixo. — Dr. F. 0. Morgan, Health Officer: 
About the usual variety of sickness prevailed in town during 
the year. Two oases of diphtheria recovered, two cases of typical 
typhoid fever recovered, two or three cases of dysentery, a few of 
measles, mumps and rotheln. There was no epidemic in town this 
year and no patient died of a contagious disease, so far as I can 
learn- All but three or four deaths were among old people. The 
population seem to be more mindful of sanitary rules, and as a • 
whole are very well practiced. 

EocHESTKK. — Dr. W. D. Huntington, Health Officer: 
During the year 1897 there has been no contagious disease,, 
with the exception of three or four cases of mesBcles. Nineteen' 
birth certificates have been issued. The death certificates number 
fourteen. Each year the people look after sanitary regulations 
with more care. 
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The Tillage la now well supplied with pare spring water, and 
contaminated welU will soon be a thing of tne past. 

BoYALTON. — Dr. E. J, Fieh, Health Officer : 

No report. 

Sharon.— Dr. F. C. Kinney, Health Officer : 

No report. 

Spbinofieid.— Dr. E. E. Furber, Health Officer: 
The paat year has been a healthful one for this town. There 
were three cases of diphtheria and four of acarlatina. All mild and 
no deaths therefrom. During the winter of '97 an epidemic of 
measles risited ns. There were between three and four hundred 
cases, mostly miid and from which no deaths occurred. The sani- 
tary condition of the town is good. New mains are being laid as 
' new dwellings are erected, so this condition is carefully looked for. 
At present tne town is free from any infectious or contagious dis- 
eases and In a very healthful condition. 

Stockbeidge. — Dr. C. C. Smith, Health Officer; 

The general health of the people of Stockbridge has been good 
since last annual report. The sanitary conditions are generally good. 
The exceptions to the above are as follows; Early in December, 
1896, diphtheria broke out in two families in'Gaysville, practically 
at the same time. These families were closely associated, though 
living nearly a quarter of a mile from each other. No source of 
contagion or infection could he discovered. Number of cases in 
each family three, with one death in each. The two surviving 
cases in one family were light. They would not have been consid- 
ered as diphtheria, but for the fact of the fatal case. In the other 
family, the two cases of recovery were severe. 

In less than a week from the time a phvsioian was called to the 
first cases, the disease appeared in a third family, living about two 
miles from the others. Here also there were three cases, one fatal ; 
the others comparatively light. There was no association of this 
family with either of the others after a doctor was first called to 
tbem, but one member of the family had been in the house of one 
of the others a day or two previous to the doctor's first visit there, 
but this member of the family was not the first to have the disease, 
but did have it after the death of the fatal case. 

Thorough quarantine, and immediate burial where a patient 
died, with the use of germicide, prevented the further spread of 
the disease. 

There was also a fatal sporadic case earlv in December, 1897, 
in different parts of the town, with two other mild cases in the 
same family. Here also prompt measures prevented the spread of 
the disease. No source of contagion could he traced, and the sani- 
tary condition of the premises was good with the exception of the 
sink drain, which wae not what it should have been. 
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Wbathsbsfibld. — Dr. W. L. HoiBington, Health Officer: 

No report. , 

Weston.— Dr. 0. A. Smith, Health OflScer : 

In a Bomewhat general sense the sanitary condition and public 
health of Weeton is good. Onr houses are mostly built on dry, 
elevated ground, are pleasantly located and need little artificial 
drainage. The village is in a valley so artificial drainage here ia 
needed. A few wet places still exist bat we hope the time will soon 
come when they will be no more, Excellent drinking water is 
very abundant. Air is invigorating and scenery good. 

The public buildings are all in good sanitary condition. School 
children are rugged and healthy. Malarial disorders are not very 
common here. During the past two years we have had a few cases 
each of measles, mumps, German measles and scarlet fever bat 
they were all quickly Etopped and no one injured by them. There 
are now a iew cases of whooping cough not, however, of a very 
severe nature. 

Sanitary improvemenlB might be made but even now we have 
quite a nice little town back here among the hills; our people are 
healthy, strong, energetic. 

West Wimdsob. — Mr. 0. C. Hammond, Health Officer ; 

No report. 

WiNMOR.— Dr. J. D. Brewster, Health Officer: 

I have little to report this year in regard to the health of 
Windsor exbept that it has been more than usually good . We 
had but two cases of typhoid fever the past year — one in fall and 
one in the spring. 

January 7, 1897, there were four cases of membraneous croup 
which were promptly quarantined and so the trouble soon died out. 
I got great benefit from the use of aatitoxine in the cases used 
early; all symptoms disappearing in twelve hoars after the first 
treatment, ("1,000 units Mnlford's Extra Potent.") 

The measles were epidemic during the spring months, but 
usually of a mild form. There were four small children died of 
pulmonary complications. .The water supply continues very satis- 
factory. I hope the time may come wnen our sewerage may be 
more so. 

Woodstock. — Dr. M. H. Chandler, Health Officer: 

During the last part of the winter and spring we had a great 
deal of lagrippe or infiaenza, which in quite a number of cases, 
especially in elderly people, developed into pneumonia and was 
quite generally fatal, but the summer and autumn thus far has 
been very healthy, only one case of typhoid fever has been reported 
thus far this year. During the year we have had a few cases of 
diphtheria with three deaths. These cases have not been connected 
but have occurred at diSerent times and in different localities. 
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Under Act No. 102, Sec. 2, Laws of 1896, local boards of health 
are required to report to the state board the resnlts of their ia- 
apections of school hoaaes. The following circular letter was 
mailed to each health officer in the Btate in Jane, 1897 : 



STATE BOARD OP HEALTH. 

la compliance with No. 103, See. 2, Laws of 1896, the etate 
board of health hereby iasnes the following directions to local 
boards of health in regard to the sanitary survey of Bchool houses 
in the state: 

Location: 

1st, Character of soil? 

3d, Any artiticial drainage required ? 

3d. What are the surronndinga ? 

4th, Any play-grounds provided ? 
Building: ' 

Ist, What Is the height of the building above the ground ? 

3di Is there free circulation of air under the building T 

3d, Give cubic feet of air space in the room. 

4th, Give dimensions of the room — length, breadth and height. 
Lighting : 

lat, Distance of the tops of the windows to the ceiling ? 

3d, Height of window sills from door ? 

3d, Size of windows and number in the room ? 

4tb, Give location of windows with reference to the arrange- 
ment of seats. 

5th, Are window shadea provided ? 

6th, Seating capacity of each room ? 

7th, How many pupils attend school F 

8th, Describe the style of seat. 

9th, Are cloak rooms provided ? 
Healing and Ventilation : 

Ist, How are buildings warmed 7 

2d, How are they ventilated ? 
Outbuildings, Plumbing, Etc.: 

Ist, What outbuildings if any are provided ? 

2d, What are the plumbing arrangemente, including water 
closets and urinals ? 
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JUtscellaneous : 

iBt, Give area of blackboardG, kiad of material, and location, 

relative to windows. 
2d, Give any other information, or make any other suggestions 
which occur to ■ yon, that will make the report more 
complete. 

C.S. CAVERLY, M D,. President. 
O. W. SHERWIN, M, D,, 
H. D. HOLTON, M. D. 
J. H. HAMILTON, M D., Secretary, 

Richford, Vt. 
June 29th, 1897. 



In compliance with the foregoing circular local boards have 
reported from nearly one hundred towns. In preparing these con- 
densed reports for publication, it will be observed that the topics 
have been given in regular order, and that the questions under each 
are indicated by the number, following which, is. the answer. In 
some instances, there has been nothing to indicate the towns from 
which the reports came. These will be classed as unidentified. 

A few have been received which in themselves were very good, 
but not having observed the recommendations of the hoard, as indi- 
cated in the above circular, they cannot appear in this report. 

NoTB.— In the following teporta figniea enclosed in parentheaie indi- 
cate the number of the question answered. All other figntes, except 
in questions 6 and 7 under head of Lighting, and where the nature of 
their use will readily indicate otherwise, indicate feet, nnleee followed 
by the abbreviation of or word inches. In some i.ostances where inches 
are used in conueotion with feet they are indicated by the superior 
^nres. 

ADDISON COUNTY. 

Bkidport. — Bridporl Village : Location (1) clay, (2) no, (3) 
Park, (4) yes. Building, (1) two stories, town hall above school 
room, twelve in., (-2) no, (3) 8205, (4) 33 x 39 s 10". Lighting, (1) 
19in., (2)3 ft- 4i in., (3) 68x35 in., 6 windows, (4) sides, (5) blinds, 
(6) 60, (7) about 40, (8) board, (9) yes. Heating and ventiUrion, 
(1) atove, (2) windows. Outbuildings, (1) privy and shod attached 
to hoase, (2) none. Miscellaneous, (1) 110 square fei-t, cunveniently 
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iirranged, wood. Crane School : Location, (I) loam-elate, ^2) iio, 
(3) goo(5, (4) no. Building, (1) 1 foot, (2) no, only through loose 
wall, (3) 3927, (4) 23 x 31 r 9^. Lighting, (1) 8 in-, (2) S-" in., 
(8) 32 X 50, 7 windows, (4) sitlea and ends, (5) no, (6) 40, (7) 18, 
(8) board, not enitahle, (9) yua. Heating and Tentilation, (1) old 
box stove and old pipe, (2) windows. Outbuildings, etc, (1) 
shed and privj attached to house, not separated for boys and 
girls, (S) none. Miscellaneous, (I) 17 feet, wood, (3) house 
not suitable, location good only. Prait School: Location, slate 
loam, (2) no, (S) 30 feet from road, (4) 1-16 acre. Building, (1) 1 
foot, (2 through loose wall, (3) 1527, (4) 24 x J9 x H- Lighting, 

(1) 18 in., (2) 45 in, (3) 35 x 53 in ,4 windows, (4) aides, (5) no, (6) 
30, (7) 9, (8) need reseating, (9) yes. Heating and ventilation, (1) 
box stove, (2) windows. Outbuildings, etc., (I) shed and privy, (2) 
no: e. Miscellaneous, (1) 30 feet, wood. Converse School: Loca- 
tion, (l)dry, (a)no, (3) road and fields, (4) no. Building. (1) 1 foot, 

(2) no, (3) 40e4, (4) 28" x 19 s &'. Lighting, (1) 18 in., (2) 35 in., 

(3) 30 X 57 in., 6 windows, (4) side and rear, (5) yes, (6) 36, (7) 17, (8) 
present, (9) yes. Heating and ventilation, (1) stove, (2) windows- 
Outbuildings, etc, (1) shed, separate privies, (2) none. Miscellan- 
eons, (I) 66 x 39 and 55x36 in., wood. Myrick School : Location, 

(1) ctay. (2) no, (3) nearroad, (4) yes. Building, (1) 1 foot, (2) no, 

(3) 3888, (4) 24 X 18 X 9. Lighting, (1) 18 in., (2) 32 in., (8) 31 x 
56 in., 4 windows, (4) sides, (5) yea, (6) 26, (7) 20, (8) patent, (9)ye8. 
Heating and ventilation, (1) stoves, (2) windows. Outbuildings, 
etc, (I) ah ed, separate privies, (2) none. Miacellaneous, (1) 36 
feet, wood. Burwell School, location, (1) clay, (2) no, (3) fields 
and road, (4) yes. Building, (1) 1 loot, (2) no, (3) 5356, (4) 20 x 
17 X ]5|. Lighting, (1) 35 in., (3)32 in, (3) 56x30 in., 6 windows, 

(4) Bides and rear, (5) yee, (6) 32, (7)17, (8) patent, (9) yes. Heating 
and ventilation, (1) stove, (2) none. Outbuildings, etc., (1) privy, 

(2) none. Miscellaneous, (1) wood, 2' x 6'. Hathom School, loca- 
tion, (1) dry, (2) no, (3) 50 feet from road, (4) yes. Building, (1) 
1 foot, (2) loose wall, ^3) 5934, (4) 21' x 24 x 11'. Lighting, (1) 
21 in., (2) 36 in., (3) 33 x 77^ in. , 4 windows, (4) sides (5) yes, (6) 40 
(7) 13, (8) old, (9) no. Heating and ventilation, (1) stove, (3) windows. 
Outbuildings, etc., (1) shed and separate privies, (3) none. Mia* 
cellaneous, (1) 40 feet, wood. Hamilton School: Location, (1) 
dry clay, (2) no, (3) roadside, (4) no. Building, (1) 1 foot, (2) no, 

(3) 2145, (4) 33' x 23 x ^. Lighting, (1) 16 in., (3) 31 in., (3) — 
6 windows, (4) side and rear, (5) yes, (6) 40, (7) 18, (8) patent, (9) 
y "8. Heating and ventilation, (1) stove, (3) windows, Oatbuild- 
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lags, (1) shed. and separate prifies, (2) none- MisoelUaeous, ('I) 
36 feet slate. Allen School: Loi;ation, (1) dry clay, (2) no, (3) 
fields, (4) jee. Building, (1) 1 foot, (8) do, (3) 4410, (4) 24 x 21 r 8|. 
Lighting, (1) 19 in., (2) 85 in., (3) 49 1 32 in., 5 windows, (A) sides and 
rear, (5) no, (6) 40, (7) 22, (8) ancient, (9) yes. Heating aQd ven- 
tilation, (1) stove, (2) windows. Outbnildings, (1) shed and separ- 
ate privies, (2) none. Miscellaneous, (t) 25 feet, and 18 feet. 
Lake School: Location, (1) dry, (2) no, (3) fields, (4) yea. 
Buildiug, (1) 1 foot, (2) no, (3) 2174, (4) 21' x 21 x 9. Lighting, 

(1) 8 in., (2) 3\ (8) 7 wiudows, (4) side, rear, and front, (5) yes, 
(6) 40, (7) 14 (8) patent, (9) yes. Heating and ventilation, (I) 
stove, (2) windows. Outbuildings, etc., (1) shed and separate 
privies, (2) none. Miscellaneous, (1) 21 feet, wood, 

LBiCEaiEB. — Leicester District No. l : Location, (I) loam, 

(2) no, (3) fields, (4) small. Building, (1) 1 foot, (2) no, (3) 4370. 
(4) 19 X 23 r 10. Lighting, (1) H, (2) 3, (3) 2» x 3, 6, windows, 
(4) sides and rear, (5) yes, (6) 80, (?) 15 (8) patent, (9) yea. Heat- 
ing and ventilation, (1) stoves, (2) windows. Outbuildings, etc., 

(1) none, (2) none. Misoellaneo'is, (I) 60 square feet. District 
No. 2: Location, (1) dry loam, (2) no, (3) fields, (4) no. Build- 
ing, (1) 10 in., (2) no, (3) 2806, (4) 18> x 17 x 8". Ligliting, (1) 
1', (2) 2', (3) 4' X 2', 6- windows, (4) sides and rear, (5) yes, 
(6) 24, (7) 8, (8) patent, (9) yes. Heating and ventilation, (1) 
etove. (2) windows. Oatbuildinga, etc, (1) none, (2) none. Mia* 
cellaneons, (1) 42 square feet, slate, side. District No. 3 : 
Location, (1) clay, (2) no, (3) pleasant, (4) yes. Building, {!) 10 
in., (t) no, (8) 5168, (4) 25 x 24 x 8'. Lighting, (1) 1 foot 6 in., 

(2) 2», (3) 4' I 2', 6 windows, (4) side and rear, (5) blinds, (6) 
24, (7) 15, (8) patent, (9) yea. Heating and ventilation, (I) stores, 
(2)- wiudows. Outbuildings, (I) none, (2) none. Miscellaneous, 

(1) 42 square feet, slate. District No. 4: Location, (1) Loam, (2) 
no, (:3) pleasant, (4) yea. Building, {)) 1 foot, (2) none, (3) 4966, 
(4) 20 X 2I> X 11. Lighting, (1) 1', (2) 2'«, (8) 6' x 4, 4 win- 
dows, (4) side, (5) blinds, (6) 22, (7) 14, (8) patent, (9) yes. -Heating 
and ventilation, (Ij stoves, (8) windows. Outbuildings, etc., (1) privy, 

(2) Tioue. Miscellaneous, (I) 25^ square feet. District No. 6 : 
Location, (1) clay, (2} no, (3) pleasant, (4J yes. Building, (1) 6 in,, 

(2) uo, (3) 6166, (4) aai X 23 X 2. Lighting, (1) 3 feet, (2) 2', 

(3) 4 X 6, 4 windows, (4) side, [5) blinds, (6) 36, (?) 16. (8) patent, 
(9) yea. Heating and ventilation, (I) stove, (2) windows. Outbuild- 
ings, etc., (1) none, (2) no. Miscellaneous, (1) 42 square feet, slate, 



by Google 



182 FIKSr BIENNIAL REPORT OF THE 

side. District No. 6 : Locadoti, (1) loam, dry (3) no, (3) unpleas- 
ant, (4) no. Building, (1)10 in., (S) no, (3) 7644,(4) 31x31 x 13. 
LiRhting, (1) 2 feet, (2) 3', (3) 4' i 2, 6 -Hrindowa, (4) aides and 
rear, (ft) blinds, (6) 42, (7) 32, (8) patent, (9) yes Heating and 
ventilation, (1) stovea, (2) windows. Oatbaildinjfs, etc., (1) shel, 
poor, (2) none. Miscellaneous, (I) 43 square feet, elate, side 

MoNKTON BoROUOH, — Monkton, D'strict No. 1 : Location, 
(1) clay. (3) no, (3) pleasant, (4) ves. Building. (1) 1 foot, (3) no, 

(3) 2184, (4) 27 X 24 I 8. Lighting, (1) 1 in., (3) 35 in., (3) 23 x 
59 in., 8 windows, (4) sides and rear, (6) yes, (6) 48, (7) 25, (8) com- 
mon, (9) yes. Heating and ventilation, (I) stove, (3) windows. 
Outbuildings, etc., (1) double privy, (3) none. MiBcellaQe'm.s, 
(1) 387, board. Barnum Town: Location, (1) clay, (2) no, (3) 
pleasant, (4) yes. Building, (0 1 foot, (2) no, (3) 6310, (4) 37 s 
23 X 10. Lighting, (1) 1 foot, (2) 36 in , (3) 133 x 59 inches, 6 
windows, (4) sides and front, (5) yes, (6) 30, (7) 25, (8) patent. (9) 
yes. Heatingand ventilation, (1) stove, (2) wiudows. Ontbuildings, 
etc, (1) double privy, (2) none. Miscellaneous, (1) 20 feet, board. 
Ridge : Location, (1) sand, (2) no. (3) healthy, (4) yes. Building, 

(1) 1 foot, (2) no, (3) 5819, (4) 23 x 22 s IV. Lighting, (1) 4 feet, 
2) 8 feet, (3) 33 x 59 in., 6 windows, (i) hides and rear, (5) yea, (6) 

45, (7) 25, (S) patent, (9) yea. Heating and ventilation, (1) stove, 

(2) windows. Outbuildings, etc., (1) privy, (2) none. Miscellan- 
eous, (1) S'' X 13. Shatluck : Location, (1) clay, (3) no, (3) 
healthy, (4) yes. Building, (1) 1 foot, (3) no, (3) 67G0, (4) 126 i 
20 X 70. Lighting, (1) 10 in., (2) 3 feet, (3) 32 x 59 in . 6 windows. 

(4) sides and rear, (5) no, (6) 35, (7) 20, (81 board, (9) yes. Heat- 
ing and ventilation, (0 stove, (2) windows. Oatbuildinga, etc., 
{!) privy, (2) none. Miscellaneoua, (1) 18 feet, board. Dart : 
Location, (1) clay, (2) no, (3) healthy, (4) yes. Building, (1)2 fe'et, 

(2) no, (3) 4512, (4) 25 x 19 x 9'. Lighting, (1) 2 feet, (2) 
2', (3) 32 X 59 in., 7 under, (4) all aides, (5) no, (6) 36, (7) 
20. (8) patent, (9) no. Heating and ventilation, (I) stove, (2) win- 
dows. Outbuildings, etc., (1) double privy, (2) none. Miscellan- 
eous, (1) 18 feet, board. Thomas: Location, (1) clay, (i) no, 

(3) healthy, (4) yes. Building, (1) 18 in., (3) yes, (3) 4725, (4) 31 
X 25 X 9. Lighting, (1) 2', (2) 3, (3) 4x3', 5 windows, (4) aides 
and rear, [!>) no, (6) 30, (7) 15, (8) patent, (9) yea. Heatingand 
ventilation, (1) atove, (2) windows. Outbuildings, etc., (1) privy 
sbed, (2) none. Miscellaneous, (1) 22 feet, board. Meeck: Loca- 
tion, (1) clay, (2) no, (3) healthy, (4) yea. Building, (1) 6 in., (2^ 
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no, (3) 5544, (4) ^4 x 21 x 1 1. Lighting, (I) '( feet, {'i) 8', (3) 22 
X 59 in., 6 windows, (4) sides and rear, (5) no, (6) 34, (7) 18,' (8) 
ptttent, (d) yes. Heatintr ami ventilation, (1) store, (2) overhead. 
Outbuildings, etc., (I) double privy and shed, (2) nono. Miscel- 
laneous, (1) 32 feet. 

JJbw Haven. — New Haven Village: Location, (1) eand, (2) 
yes, (3) farmiog, (4) yes. Building, (1) 2 feet, (2) yes, {i) 7406, 
(4) 28 X 21 X 13. Lighting, (1) 2% (2) 3', (3) 3* x 7, 4 
windows, (4) sides and rear and front, (5) no, (6) 48, (7.) 2T, (8) 
patent, (9) no. Heating and ventilation, {!) wood stove, (2) 
windows. Outbuildings, etc., (1) shed and double piivy, (i) 
none. Miscellaneous, (1) 51 feet, wood, front. Gore District: Lo- 
cation, (1) clay, (2) no, (3) farming,' (4) yes. Building, (1) 6 
inch, (2) no, (3) 2978', '4) 23 i 18' x 7. Lighting, (l) 8 inch, (2) 
2*, (3) 2 X 4, 7 windows, (4) aides, front, rear, (6) no, (6) 25, (7) 
9, (8) board seats, old, (9) no. Heating and ventilation, (1) wood 
Btove, (2) windows. Oatbuildinga, etc., (1) woodshed and privy, 
(2) none. Miscellaneous, (l) 13 square feet, southeast corner. 
Mill: Location, (1) stony loam, (2) yea, (3) farming, (4) yes. 
Building, (1) 1 foot, (2) yes, (3) 5116, (4) 24 x 20J x 10. Light- 
ing, (1) 1 foot, (2) 3', (3) 3 X 5', 6 windows, (4) sides and rear", 
(6) no,*{6) 80, (7) 13, (8) patent, (9) yes. Heating aud ventilation, 
(1) wood stove, (2) windows and flue connecting with chimney. 
Outbuildings, etc., (1) privy. Miscellaneoua, (1) 43 square feet, 
front, board. Ryder J>istrict: Location, (1) class, (2) no, (3) 
farming, (4) yes. Building, (1) 6 inch, (2) no. (3) 2907, (4) 17 x 
19 X 8. Lighting, (I) 1 foot 2 inches, (2) 2', (3) 4' x 2S 6 
■ windows, {4) each side aud rear, (6) yes, (6) 34, (7) 14, (8) patent, 
(9) yee. Heating and ventilation, (1) wood stove, (2) windows. 
Outbuildings, etc., (1) wood shed and privy. Miscellaneous, (1) 
8fi square feet, slate. Brooksvilh District: Location, (1) clay, (2) 
no, (3) farming, (4) yes. Building, (1) 1 incii, (2) no, (3) 6819, (4) 
23 >: 23 X 11. Lighting. (1) 1', (2) 3". (3) 2' x 6, 4 windows, 
(4) sides, (5) no, (6) 40, (7) 28, (8) old style, (9) yes. Heating and 
ventilation, (1) wood stove, (2) windows. Outbuildings, etc., (1) 
flhed and double privy. Miscellaneous, (I) 42 square feet, board, 3 
sides- Depot District: Location, (1) clay, (2) yes, (3) farming, 
(4) yes. Building, (1) 6 inches, (2) no, (3) 2856, (4) 21 x 1? x 8. 
Lighting, (1) 6 inches, (2) 8 feet, (3) 4' x i", 4 windows, (4) 
eidea, (5) no, (6) 28, (7) 17, (8) patent, (9) no. Heating and venti- 
lation, (1) wood stove, (2) windows. Outbuildinga, etc., (1) ahed 
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and privy. Miecellaneous, (1) IS square feet, wood, front. Rioer 
District: Location, (1) clay, (2) no, (3) farming, (4) no. Boild- 
ing, (1) 1 foot, (2) no, (3) 6040, (4) 24 i 20 x 10". lighting, ( ) 2 
feet, (2) 3 feet, (3) 2' x S', 4 windows, (4) aides, (5) no, (6) 34, 
(7) 9, (8) patent, (9) yes. Heating and veotilation, (1) wood stove, 

(2) windows. Ontbnildings, etc., (1) shed and privy, (2) none. 
Miscellaneoas, (1) 44 square feet, wood, on each aide. Beach Hill 
District: Location, (1) rocky, (3) no, (3) farming, (4) no. Build- 
ing, (1) 4 to 6 inches, (2) yes, (3) 3659, (4) 20 i 17 x 10'. Light- 
ing, (1) 2 feet, (2) 2', (3) 2* i 6, 4 windows. (4) sides, (5) no. (6) 
34, (7) 14, (8) board, (9) yea. Heating and ventilation, (I) wood 
stove, (2) windows. Ontbnildings, etc., (1) ahed and privy, (2) no 
Miacellaneooa, (1) 28' sqnarefeet, board, front. East Street District: 
Location, (1) loam, (2) yea, (3) farming, (4) no. Building, (I) i 
feet, (2) no, (3) 4462, (4) 25 x 21 x 8'. Lighting, (I) 1*, (2) 3. 

(3) 3' X 4, 9 windows, (4) rear, front and aides, (5) no, (6) 20, (?) 
13, (8) patent and board, (9) no. Heating and ventilation, (I) 
stove, (2) windows. Ontbnildings, etc., (1) shed and privy, (i) 
no. Miscellaneous, (1) 21 square feet, board, front. East Mills 
District: Location, (1) clay, (2) yes, (3) farming, (4) no. Build-, 
ing, (1) 2 feet, (2) yea, (3) 19,433, {4) 38 x 26' x 14J. Lighting. 
(1) 2J, (3) 3', (3) 9' X 3', 9 windows, (4) sides 4, (5) no, (6) 
72, (7) 76, (8) patent and board, (9) yes. Heating and vontilatioo, 
(1) wood stove, (2) windows. Outbuildings, etc, (I) privy — ahed 
in cellar, (2) none. Miscellaneoua, (1) 75 aquare feet, front, board. 

\invtlY(Q.— Whiting: Location, (1) clay, (2) no, (3) good, (4) 
no. Building, (1) 3 feet, (2) yea, (3) 4400, (4) 20 i 2Z s 10. 
Lighting, (1) 29 in., (2) 30 in., (8) 56 x 30 in., 6 in No., (4) rear and 
side, (5) no blinds ontaide, (6) 18, (7) 10, (8) patent, (9) yes. 
Heating and ventilation, (1) stove, (2) none. Outbuildings, etc., 
(1) closets, (2) no. MiacelUneous, (1) 15 square feet, slate, between 
2 windows, on aides, (2) entry and wood shed in building. District 
No. 3; Location, (I) clay, (3) no, (3) open, (4) yea. Building, 

(1) 2 feet, (2) yes, (3) 7138, (4) 34 x 27 x 11. Lighting, (I) fi in. 

(2) 8 feet, (3) 90 x 44 in. 4 in No., (4) sides, (5) yes, (6) S2, (7) 20, 
(8) patent, (9) yea. Heating and ventilation, (1) stove. (2) 
windows. Outbuildings, etc., CI) privy, (3) none. Miscellaneoua, 
(1) 35 square feet, wood front, (2) wood Bhed at entrance. District 
No. 3; Location, (1) loam, (2) no, (3) open, (4) no. Building, (1] 
18 in., (2) yes, (3) 4000, (4) 20 x 25 x 18. Lighting, (l) 18 in , (2) 
30 in., (3) 24 x48in., 6 windows, (4 J rear and side, (5) blinds ontside. 
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(6) 32, (7) 17, (8) patent, (9) no. Heating and Tentilation, (1) stove, 
(2) register overhead. Ontbuildings, etc., (1) privy, (2) none. 
Miscellaneous, (1) 1-25 square feet jointed veneer, front and 1 
painted wood, 18 square feet between 2 windowa on lef t 'of seats, 
(2) wood shed and entry in building. District No. 4: Location, 
(1) clay, (2) no, (3) open, (4) no. Building, (1) 18 in. (3) yes, (3) 
3520, (4)20x22x8. Lighting, (1) la in., (i) 43 in., (3) 40 x 82. 6 
in No., (4) right side, front, rear, C5) yes, (6) 20, (7) 10, (8) wooden 
benches, (9) no. Mealing and ventilation, [1) stove, (2) none. Out* 
buildings, etc., (1) privy, <2) none. Miscellaneous, (18) square feet, 
wood, side. District No. 5 : Location, (1) clay, (2) no, (3) fields, 
(4) no Building, (1) 2 feet. (2) yee, (3J 4800, (4) 30 i 22 x 9- 
arched ceiling. • Lightinc;, (I) 4 in., (2) 53 in., (3) 28 i 40 in.. (4) 
side and rear, (5) yes, (6) 24, (T) 5, (8) ancient, [9] no. Heating 
and Tentilatiou, (1) stove, (2) windows and doors. Outbuildings, 
etc, (1) privy, <2) none. Miscellaneous, (1) 2842 square iDobea, 
wood, facing seats, side of room, (2) wood shed in room. 



Whitisg. — Hi^h School Building. — 1st Floor: Location, (1) 
sand, (a) no, (3) sheds, dwelling, cemetery, (4) yee. Building, (1) 4 
feet, (2) basement, rS) 4 rooms 10,710 each, 2 rooms 10,067 each, 
(4) 4 rooma 30 x 2a i 121-2-31 x 28 s 12J. Lighting, (1) 1 foot, 

(2) 2| feet, (3) 9 x 2", 4 rooms, 8 in each, 2 rooms, 9 in each, (4) 
tetir and aide, (5) yea, (6) 4 rooma, 42 seats, 2 rooms, 39 seats, (7) 
185, (8) patent, (9) yes. Heating and ventilation, (1) hot air, (2) 
Fuller & Warren's system. Outbuildings, etc., (1) none, (2) stand, 
ard. Miscellaneona, (1) 220 feet, front and side. Second Floor i 
Building, (3) 33,45B, (4) 64 x 41 x 121, also 4 recitation rooms, 29 
X 22 X 12f, 35 seats, 8 and 9 windows each room, 180 feet black- 
board, front and sides. Lighting, (1) L foot, (2) UJ feet, (3) 9 x 
2", (4) rear and aide, (5) yea, (H) 142, (7) 136, (8) patent, (9) 
yes. Beating and ventilation, outbuildiugd, etc, same as first floor. 
Miscellaneous, (I) 300 feet, front. Building No. 2: Location (1) 
sand, (2) no, (3) dwellings, (4) yes. Building, (1) 2 feet, (2) yes, 

(3) 14,662, (4) 38 x 21> x 12^. Lighting, (I) 28 in., (2) 30 in., (3) 3^ 
X 8, 8in., each, (4) rear and side, (5) yes, (6) No. 1, 57; 2, 54 ; 3, 
45; 4, 54; (7) No. 1, 41 ; 2, 43; 3, 43 ; 4, 41 ; first and second 
grade, (8) patent, (9) yes. Heating and ventilation, (1) furnace, 
(2) pressure. Ontbuildinga, (1) and (2) plumbing connected with 
aewer, flu§h closets. Miscellaneona, (1) 210, slate, aronnd room. 
Building No. 3: Location, (1) sand, (2) no, (3) dwellings, (4) yes. 
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Builditifr, (]) 3 feet, CJ) yes, (3) 2 rooms 11,856 eacb, 2 rooms 
12.792, (4) 2 rooms 36 x 26 x 12|, 2-36 s 26-14|. Lighting, (1) 
26 iD. z 35 in., (2) S feet, (3) 6 z 5J, 6 id each room, (4) Bides 
and rear, (5) yes, (6) No. 1, 54 seats ; 2, 45 ; S, 40; 4, 40 ; (7) No. 
1, 36 ; 2, 83 ; 3, 33; 4, 35; (S) patent, (9) jes. Heating and ventila- 
tioD, (1) furnace, (2) preasare system. Oubuildingg, etc., (2) water 
closets connected with sewer. Mi8cellaneoas,(l) 225 feet, slate, around 
rooms. Building Ho. 4: Location, (1) sand, (2) no, (3) dwellings, 
(4) yes. Building, (1) 3 feet, (2) yes, (3) 4 rooms 11,542 each, (4) 
8fi' X 25' X 12j. Lighting, (1) 2', (2) 3 feet, (3) 7", x 3, 10, (4) sides 
and rear, (6) yes, (6) No. 1, 45; 2, 64; 3, 45; 4, 46;(7) No. 1, 45; 2, 
87; 8, 40; i, 32; (8) patent, (9) yes. Heating and Tentilation. U) fur- 
iiace, (S) pressure system. Outbaiidings, etc., (0 none, (%) con- 
nected with sewer, automatic flusher. Miscellaneous, (1) 240 square 
feet, slate around room, (2) ventilating system in room 2, 3 and 
4 of but little benefit. 



BENNINGTON COUNTY. 

Arlington. — Report of Arlington School Building No. 2 : 
Location, U) coarse gravel, (2) no, (3J pleasant, (4) yea. Building, 
(1) 12 in., (2) no, (Z) higher department, 9450, primary, 9198, 
(4) higher, 27 X 25 x*14; primary, 27 x 24x14. Lighting, (1) 
4 ft. 1 in., (2) 8 ft. 4 in,, (8) 34 in, x 6 ft. 6 in., 5 in each room, 
(4) sides and back, (5) yes, (6) higher, 60 ; primary, 38, C7) higher, 
24 ; primary, 3f, (8) patent, (9) yea. Heating and ventilation, (1) 
wood stoves, (2) register in center of room. Outbuildings, (1) wood 
house and closets, (2) none. Miscellaneous, (1) higher depart- 
ment 48 ft., wood, 76 feet, painted on plastering; primary 31^ wood, 
83 painted on plastering; windows both sides. No 3 : Location, (Ij 
gravel, (2) no, (3) pleasant, (4) yes. Building, (1) 18 in , (2) no, (3) 
higher, 8100; primary, 7128, (4) 27 x 25 x 12 ; primary, 27 x 22 x 12- 
Lighting, (1)3 ft., (2) 3 ft. 7 in-, (3) 3 ft. 4 in. x 6 ft 6 in., (4) on 
all sides, (5) will have soon, (6) higher 50, primary 54, (7) higher 
26, primary 32, (8) patent, (9) yea. Heating and ventilation, (1) 
wood stove, (2) windows and doors. Miscellaneous, (1) 88 ft. one 
room, 47i in next, location, on all aidea. No. 4: Location, (1) 
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Eftiiti, (d) no, Ci) pleasant, (4) yes. Building, (1) 1 ft., (a) no, (8) 
S990, (4) 31 s 20 X H. Lighting, (1) 1 ft. 6 in., (2) 3 ft. 6 in., (3) 

3 s 5 ft., 6 windows, (4) sides and back, [5) will have soon, iti) 40, 
(7) 34, (8) patent. Heating and ventilation, (1) wood stove, (i) 
windows and doors. Outbuildings, etc., (1> earth closets only; {2) 
none. Miaceilaneous, (I) 60 sq.'ft, elate, 185 sq. ft., wood. This 
building needs reconstruction. JVb. 6: Location, (1) gravel ; {%) 
no, (3) pleasant, (4) yes. Building, (1) 12in., <2) no, (3) 4536, (4) 
18 X 24 X 10^. Lighting, (1) 1 ft. 8 in. one side and on end, 3 ft. 6 
in, (2) 3 ft,, (3) 4 ft. 8 in. x 2 ft. 7 in., 6 windows, (4) both sides 
and back, (5) yes, (6) 30, (7) 22, (8J patent, (9) no. Heating and 
ventilation, (1) wood stove, (2) by windowsand doors. Outbuildings, 
etc., (1) earth closets, (i) none. A'o. 7: Location, (1) gravel, (2) 
HO, (3) unpleasant, (4) no. Building, (i) 15 in., (2) do, (3) 2653, (4) 
17x18x8 ft. 8 in. Lighting, (1) 1. ft. 8 in., (2) 2 ft. 7 in , (3) 5 ft. 
I 2 ft. 8 in., 4 windows, (4) each aide, (5) yes, (6) 23, (7) 14-, (8) oJd 
style, (9) yes. Heating and ventilation, (1) wood stoves, (2) doors 
and windows. Outbuildings, etc, (I) wood house and privy, (2) 
none. Miscelfaneone, (1) 30^ sq. ft., matched boards, painted. N'o. 
B : Location, (I) gravel, (2) no, (3) unpleasant, (4) no. Building, (1) 

4 in., (2) no, (3) 2297, (4) 17 x 15 x 9. Lighting, (1) 2 ft. 2 in., (2) 
3 ft. 8 in., (3) 2 ft. 3 in. X 3 ft. 8i.i., 6 in number, (4) 2 on sides and 
one each end, (5) no, (6) 18, (7) 7, (8) old style, (9) no. Heating and 
ventilation, (1) wood stove, (2) windows and doors. Outbuildings, 
etc., <1) earth closets, (2) none. MisceHancous, (I) 23 feet, matched 
boards, 

Beitkinqton. — Bennington Town, Distriot No. I: Location, 

(1) sand, (2) no, (3) fields, (4) yes. Building, (1) 2 feet, (2) yes,. 

(3) 11,621, (4) 30x29' I 11*, 36 I 26' X U. Lighting, (1) 2 feet, 

(2) 2 feet 1 inch, (3) 6 feet 9 inches z 2 feet 10 inches, 6 windows, 

(4) sides, (5) yes, (6) 46, (7) 26, (8) old style, (9) yes. Heating and 
ventilation, (1 stove, (2) windows. Outbuildings, (1) privy, (2) none. 
Miscellaneous, (I) 3 x 6 x 10 feet 9 inches, (2) to be abandoned. 
District No. 2: Location, (1) gravel, (2) no, (3) fields, (4) no. Build- 
.ing, (1) 2 feet, (2) yes, (3) 3867, (4) No. 1, 19 x 22 x 9*, No. 2. 20 
feet 8 inches x 30 x 9 ft. Lighting, (1) 3 ft.. (2) 2*. (3) 4 x 2 ft 8 
in., 6 windows, (4) sides and rear, (5) yea, (6) 38, (7) .27, (By old 
style, (9) yes. Heating and ventilation, (1) stove, {'i) ceiling. 
Outbuildings, etc., {1) privy, (3) none. Miscellaneous, (I) 3 ft. 10 
in. X 5 ft., each room, 3 ft. 10 in. x 9 ft. 2 in. Dkirtcl No. 3: 
Location, (1) sand, (2) no, (3) fields, (4) no. Building, (1) 4 in,, 
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(2) no, (3) 1800, (4) 16x15x7 ft. 2 in. Lighting, (1) No. 1, 20», 
X 17, s 7 ft. 2 in., (2) 3 ft. 9 in., (3) 3', x 2 f t 1 in., 5 windows, 

(4) rear and sides, (5) no, (6) 26. (7) 8, (8) old, (fi) none. Heating 
and -ventilation, (1) stoye, (8) windows. Ontbuildings, etc., (1) 
privy, (2) none. Miscellaneous, (1) portable, 4 x 2ft. 10 in. Dis- 
trict No. 6: Location, (1) clay, {'2) necessary, (3) field, (i) yes, 
BnildJDg, (1) 12 in., (2) yes, (3) 3852, (4) 20 x 32 x 24 x 19 x 8 ft. 
2 in. Lighting, (1) finished into rafters, (2) 2'., (3) 4', r 2 ft. 
8 in., 6 windows, (4) rear and sides, (5) jee, (6) 35, (7) 28, (8) 
patent, (9) yes. Heating and ventilation, (I) stove, (2) roof. Out- 
bnildinge, etc., (I) single privy, (2) none. Miscellaneous, (1) wood 
front. No. 1,.?*, i 3 f t. 6 in. No, 2, %'«, x 2 ft. 4 in. District 
No. 7: Location, (1) gravel, (2) no, (3) field, (4) no, Bnilding, 

(1) a, (2) yes, (3) 3416, (4) 33' x 17'" x f* ft. 1 in., 25 x 83 ft. 
wood shed. Lighting,,(]) 9 in., (2) 3 ft. S in., (3) 4 ft. 1 in. x 2 f:., 
Swindows, (4) aide, front and rear, (6) no, (6) 40, (7) 47, (8) patent, 
(9) no. Heating and ventilation, (1) stove, (2) coiling. Oatbuild- 
ings, etc., (1) single privy, (2) no Miaoellaneona, (I) 3' x 12, 3' x 7', 
3' X 2 ft. 9 In., wood, front and left side. District No. 9: Loca- 
tion, (1) gravel, 'i] no, (3) fields, (4) no. Building, (1) 1 ft., (2) 
yea, (3) 3690, (4) 20' x24 x 7^ 23 x 26 ft. Lighting, (I) 18 in., 

(2) 8 ft., (3) 3', X a ft., 8 in., 10 windows, (4) sides, (5) yes, (6) 40, 
(7) 36, (8) patent, (9) no. Heating and ventilation, (I) stove, (2) 
ceiling. Ontbuildings, (1) double privy and shed, (2) none. Mis- 
cellaneous, (I) plaster and wood, 4 each, 51 x 45 in., front and 
sides. District No. 11. Location, (l) sand, (2) yes, (3) fields, (4) 
yes. Building, (1) 18 in., (2) yes, (3) 11704, (4) 26' x 22 x 8, 
•28 x46 ft. 4 in. Lighting, (1) 12 in., (2) 3 ft., (3) 4 x 3 ft. 7 in., 
£ windows, (4) front, rear and side, (6) yes, (6) 48, (7) 33, (8) old 
style, (9) yea. Heating and ventilation, (1) stove, (2) 8 in., ceiling 
veutilators. Out bnildi tigs, etc., (I] single privy, (2) none. Misoel- 
laneous, (1) board, front, 4^ x 10' side 4 x 2'. District No. 12: 
Location, (1) gravel, (2) no, (Z\ fielda, (4) yes. Building, (1) 18 in., 

(2) yea, {i) 4059, (4) 24* x 80* x 8', 25' x 21', x 5 f t. 8 in.' Light- 
ing, {1) 18 in., (2) 2J, (3) 4 x 2^, 8 windows, (\) each side, 

(5) yes, (6) 48, (7) 11, (8) old, (9) yes. Heating and ventilation, (I) 
stove, (2) ceiling. Outbuildings, etc., (1) single privy, (3) none. 
Miscellaneous, (1) wood front and front sides, 2 each 4> x 8 ft. S 
in.; 2 each 5x7x5x20ft. 3 in. District No. 16; Location, 
(1) gravel, (2) no, (3) fields, (4) yes. Bnilding, (1> 18 in.. [2) no, 

(3) 7488, (4) 24 X 26 X 12 X 27 X 29 ft. Lighting (U 18 in., (8) 2i It., 
(3) 4 X 2 ft. 7 in., 8 windows, (4) rear and aides, (5) no, (6) 42, (7) 
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41, (8) patent, (9) do. Heating and ventilation, (1) stove, (2) 
windows. Ontbnildings, (1) double privy, (2) none. Miscel- 
laneons, (1) board front, 8 x 13 ft.. Bide. District No. 19. — Beti' 
nington Center: Location, (1) clay, (2) no, (3) villago, (4) yea. 
Building, (I) 18 in., (3) no, (3) 9170, (4) 25' x 35» 1 10 x S6*» 1 37. 
Lighting, (1) 3. ft, (8) 3, (3) 4 i2 ft. 9in.,9window8, (4) aides, (5) 
blinds, (6) 40, (7) 33, (8) patent, (9) yes. Heating and ventilation, 

(1) coal stove, (2) ceiling. Outbnildinga, etc., (I) doable privy, (2) 
none. Misce)laneoas, (1) elate, 3 each, 5 x 4 ft., 2 each, 5 x 3', 1, 
4x4 ft., front. 

Bennington Graded School, District A: Location, (1) gravel, 

(2) no, (3) village, (4) yes. Building, (I) 18 in., (2) no, (8) 11,415, 
(4)30x27' X 14 ft. Lighting, (I) 3 ft. 8 in., (2) 3 ft. 6 in., (3) 
2' X 4 ft. 8 in., 7 windows, (4) sides aud front, (5) yes, (6) 48, (7) 
45, (8) patent, (9) yes. Heating and ventilation, (1) stove, (3) 
windows. Outbuildings, etc., (1) shed and condemned privy, (2) 
none. Ikfiscellaneous, (1) 3x 6 x 4 x 4ft. 8 in., wood. District B: 
Location, (1) gravel, (2) no, (3) village, (4) yes. Building, (1) 6% 
(2) yes, (3) 3984, (4) 26 x 82 x 12. Lighting, (1) 2 ft., (2) 2 ft. 10 
in., (3) 3' X 6 ft. 6 in., U windows, (4) sides and rear, (5) blinds, 

(6) 40, (7) 30, (8) patent, (9) yes. Heating and ventilation, (I) hot 
air, (3) Massachusetts system. Ontbnildings, etc., (1) none, (3) 
connected with public sewers and trapped. Miscellaneous, (1) 48 in.. 
Room A: (2] model school building. Room B: Lighting, (1) 2 ft, 
(2) 3 ft 10 in;, (3) same as A , (4) sides and rear, (5) yes, (6) 40, 

(7) 30, (8) patent, (9) yes. Heating and ventilation, (1) steam and hot 
air, (2) Massachusetts system. Outbuildings, [I) same as A., (2) 
same as room A. Miscellaneous, (1) 84 ft, slate. Room G; Lo* 
cation andbuilding same as rooms A and B. Lighting, (1) 3 ft, (2) 
A and B same, (3) A and B, (4) A and B room, (5) A and B, 
(6) A and B, (7) A and B, (8) A and B, (9) A and B. Heating and 
ventilation, (1) A and B, (2) A and B. Outbuildings, etc., (1) 
A and B, ['i) A and B. Miscellaueous, [1) same aa A and B. 
Room D: Same as 3 preceeding rooms. Room No. I. — \at Floor: 
Location, (1) gravel, (2) no, (3) village, (4) yes. Building, (1) 6 ft., 
(2) yes, (3) 10,080, (4) 28 x 30 i 12 ft Lighting, (1)2 ft, (2) 2 ft, 

(8) 3 ft, 8 in., 8 windows, (4) side and rear, (5) blinds, C6) 45, (7) 
45, (8) patent, (9) yes. Heating and ventilation, (1) old pari hot 
air gravity system, i. e., without blowers, corridors by steam and 
steam in same rooms, (8) old part Rattan system, blowers omitted. 
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OutbnildingE, etc. , ({) iioDe, (i) modern. MiEcellaueoas, (1; fro»t, 
4 z 31 ; left, 4 X 28, slate. 

North Bennington Graded School — Basement 2d. Primary: 
Location, (!) gravel, (2j no, (3) 8treet§, dwellings, fielda, (4) jes. 
Building, (1) -i ft., (2) yea, (3) 8210, (4] a9 x 80 i 9|. ft. Lighting, 
(1; none, (2) 6 ft. 8 in., (3) 8 x S ft. 7 windows, (4) rear and riglit, 
(5) yes, (6) 63, (7) 31, (8) 20 years ago, (9) no. Heating and venti- 
lation, (I) Ruby furnace each room, (2) ventilating shaft in each 
room and chimney in each room and cold air sapplied under fur- 
nace, — Oummingsof Troy, N. Y. Outbuildings, etc., (I) separate 
cli seta divided by wood shed and having separate entrances, (2) no. 
Miscellaneous, (1) mortar, 25 ft. x 3 1-6, aide, 17J fi. x 2 5-12 
front. First Floor Primary : Building, (8) 10,440, (4) 39 x 30 x 
12. Lighting, (1) a, (») 3 ft. 6 in., (3) 3 ft. x 6'., 7 windows, (4) 
right and rear in no room, left and rear in no room, (5) yes, (6) 49, 
(7j 49, (8) patent, [9) no. Miscellaneous, (1) 3J x 30 ft.; in several 
rooms extra blaekboarda between windows. Intermediate First 
Floor: Building, (3) 10,440, (4) 29 x 3U x 12 ft. Lighting, (1) 2, 

(2) 3' ft., (3) 3x6* ft., 7 windows, (5) yes, (6) 49, (7) 29, Miacel- 
laneouB, (1) 8J i 30 ft. Grammar Zd Floor : Building. (3) 10,440, 
(4) 29 X 30 X 12 ft. Lighting, (1) 8*, (2) 3 ft, (3) 3x6' ft., 7 
windows, (6) 40, (7) 32. Miscellaneous, (I) 3^ x 30 ft. Sigh 
School, 2d Floor: Building, (3) 10,440, (4) 29 x 80 x 12 ft Light- 
ing, (1) 3' ft, {2) 3, (3) 3x6' ft., 7 windows, (6) 50, (7) 43. MUcel- 
laneous, (1) 3^ x 30 ft. Audience Hall, Basemsnt •■ ' Building, (3) 
8410, (4) 29 X 30 X 9f ft. Lighting, (1) no, (2) 6 ft. 8 in., (3) 3 x 
3 ft. 7 windows, C6) none, (7) 190. 

Peru. — Peru, District No. 1 : Location, (1) loam. (2) no, 

(3) open, (4) yea. Building, (1) 12 in., (2) yes, (8) 2620, (i) 20 x 18 
X 1. Lighting, (U 13 in., (2) 3 feet, (3) 5 i 4, 6 windows, (4) sides, 
all, (5) no, (C) 22, (7) 12, (8) old, (9) no. Heating and ventilation, 
(1) stove, (2) windows. Outbuildings, etc-, (1) privy, (2) none. 
Miscellaneous, (1) 20 feet, wood. District No. 2 : Location, (1) 
loam, (3J no, (K) good, (4) yes. Building, (1) 12 in., (2) yes, (3) 
14,560, (4) 28 X 40 X IS. Lighting, (1) 15 in., (2) 3 feet, f9) 3 x 5 
feet, 6 wiudiws, (4) aides, (5) no, (6) 35, (7) 20, (8) old, (9) yes. ■ 
Heating and ventilation, (1) stove, (2) ceiling. Outbuildings, etc., 
(1) shed and privy,(2) none. -Miscellaneous, (I) 140 feet. District 
So. 3: Location, (I) loam, (2) no, (3] good, (4) yes. Building, 
(1) 12 in.. (2) yea, (:i) , (4) . Lighting, (1) 18 in., (2) 
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a feet 10 in., (3) 2 ft. 10 in. x 4 f t. 8 in., 5 windows, (4) .(S) 

no, (6) 22, (7) , (8) , (9) yee. He*ating and ventilation, 

(I) stove, (8) ceiling. Outbaildinga, etc , (1) privy, common, (8) 
none. Miscellaneona, (1) 25 feet. District No. 4: Location, (l) 

loam, (2) no, (3) good, (4) yes. Bnilding, (1) , (2) yea, (3) 

, (4) . Lighting. (1) 3 feet, (2) 2 ft. 6 in , (31 5 x 

2, 11 windows, (4) , (5) no, (6) 46, (7) 24, («) patent, (9) 

no. Heating and ventilation, (1) stove, (2) ceiling, Outbuildings, 

(1) 1 privy, (2) none. Miscellaneous, (1) . District No 5: 

Location, (1) loam, (2) no, (3) good, (4) yes. Building, (I) 3 feet, (S) 

yes, (3) , (4) . Lighting; (1) 12 in., (2) 2 feet 10 iii , (3) 

2 X 8. 6 windows, (4) , (5) no, (6) 20, (7) 8, (8) old style, W yes. 

Heating and ventilation, (1) stove, (9) windows. Outbuildings, etc , 
(1) privy, (2) none. Miscellaneous, (1^ 25 feet. District No. 6 : Lo- 
cation, (1) loam, (2) no, (3) good, (4) yes. Building, (1) 12 in., (2) yea, 
(3) 2800, (4) 20 X 20 s 7. Lighting, (1) 20 in., (2) 2 feet 10 'in , 
(3) 2 ft. 8 in. X 4 ft. 10 in., 5 windows, (4) side and rear, (5) no, 
(6) 2*^, (7) 10, (8) old, (9) no. Heating and ventilation, (1) stove. 
(9) windows. Outbuildings, etc, (1) privy, (2) none. Miscellan- 
eous, (1) 36 feet. District No. 7 : Location, (1) loam, (2) no, (3) 
good, (4) yes. Bnilding, (I) 1 foot, (2) no, (3) 1344, (4) 12 x 14 x 8. 
Lighting, (1) 6 in., (2) 3 feet, (3) 2 ft. 4 in. x 3 ft. 10 in., 5 win- 
dows, (4) , (5) no, (6) 11, (7) 5, (8) old, (9) yea. Heating 

and ventilation, (1) stove, (2) ceiling. Outbuilding, etc., (1) , 

(2) . Miscellaneous, (1) . 

Readsboro. — ReadiboTo School Building No. 1: Location, 
(1) gravel, (2) no, (3) highway on one side'and brook the other, (4) 
no. Building, (!)— in., (2) no, (3) 38,404, (4) 20x24x8. Lighting, 
(1) 14 in., (2) 8 in., (3) number of windows, 6, (4) rear, (5) yes, (6) 
30, (7) 18. 

Rupert. — Rupert No. 1: Location, (1) loam, (2) no. (3) road- 
side, (4) no. Bnilding, (1) 1 foot, (2) loose wall, (3) 3360, (4) 21 x 
20 x 8. Lighting. U) 6 in,, (2) 3 ft. 6 in. (3) 4 feet, 6 windows, (4) 
si'des and rear, (5) yea, (6) 32, (7) 18, (8) patent, (9) no. Heating 
and vehtilation, (1) stove, (2) ventilator overhead. Outbuildings, 
etc, (1) privy, (2) none. Miscellaneous, (1) wood, {2} good repair. 
District No. 2 : Location, (1) loam, (3) no, (3) fair, (4) no. 
Building, (1) 1 foot, (2) yes, (3) 4400, (4) 22 s 25 x 8. Light- 
ing, (1) 6 in., (2) 3J ft, (3) 4 ft., 4 windows, (4) sides, (5) 
"yes, (6) 24, (7) 13, (8) patent, (9) no. Heating and ventilation, (1) 
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Btove, (2) vimlowe. Outbuildinga, etc., (1) privy. MiscellaDeous, 
(1) nood. Dintrict ifo. 3: Location, (1) gravel, (2) no, (3) pleas- 
ant, (4) no. Buiiaing, (I) 1 foot, (2) yes, (3) 13,500, (4) 30 x 50 x 
9. Lighting, (I) 2} feet, (2) 2J feet, (3) 4 feet, 4 windows, (4) sides 
and front, (5) yes, (6) 100, (7) 66, (8) patent, (9) no. Heating and 
ventilation, (1) stove, (3) windows. Outbuildinge, etc-, (1) shed 
and privy, (2) none. Miseellaneous, (1) wood. District N'o.i: 
Location, (1) gravel, (2) no, (3) pleasant, (4) yes. Building, (1) 1 
foot, (2) yes, (3) 7300, (4) 80 i 30 x 8. Lighting, (1) 18 in., (2) 30 
in.. (3) 34 X 2i feet, 6 windows, (4) sides, (5) yes. (6) 48, (7) 16, 
(8) patent, (9) yes. Heating and ventilation, (I) stove, (2) win- 
dows. Outbuildings, etc., (1) shed and privy, (2) none. Miaoellan- 
eons, (1) 3 boards, 13 x 10, (2) 2 story, towu hall above. District 
Ii'o. 5: Location, (1) sand, {i) do, (3) highway, (4) no. Building, 

(1) 18 in, (2) yes, (3) 2592, (4) 18 x IS x 8. Lighting, (1) 1 foot, 

(2) 2 feet, (S) 6 x 2i, 4 windows, (4) sides, (5) yea, (6) 28, (7) 15, 
(8) old, (d) yes. Heating and ventilation, (I) stove, (2) windows. 
Outbuildings, etc., (1) privy, (2) none. Miscellaneous, (1) 3 xSfeet, 
atone. District Xo, 6: (1) loam, (2) no, (3) pleasant, (4) no. 
Building, (1) 1 foot, (2) no, (3) 2592, (4) 18 x 18 x 8. Lighting, 

(1) 1 foot, (2) 2 feet, (3) 2^ x 6, 5 windows, (4) sides and front, (5) 
no, (6) 20, (7) 9, (8) patent, (9) yes. Heating and ventilation, (1) 
stove, (2) overhead. Outbuildings, etc, (1) privy, shed, (i) none- 
Miscellaneous, (1) board, front. Dittrict No. 7: Location, (1) 
clay, (2) no, (3) highway, (4) no. Building, (I) 1 ft., (3) loose 
wall, (3) 3200, (4) 20 x 20 x 8 ft. Lighting. (1) 1 ft. 6 in., (2) 8 ft. 
6 in., (8) 4 X 2i ft,, 4 windows, (4) sides- and front, ^5) yes, (6) 16, 
(7) 9, (8) old, (9) no. Heating and ventilation, (I) stove, (2) over- 
head. Outbuildings, etc, (1) privy and shed, (2) none. Miscel- 
laneous, (I) board very poor. District No. 8 : Location, (1) clay, 

(2) no, (3)highway, (4) no. Building, (1) 18 in., (2) yes, (3) 9216, 

(4) .^2 X 82 X 9 ft. Lighting, (1) 2*, (2) 2 ft. 6 in., (3) 4 s 2^ ft., 6 
windows, (4) sides and front, (5) yes, (6) 32, (7) 5, (8) old, (9) no. - 
Heating and ventilation, (1) stove, (2) overhead. Outbnildinf^s, etc , 
(1) shed and privy, (2 none. Miscellaneous (1) board 5 x 2^. Dis- 
trict No. 9; Location, (1) gravel, (2) no, (3) highway, (4) no. 
Building, (1) 6 in., (2) no, (3) 3200, (4) 20 x 30 x 8 ft. Lighting, 
(1) 1 ft 6 in. ,(2) 2 ft. 8 in., (3) 4x2J, 4 windows, (4) sides and front, 

(5) yes, (6) 32, (r) 8, (8) patent, (9) no. Heating and ventilation, 
(1) stove, (2) overhead. Outbuildings, etc., (1) privy, (2) aone. 
Miscellaneous, (1) board, 2| x 6. 
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Samdgatb. — Sandgate District No. 1: Location, (I) slate, 
(%) no, (3) healthful, (4> do. Building, (1) 1 ft., (2) yes, (3) 1087, 
(4) 19i X \^x 8i ft. Lighting, (1) 10 in., (2) 3 ft., (3) 2' x 4 ft. 
4 in., 6 windows, (4) sides and end, (5) no, (6) 35, (7) 12, (8) board, 
(9) no. Heating and ventilation, (I) stove, (8) windows. Out- 
buildings, etc., (1) shed and privy, (2) none. MisoellaneouB, (1) 12* 
X 3 ft. 1 in., board, end. District No. 2: Location, (1) sand, 
(2) no, (3) healthful, (4) no. Building, (1) 1 ft., (2) yes, (3) 4S98, 
(A) :i3 X 19 X 11 ft. Lighting, (1) 2 ft. 3 in., (2) 2 ft. 6 in., (3) 
6» X 2 ft. 10 in., 4 windows, (4) sides and rear, (5) yea, 1%) 32, (7) 
21, (8) patent, (9) no. Heating and ventilation,^ (1) stove, (2) 
windows. Outbuildings, (1) shed and privy, (2) none, .Miscel- 
laneous, (1) 6' x 2 ft. 9 in ., wood, end and side. District No. 3 : 
Location, (1) sand, (2) no, (3) healthful, (4) no. Building, (1) 1 ft., 

(2) yes, (3) 3192, (4) 17 x 19 x 10 ft. Lighting, (1) 6 in., (2) 3 ft. 4 
ia.,(3) 2 X 4 ft. 2 in., 6 windows, (4) sides and one eud,(5) no, (6) 27, 
(7) 22, (8) board, (9) no. Heating and ventilation, (1) t-tove, (2) 
windows. > Outbuildings, etc., (1) shed and privy, (2) none. Mis- 
cellaneous, (1) SJ X 5 ft., board, side. District No. i: Location,- 
(1) sand, (2) no, (3) healthful, (4) no. Building, (1) 1 ft., (2) yes, (3) 
2408, (4) 17 X 17 X 8i ft. Lighting, (1) 23 in., <2) 2 ft. 9 in., 

(3) 3' X 2 ft. 3 in., 6 windows, (4) sides and end, (5) no, (6) 26, 
(7) 10, (a) board, (9) no. Heating, and ventilation, (1) stove, (2) 
windows. Outbuildings, etc., (1) shed and privy, <2) none. Mis- 
cellaneous, (1) 14 1-6 ft., board, end. District No. 7; Location, 
(1) slate, (2) no, [3) healthful, (4) no. Building, (1) ft., (2) yes, (3) 
5192, (4) 31^5 21 X Hi. Lighting, (1) 4ift, (2) 3^, (3) 2 x 4 ft, 8 
windows, (4) sides and rear, (6) yes, (6) 40, (7) 16, (8) board, (9) no. 
Heating and ventilation, (1) stove, (2) windows. Outbuildings, 
etc., (1) shed and privy, (2) none. Miscellaneous, (1) 22 ft,, board, 
end. District No. 8; Location, (1> sand, (2) no, (3) healthful, (4) 
no. Building, (1) 1 ft., (2) no, (3) 1290, (4) 15 x 12 x 7 1-6. 
Lighting, ID 6 in., (2) 3 ft. 5 in., (3) 2 x 3i ft., 5 windows, (i) sides 
and rear, (5) yes, (6) 20, (7) 14, (8) board, (9) no. Heating and 
yentilation, (1) stove, (2) windows. Outbuildings, etc., (1) shedand 
privy, (2) none. Miscellaneous, (1) 15 ft. board, 1, 12 ft,, opposite 
window. 

Shaptsburt. — Shafisbury School Building No. 2: Location, 
(1) clay, (2) no, (3) farm, (4) yes. Buildings, (1) 2 feet, (2) no, (3) 
7 392, (4) 24 X 28 X 11. Lighting, (1) 2J feet, (2) 3 feet, (3) 5^ feet 
X 3 feet 10 in., (4) sides and front, (5) yes, (6) 38, (7) 17, (8) old* 
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style, (9) no. Heating and ventilation, (1) wood stovu, (2) windows. 
Outbuilding?, plumbing, etc., (I; privy, (2) none. Miscellaneous, 
(t) 13| square feet, wood, between wiodowa. jVo. 3: Location, 
(I) clay, (2) yes, (a) pleiisant, (4) yea. Building, (1) 1 foot, (3) yes, 
{3) 4330, (4) 21 X 23 s 10. Lighting, (1) 3 feet, (2) 3 feet, (3) 2 
feet 10 in. x 5 feet, four, (i) sides, (5) yes, (6) 24, (7) 17, (8) mod- 
ern, (9) no. Heating and ventilation, (1) stove, wood, (2) windows. 
Outbuilding and plumbing, (1) double privy, (2) none. Miscel- 
laneous, (I) tiO square feet, wood, between windows. jVb. 6 : 
Location, (1) elate and clay, (2) no, (3) good, (4) yes. Building, 
(1) 18 in., (2). no, (3) 5808,(4)22x24x11. Lighting, (I) SJ 
ieet, (3) 3 feet, (3) 2 feet 10 in. x 5 feet 6 in., six. (4) aides and 
rear, (5) yes, (6) 32, (7) 12, (8) old style, (9) no. Heating and 
ventilation, (1) wood stove, (2) windows. Outbuilding, plambiu£, 

(1) woodshed and double privy, (i) none. Miscellaneous, (1) 57 
square feet, wood, between windows. No. 8 : Location, (1) gravel, 

(2) no, (3) good, (4) jea. Building, (1) 2 feet, (2) yes, (3) 319C, (4) 
IH X 304 X 8. Lighting, (1) 20 in., (2) 3 feet, (3) 28 x-44 in., six, 

■ (4} sides and rear, (5) yes, (6) 30, (7) 24, (8) patent, (9) no. Heating 
and ventilation, (1) wood stove, (2) windows. Outbuildings, plumb- 
ing, etc., (1) double privy, (2) none. Miscellaneous, (1) 60 feet, 
wood, between windows. No. 10 : Location, (1) sandy loam, (3) 
no, (3) good, (4) yes. Building, (I) 16 in, (2) no, (3) 4488, (4) 21 x 
22 X 10. Lighting, (1) 3 feet, (2}' ^ feet, (3) 3J x 4J feet, six, (4) 
sides and rear, (5) no, (6) 33, (7) 20, (8) ancient, {9} no. Heating and 
ventilation, (l)wood stove, (2) windows. Outbuildings, plumbing, 
etc., (1) woodshed and two privies, (2) none. Miacellaneons, (!) 27 
feet, between the windows. JVb. 12: Location, (1) sandy loam, 
(2) no, (3) good, (4) no. Building, (1) 6 in., (2) no, (3) 3800, (4) 19 
I 20 X 10. Lighting, (1) 28 in., (2) 35 in., (3) 24 s 50 in., six, (4) 
side and rear, (5) yes, (6) 36, (7) 13, (8) ancient, (9) no. 
Heating and ventilation, (I) wood stoves, (2) windows. Outbuild- 
ing, etc., (1) poor privy, (2) none. Miscellaneous, (1) 36 square 
feet, on side, between windows, JVb. 13: Location, (1) clay aad 
gravel, (2) no, (3) pleasant, (4) yes. Building, (1) 2 feet, (2) no, (S) 
4848, (4) 32 x 33 X 8. Lighting, (1) 4 in., (3) 2^ feet, (3) 3 feet 8 
in. X 5 feet, six, (4) sides and rear, (5) yes, (6) 40, (7) 14, (8) modern, 
(9) no. Heating and ventilation, (I) wood stove, (2) windows. 
Outbuildings, etc., (I) woodshed and two privies, (2) none. Miscel- 
laneous, (1) 58 square feet, wood, front of windows. jVo. 14, Two 
Rooms, Brick Buildings Location, (1) sand, (2) no, (3) good, (4) 

'yes. Building, (1) 2 feet 6 in., (3) y^, (3> 7S93, each room, (4) . 
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»a 129 X 11, each room. Lighting, (1) 'i feet 6 in., (Z) 3 feet, (3) 
3 feet 10 in. x 6 feet 6 in., eight, (4) sides and rear, (5) yes, (6) 50, 

(?) 44, (8> patent, (9) . Heatiagand ventilation, (Dcoal stoves, 

(ii) windows. Outbuildings, plumbing, etc., (1) ooal house and two 
privies, (2) none. MiecellaDeous, (1) 18 feet, side of room. No. 
17: Location, (1) sandy loam, (2) no, (3) good, (4) no. Building, 

(1) 1 foot, (2) yes, (8) 3686, (4) 19 x 22 x 9. Lighting, (1) 18 in., 
(3) 40 in., ("3) 4 feet 2 in. x 2 feet 10 in., two rooms, (4) front, rear 
and sides, (5) no, (6) 36, (7) 22, (8) ancient, (9) no. Keating and 
ventilation, (1] wood stove, (2) windows. Outbuildings, plumbing, 
etG, (1) wood shed and doable privy, (2) none. Miscellaneous, (1) 
30 feet, wood. 

SUHUBRLAND.— iVb. 1: Loc&tiOD, (1) gravel, (3) no, [3) pleas- 
ant, (4) no. Building, (1) 3 feet, (2) yes, (3) 6747, (4) 27 x 23 x 9i 
feet. Lighting, (1) ij feet, (2) 8 feet 7 in., (3) 4 x 7 in., (4) sides 
and front, (5) no, (6) 46, (?) 16, (8) common wooden seats and 
desks, [9] no. Heating and ventilation, (1) wood stove, (2) by 
windows and doors. OutbnildingB, plumbing, etc., (1) earth 
oloseta, (2) none. Miscellaneoas, (1) 58 feet — 33 feet board and 30^ 
feet painted on plastering. 

SuNDKRLAND BoBOnOB. — District No. 1: Location, (1) 
gravel,(2)uo, (8) pleasant, <4) yes. Building, (1) 4 in., (2) no, (3) 
7812, (4) 21 X 13 X 12. Lighting, (1) 8 ft. 3 in., (3) 8 ft. 3 in., (3) 
6» s 2 ft. 10 in., 6 windows, (4) both sides, (B) yes, (6) 84, (7) 18 ft., 
(8) old style, (9) no. Heating and ventilation, (1) wood stove, (3) 
windows and doors. OntbuiJdings, (1) small dilapidated clo et, 
(3) none. Miscellaneoas, (1)37^, between windows. No. 2: Lo- 
cation, (1) gravel, (2} no, (3) pleasant, (4) yes. Bnilding, (1) 4 in., (2) 
no, (3) 7906, (4; SO z 20 ft., length, sides, 8 ft, end IL ft., arched. 
Lighting, (1) sides to ceiling, end 3 ft. 2 in., (2) 3 ft. 8 in., (3) 3* 
X 4 ft. 10 in., 10 windows, (4) 4 sides, (6) no, (6) 63, i7) 13, (8) old 
style, (9j no. Heating and ventilation, (l)wood stove, (2) windows. 
Ontbaildings, etc., <1) small wood house and closet, (2) none. Mis- 
cellaneous (1) 36 ft., board, painted. No. 3: Location, (1) sand, 

(2) no, (3) nnpleassnt, (4) no. Building, (1) 6 in., (2) no, (8) 
3S52, (4) 19i X 19^ X 7 ft. 9 in. Lighting (1) 5 in., (2) 4 ft. 9 
in., (8) 2 ft, 8 in. X 8 ft. 4 in., 6 windows, (4) both sides and baclr, 
(6) no, (6) 39, (7) 38, (8) old wood seats, straight back, (9) no. 
Heating and ventilation, (1) wood stove. (S) by windows and doors. 
OutbnildingB and plumbing, (1) small wood house and closet, (2) 

(10) 
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□oue. Miscellaneous, (1) 24 ft. wood and 11 feet painted on walla 
located between windows, (2) unfit for school pnrposee. shoald be 
replaced with new building and location changed. No. 4: Loca- 
tion, (1) gravel, (2) no, (3) pleasant, (4) yea. Building, (1) 2 ft. 6 
iu., (3) no, (8) C051, (4) 26 x 32 x 1). Lightiag, (1) 3 ft. 7} in., 
(2) 2 ft. 3i in. , (3) S ft. 9 in. x 5 ft. 1 in, 6 windows, (4) each side, 
(5) no, (6) 40, (7, 20, (8) old style, (9) yes. Heating and ventila- 
tion, (1) wood stove, (2) windows and doors only. Oatbnildinge, 
etc, (1) wood house and closeta, (2) none. Miscellaneona, (I) 
188 ft., wall covered with matched boards and painted black, 
located on sides and ends. 



CALEDONIA COUNTr. 

Baknet, — In accordance with jour directions, have visited all 
the school buildings in Barnet and made a snrvey. 

Location. — As a rule the location is good and pleasant, with 
playgrounds provided in the 15 honsea and no artifical drainage 
required except No. IS, where the closets are on a higher plane of 
ground and the absorption must be in direction of the rooms used 
for regular sessions of school. When this house was visited foand 
both closets in a filthy condition and ordered director to cleanse 
before next term began, which I understand he did. Would 
recommend drainage for No. 12. 

Building. — The majority of the houses have ample capacity 
and are built upon stone underpinning high enough to allow of 
circulation of air underneath. Lighting; Accommodations in this 
line are good with exception of No. 7, where there is no light 
ooming from behind the scholars, but a large window between two 
blackboards which are not visible to pupils on the right and left side 
of room at the same time, the arrangement of windows is such in 
all oases except the above that rays of light strike the seats both 
from behind and the sides. Window curtains are provided except 
No. 7. Oloak rooms are not fonnd except in No. 11 and No. IS. 
Heating and Ventilation: Heating is done in all the houses by 
wood stoves, some of them located far from the center of room. 
Ventilation is done only by the windows except in Nos. 1, ?, 11, 12, 
1 7, where there are traps in the ceiling or> wall, and in No. 17 
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transome are orer doon, all of whicli methods are not Ttjry com- 
mendable, not being the moat improved. Ventilation is inseparably 
. connected with heating and the two should be secared simnltan- 
eonaly. Ontbnildings and plumbing: There is no plumbing in any 
of the houses. Frivies are dry cloeets, two to each Bcbool, with 
one or two ezoeptiona. Found as above stated some of them filled 
to overfiowing with fcecal matter which was accuraulated tor a long 
period in the vault, simply through negleot of the person io man- 
agement of the basineSB to have it removed, and strange to say, 
there are two closets in No- 2, which hare never been cleaned and 
cannot be until pr(^ision is madu therefor, which was neglected at 
time of building. Sanitary condition of privy at No. 7 ia very 
bad, think it has been complained of by neighbors. Would saggest 
that the cloaeta and rooms be placed under look and key every 
minute the school is not in seaaion, for damage is done to such 
buildings largely by people not resident or responsible. Would 
suggest that all closets be cleaned and disinfected, at least three 
times a year ; and through the hot weather every week, and well 
treated with freah earth or ashes. Blackboards : There is ample 
surface, but material is largely boards, painted over with ordinary 
black paint. In some oases there is provided slate, which is better, 
and in one instance canvas and another pulp, both good except in 
Vo. 7 referred to above, lighting is good. Eanning water to the 
school building, from springs near at hand, might be accomplished 
in several of the buildiugs with small expense and it is sadly needed 
in the larger bouses, both for drinking purposes and to supply water 
for set bowls instead of dry closets- 

I wish to commend the efforts of the teacbera in town for 
interest shown in keeping eanitation good, so far as metins are 
provided. Also wisfa to express my gratitude for the hearty 
co-operation granted me by the school directors and other officers 
of the town in obtaining sanitary conditions and hope such will 
continne to exist until farther improvement is accomplished. 
Respectfully submitted, 
H. A. ELLIOT, M. D., 

Health Officer, Barnet. 

BuBSE. — Digtrtct iVo. 2 : Location, (1) loam, (2) no, (3) 
fields, (4) none. Building, (1) 18 in., (2) yee, (3) 8249, (4) 19 x 
19 X 9. Lighting, (1) 18 in., (2) 12', (3) 4'" x 2', 6 windows, (4) 
sides and rear, (5) none, (6) 24, (7) 7">, (8) old style, (S) none. 
Heating and ventilation, (1) stove, (2) windows. Outbuildings, 
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etc., (t) wooduhed and closet, (2) none. Miscellaneous, (1) 7 x 2', 
wood, front. District No. 3, Martdale: Location, (I) dry loam, 

(2) no, (8). fields, (4) yea. Building, (l) 12 in., (2) no, (3) 3519,. 
(4) 28 X 17 s 9. Lighting, (1) 3 feet, (2) 2», (8) 4' i 2", 6 windows, 
(4) aides and rear, (5) yes, (6) 24. (7) 18, (8) patent, (9) yes. 
Heatins; and ventilation, (1) stove, (2) ceiling. Ontbnildings, etc., 

(1) woodshed and closet, (2) none. Miscellaneons, (1) 40 feet, 
plaster, front. District Ao 4, White School House: Location, (1) 
sand, (2) none, (3) open, (4) yes. Building, (1) 2 feet, (2) yes, (3) 
S899, (4) 27 X 28 I 9^. Lighting, (1) 2', (2) 2', (8) 2" x 6, « win- 
dowB, (4) aides and rear, (6) yes, (6) 42. (7) '30, (8) patent, (9) 
yea. Heating and ventilation, (1) stove, (2) windows. Ontbnild- 
inga, etc., (I) woodahed and closet, (2) none. Miscellaneous, (1) 
60 feet, paper, front. District Xo- 5, Hollow : Location, (I) 
loam, (2) none, (8) fields, (4) yes. Bnilding, (1) 18 in., (2) yea, 

(3) 45S4, (4) 23 X 22 X 9. Lighting, (1) 2 feet, {i) 2 feet 8 in., (3) 
4' X 3, 6 windows, (4) aides and rear, (5) yes, (6) 37, (7) 20, (8) 
patent, (9) none. Heating and ventilation, (1) -stove, (2) ceiling. 
Outbuildings, eto, (1) woodshed and cloaet, (2) none. Miscellan- 
eoua, (!) 9' x 8', plaster, front. District No. 8, East Burke Vil- 
lage: Location, (1) sand, (2) no, (8) open, (4) yes. Bnilding, (1) 
2 feet, (2) yes, (3) 8960, (4) 82 x 28 x 10. Lighting, (1) 2 feet 
4i in., (2) 2', (8) 5' x 3', 6 windows, (4) sides, (8) no, (6) 64, t?) 
12, (8) patent, (9) yes. Heating and ventilation, (1) stove, (2) 
ceiling and roof. Outbuildings, etc., (1) woodshed and cloaet, (2) 
none. Miscellaneons, (1) plaster and wood, 196 feet, front and 
between windows. District No. 7, Ward's: Location, (1) sand, 

(2) no, (3) open, (4) yes. Building, (1) 18 in., (2) yes, (3) rf762, 

(4) 19 I 22 X - . Lighting. (1) 1*, {2} 2', (3) 6x2', 6 windows, 
(4) sides and rear, (6) yes, (6) 24, (7) 10, (8) patent, (9) yee. 
Heating and ventilation, (1) stove, (2) ceiling. Oatbnildinga, etc., 
(1) woodshed and cloaet, (2) no. Miecellaneons, (1) 32 square feet, 
front, paper. District No. 9, West Burke Village: Location, (1) 
sand, (2) no, (3) fields, (4) yes. Building, (1) 1 in.. (2) none, (3) 
7800, (4) 30 I 26 I 10. Lighting, (1) 2*, (2) 2', (3) 66 in. x 2', 5 
windows, (4) sides and rear, (5) none, (6) 47 in north room, 40 in 
south room, (7) 60, (8) patent, (9) yes< Heating and ventilation, 

(1) stovea, (2) windows. Outbuildings, etc., (1) woodshed and 
closet, (2) no. MlBcellaneons, (1) one 28 x 3% plaster, one 9 x 3', 
paper, front. District No. 10, Pinkham: Location, (1) dry loam, 

(2) no, (8) rural, (4) yes. Building, (1) 18 in., (2) yes, (8) 3978, 
(4) 26 X 17 X 9. Lighting, (1) 1 foot 2 in., (2) 2", (3) 5' i 2", 6 
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windows, {i) rear and sides, (6) yea, (6) 30, (7) 18, (8) patent, (9) 
yes. HeatlBg and ventilation, (1) atove, (2) windows. Oatbuild- 
ings, etc., (1) woodshed and closet, (2) no. MiacellaneouB, (1) 28 
feet, paper, front. 

Ltndonviltb. — I herewith present my report of inspection 
of school honees for this town [Lyndon.) While the school bouses 
of this town will compare perhaps favorably with those of most 
other towns in the state, their sanitary condition is not what it 
ought to be. Ventilation: In no case is there any means of 
admitting fresh air into the school rooms except by throwing open 
doors or windows. The matter of the circulation ol fresh lur 
onder the buildings is in some cases not attended to as it ought to 
be. The clciseta are cleaned ont only occasionally, excrement 
accumulates in large quantities, and the odor is very offensive. 
These matters I shall bring before the Itlar< town meeting, and 
the school board, and strongly urge an improi ment. During the 
last school year the schools have not safEered ) any serious degree 
from contagions diseases. No school has had to be closed on that 
account. There have been a few cases of scarlet fever in different 
part« of the town. Great care has been exercised to prevent the 
contagion from being carried into the schools, and in no case have 
the schools suffered from that cause. The physicians of the town 
assist me in every way to prevent the spread of contagions diseases 
and to preserve the pnblic health. 

Yours very truly, 
DK. J. W. OOPELAND, 
Health Officer forXyndon and Lyndonville. 

School Bouse, Lyndonville, District No. 1 : Location, (1) sandy 
loam, (3) no, (3) dwellings in Pass. River, (4) yes. Bailding, (1) 
S, (2) yes, (3) 4 rooms in this building, room 1, 37 z 29 z 13 ; 
room 2, 87 x 26 x 13; room 3, 29 z 32 x 11 ; room 4, 29 x 32 x 11. 
Xjighting, (1) room 1, 2 feet; room 2, 2 feet ; room 3, 6 in.; room 
4, 6 in. ; heighth of window sills from floor, 3 feet in each room, 
(8) 8 X 8', 7 windows, (4) sides and rear, (5) yes, (6) room No. 1, 
60; No. 2, 64; Kos. 8 and 4, 58, (7) all seats occupied, (8) 
modem, (9) yes. Heating and ventilation, (1) furnace, (2) win- 
dows. Ontbuildings, etc., (1) water eloaeta will soon be provided. 
Miscellaneous, (1) room No. 1, 120 square feet, paper ; room No. 
2, 75 square feet, wood ; Nos. 3 and 4, 99 square fe«t each, paper. 
Diiirict No. 2: Location, (1) sandy loam, (2) no, (3) farming, (4) 
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yea. Boilding, (1) 1 foot, (2) no, (8) 7668, (4) 29 x 28 x 12. 
Lighting, (1) 4 feet, (2) 3 feet, (S) 4' z 2<, 7 wiDdowa, (4) sides and 
rear, (5) ;es, (6) 48, (7) 20, (8) old style, (9) no. Heating and 
ventilation, (1) stoves, (2) windows. Ontbnildings, etc., (1) shed 
and privy, (2) none. Atiscellaneons, (1) 46 square feet, wood. 
District No. El ; Location, (1) sand, (3) no, (3) farming, (4) yes. 
Building, (1) 1, (2) ao, (3) 3080, (4) 22 z 20x 7. Lighting, (1) 8 

in., (2) 8 feet, (3) 4 x 2', 8 windows, (4) -, (5) yes, («) 21, (7) 

2B, (8) modern, (9) no. Heating and ventilation, (1) Btoves, (2) 
windows. Ontbnildings, etc., (1) shed and privy, (2) none. Mis- 
cellaneous, (I) 26 square feet, wood. District No. 4: Location, 
(1) sandy, <2) no, (3) farming, (4) yes. Bnilding, (1) 2 feetr{2) 
yes, (3) 6790, (4) 24 z 2U x 13. Lighting, (1) on a curve, (2) 8, 
(8) 6' X 2', 6 windows, (4) on each side, (5) yes, (6) 36, (7) 18, (3) 
old style, (9) no. Heating and ventilation, (1) stoves, (2) windows. 
Outbuildings, etc., (1) sh^d and privy, (2) none, Miscellaneons, 
(1) 48 square feet. District No. h: Location, (1) gravel, (2) no, 
(8) farming, (4) yes. Bnilding, (1) 1*, (3) yes, (3) 4720, (4) 23 x 
20^ X 10. Lighting, (1) 2, (2) 3, (8) 5 x 2*, 5 windows, (4) sides, 
each, (5) yes, (6) 35, [?) 26, (8) patent, (9) no. Heating and venti- 
lation, (1) stoves, CI) windows. Outbuildings, etc., (1) shed and 
privy, (2) none. MiscellaneoDg, (1) 60 square feet. 

There are five other small school houses in varions parts of the 
town which were inspected from the ontside, the keys to the build- 
ings not being available at the time. Thej were in all respects, ao 
far as I could discover as to their sanitary condition, the same as 
those more fully reported, excepting Lyndonville school house. 
They are well located, with perhaps one exception. The measare* 
ments can be mode if yon think it necessary. The enrollment 
of scholars in these was 19, 17, 15, 14, 10. 

The village of Lyndon has a large graded school bnilding, 
brick, modem in style, two stories, warmed by fnrnaces. This is a 
very creditable building, is well up to the times, with the exception 
of the closets. They have no water to flush and carry ofi the 
excrement. They have no water system in the village, but hope 
to have before long. This building has tour schools, with an 
enrollment of 54, 69, 42, 46. 

Kewabe, — District No. 1: Location, (1) dry, (2) no, (8) 
good, (4) yes. Building, (1) 1 ft., (2) yes, (8) 3366, (4) 21 x 17 x 
9. Lighting, (1) 2 ft. 3 in., (2) 2 ft., (3) 3 ft. 8 in. z 4 fr. 9 in., 6 
windows, (4) sides and rear, (5) yes, (6) 20, (7) 8, (8) patent, (9) 
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yes. Heating and Tentilation, (1) Btove, (2) windows Ontbnild- 
ings, etc, (1) privy, (2) none. Uiecellsneonii, (1) SO ft., pointed 
board. Diitrict No. S: Location, (1) dry, (2) no, (8) good, (4) 
yea. Bailding, (1) 2% in., (2) yes, (3) 5819, (4) 23 x 23 z 11. 
Lighting, (1) 2 ft. 10 in., (2) 3 ft , (3) 3 ft. 9 in. x 6 ft., (4) aide 
and rear, (6) yes, (6) 40, (7) 15, (8) patent, (9) yes. Heating and 
Tentilation, (1) atove, (2) windows. Oatbaildings, etc., (1) priTy, 
(2) none. Miscellaneons, (1) 60 eq. ft., painted. District No. 4: 
Location, (1) dry, (3) no, (3) good, (4) yes. Bnilding, (1) 2 ft., (2) 
yes, (3) 4807, (4) 23 x 19 x 11 . Lighting, (1) 3 ft 6 in., (2) 3 ft. 
8 in., (3) 2 ft 6 in. X 4 ft. 8 in., 6 windows, (4) aide and rear, (6) 
no, (6) 24, (7) 20, (8) patent, (9) no- Heating and yentilation, (1) 
etove, {i) windows. Ontbnildings, etc, (1) privy, (3) none. Alis- 
cellaneons, (I) 50 sq. ft., board. District No. 6: Location, (1) 
loam, (2) no, (8) good, (4) no. Bailding, (1) 21 in., (2) yes, (3) 
-6175, (4) 33 X 25 X 9. Lighting, (1) 1 in., (2) 1 ft. 3 in., (3) 2 ft. 
4 in. X 5 ft., 6 windows, (4) side and rear, (5) no, (6) 30, (?) none, 
(8) wooii, (9) no. Heating and Tentilation, (1) stove, (2) windows. 
Ontbnildings, etc., (1) privy, (2) none. MisoellaneonB, (IV 24 sq. 
ft District No. 8: Location, (1) dry, (2) no, (3) good, (4) yea. 
Bnilding, (1) 18 in., (2) yes, (3) 2720, (4) 17 x 20 x «. Lighting, 
(1) 1 ft. 3 in., (2) 2 ft. 4 in., (8) 2 ft. 8 in. x 4 ft. 8 in., 6 windows, 
(4) aide and roar, (5) no, (6) 18, (7) 23, (8) patent; (9) no. Heat- 
ing and yentilation, (I) stove, (2) overhead. Ontbnildinga, etc., 

(1) privy, (2) none. Miscellaneona, (1) 36 ft., board, back. Dis- 
trict No. 9 s Location, (1) dry, (2) no, (8) good, (4) yes. Baild- 
ing, (1) 20 in., (2) yes, (3) 5318, (4) 21 z 23 x 11. Lighting, (1) 2 
ft. 6 in., (2) 3 ft. 6 in., (3) 2 ft 6 in. x 4 ft. 9 in., 6 windows, (4) 
Bide and rear, (6> no, (8) 28, (7) 15, (8) patent, (9) no. Heating 
and ventilation, (1) etOTe, (2) windows. Oatbaildings, etc., (1) 
privy, (2) none. Miscellaneona, (I) 42 sq. ft, hoard, side and 
back. District No. 10: Location, (1) dry, (2) no, (3) good, (4) 
yes. Bailding, (1) 1 ft., (2) yea, (3) 3240, (4) 18 x 18 x 10. Light- 
ing, (1) 2 ft , (2) 3 ft , (3) 2 ft. 7 in. X 4 ft. 8 in., 6 windows. (4) 
sides and rear, (6) yes, (6) 18, (7) 13, (8) good wooden seats, (9) 
yes. Heating and ventilation, (1) stove, (2) windows. Oatbaild- 
ings, etc., (1) privy, (2) none. Uiscellaneoas, (1) 39 ft., painted 
board. 

Pbachah. — District No. 1 : Location, (1) ledge and gravel, 

(2) no, (3) pleasant, with large common, (4) yes, Bailding, (1) 18 
in., (2) yea, (3) 7906i, (4) 27i x 25 x Hi. Lighting, (1) 42 in., 
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(3) 36 Id., (3) 60 in. x 39 in., 6 windows, (4) sides, (5) yes, (6) 48, 
(7) 26, (8) patent, (9) yes. Heating and ventilation, (1) wood 
stove, (2) side opening at top and bottom of room. Ontbuildings, 
etc., (1) ahed and privy, 1 building, (2) none. Miscellaneons, (1) 
186 aq. ft,, every side of room. District No. 2: Location, (1) 
loam, (2) no, (3) pleasant, (4) yea. Building, (1) 18 in., (2) yea, 
(3) 5642|, (4) 23 X 23 z 10 ft. 8 in. Lighting, (1) 32 in., (2) 34 
in., (8) 64 in. x 34 in., 8 windows, (4) sides and rear, (5) yes, (6) 32 
(7) none, (8) patent, (9) yea. Heating and ventilation, (1) wood 
stove, (2) windows. Outbuildings, etc., (1) privies built at a dis- 
tance, (2) none. Miscellaneous, (1) wood, 35 sq. ft,, front, (2) this 
hoase unoccupied this winter. District 2fo. 3: Location, (1) 
loam, (3) no, (8) pleaeani, with trees, (4) yes. Building, (1) 13 in., 
(2) DO, (3) 5382, (4) 27 i 23 i 8 ft. 8 in. Lighting, (1) 16 in., (2) 
36 in., (3) 52 in. z 29 in., S windows, (4) sides and rear, (6) yes, 
(6) 36, (7) 34, (8) patent, (9) yes. Heating and ventilation, (1) 
wood stove, (2) windows. Outbuildings, etc., [D shed, closet, 
separate from house, (2) Done. Miacellaoeous, (1) wood, 72 aq. ft., 
sides and front District No. 4: Location, (t) gravel, loam, (3) 
no, (81 not very pleasant, (4) no. Building, (1) 12 in., (2) no, (3) 
4800, (4) 24 z 24 z 8 ft. i in. Lighting, (1) 13 iu., (2) 38 in., (3) 
49 z 33 in., 9 windows, (4) sides and rear, (5) yes, (6) 30, (7) 6, (8) 
patent, (9) no. Heating and ventilatioD, (1) wood stove, (2) open- 
• ingin coiling. Oatbuildinge, etc., (1) shed and privy, (2) none. 
Miscellaneous, (1) wood, 40 sq. ft., front. District No. 5 : Loca- 
tion, (0 moist, (2) no, (3) very pleasant with grove, (4) yes. Build- 
ing, (1) 18 in., (2) yea, (3) 6568, (4) 24 z 24 z 9 ft. 8 in. Lighting, 
(1) 19 in., (3) 47 in., (S) 50 x 34 in., 6 windows, (4) front and sides, 
(6) yes, (6) 20 (7) 9, (8) patent, (9) yes. Heating and ventilation, 
(I) wood atove, (2) windows. Outbuildings, etc-, (I) shed and 
privy, (2) none. Miscellaneous, (1) 42 aq. ft., wood, front. Dis- 
trict Ifo. 7: Location, (1) loam, (3) no, (8) pleasant, (4) yes. 
Building, (1) 18 in., (i) yes, (3) 4704, (4) 24 z 2l z 9. Lighting, 

(1) 35 in., (2) 38 in , (8) 49 z 44 in., 5 windows, (4) sides, (5) no, (6) 
30, (7) 10, (8) patent, (9) yes. Heating and ventilation, (l) wood 
stove, (2) windows. Outbuildings, etc., (1) wood shed and privy, 

(2) none. Miscellaneous. (1) 37 sq. ft., wood, front. District No, 
8, Oreen Bay: Location, (1) mucky, (2) no, (3) near grove, (4) 
yes. Building, (1) 2 ft., (3) yes, (8) 6300, (4) 24 x 35 z 10. Light- 
ing, (1) 27 in., (3) 40 in., (3) 2 ft. 10 in. z 5 ft., 6 windows, (4) 
tear and sides, (5) yes, (6) 25, (7) ] 3, (8) patent, (9) yea. Heating 
and ventilation, (1) wood stove, (2) opening in ceiling. Outbuild- 
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inge,elc>, U) privy, (2) none. Miscellaneous, (I) 56 aq. ft., wood, 
front and sides. District No. 9; Location (1) dnmp, {?) yes, (3) 
pleasant, with trees, (4) yes. Building, (1) 3 ft., (2) yes, (S) 6300, 
(4) 28 X 35 X 9 ft. Lighting, [I) 21 in., (2) 32 in., (3) 30 x 56 in., 8 
windows, (4) sides and rear, (5) yea, (6) 55, (7) 'none, (8) patent, (9) 
yea. Heating and ventilatioQ, (1) wood stove, (2) opening in 
ceiling. Outbuildings, etc-, (1) shed and privy, (2) none. 
Miscellaneous, (1) 38 sq. ft., wood, front. District No. 12: Loca- 
tion, (1) sand, (2) no, (-S) pleasant, (4) yea. Bnilding. (1) 2 ft., (%) 
yes, (8) 5675, (4) 23 x 23 x 10 ft. Lighting, (1) 82 in., (2) 36 in., 
(3) S ft. 10 in. X 6 ft., 8 windows, (4) aide and rear, (6) yea, 6) 
-83,(7) 13, (8) patent, (9) yes. Heating and Tentilation, (1) wood 
store, (2) opening in ceiling. Outbuildings, etc., <l) privy, (2) 
nona Miscellaneone, (1) 67 sq. ft., wood, front. 



CHITTENDEN COUNTY. 

Bolton. — District No. 1: Location, (1) sandy, {2) no, (3) 
farming, (4) no. Building, (1) 3 ft., (8) yos, C3) 2890, (4) 17 x 17x 
10. Lighting, (1) 2 ft. 6 in., (2) 2 ft. 6 in., (3) 2 ft. 6 in. x 4 ft., 7 
windows, (4) sidea and rear, (5) no, (6) 24, (7) 10, (8) boards, (9) 
DO. Heating and ventilation, (1) wood stove, (3) windows. Out- 
bnildinga, etc., (1) privy, (3) none. Hiacellaneona, (I) 18 sq. ft., 
wood. District No. — : Building, (1) 2 ft., (2) yea, (3) 
4180, (4) 32 X 19 X 10 ft. Lighting, (1) 2 ft., (2) 3 ft. 4 
in., (3) 2 ft, 6 in. x 4 ft, 6 windows, (4) sidea and rear, (5) 
no, (6) 26, (?) 16, (8) board, (9) no. Heating and ventila- 
tion, (1) wood stove, (3) windowa. Ontbuildings, etc., (1 
privy, (2) none. Miscellaneous, (1) 30 sq. ft,, wood. District 
No. 8 ! Location, (1) gravel, (2) no, (3) shaded noolc, (4) no. 
Building, (1) 3 ft., (3) yes, (8) 3230, (4) 17 x 19 x 10 ft. Lighting. 
(1) 14 in., (2) 3 ft., (3) 2 ft. 6 in. x 4 fc, (4) aides and rear, (S) no, 
(6) Ifi, (7) 13, (8j wood, (9) none. Heating and ventilation, (1) 
wood stove, (3 windows. Outbuildings, etc., (I) privy, (3) none. 
Hiecellaneoua, (1) 18 sq. ft., wood. District No. 4: Location, (1) 
gravel. (2) no, (8) farming, (4) no. Bailding, (1) 3 ft., (2) yea, (8) 
8019, (4) 27 X 27 X 11 ft. Lighting, (1) 2 ft. 10 in., (2) 4, (3) 2 ft. 
10 in. z 5 ft, 9 windows, (4) sides and rear, (5) yea, (6) 84, (7) 30, 
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(8) patent, (9) yea. Heatiag and ventilation, (1) wood store. (2) 
windowa. , Ontbuildings, etc., (1) woodshed and privy, (8) none. 
Miscellaneona, (1) &1 sq. tt , wood. District Ab. 6 1 Location, {1> 
gravel, (2> no. (3) farming, (4) no. Bailding, (1) 3 ft., (2) yea, (3> 
6500, (4) 25 X 36 X 10 ft. Lighting, (I) 2 ft. 8 in., (2) 2 ft 6 in., (3> 

3 ft. 6 in. I 5 ft. 6 in., 6 windows, (4) sides and rear, (6) no, (6) 40, 

(7) 17, (8) wood, (9) yesi Heating and ventilation, [1) wood stoves, 
(2) windows. Ontbuildings, etc., (1) privy, (2) no. HiscelUneoos, 
(1) 82 sq. ft, wood. District Ko. 6: Location, (I) gravel, (2) no, 

(8) bigbwaj, (4) none. Bailding. (I) 1 ft., W) yes, (3) 2448, (4) 16 
X 17 1 9 ft. Lighting. (1) 1 ft. « in., (2) t ft. 9 in., (3) 3 (t. 6 in. 
s 4 ft. 8 in., 4 windows. (4) side and rear, (5) no, (6) 24. (7) 6, (8) 
oonamon seats, (9) no. Heating and ventilation, (I) wood, (2) 
windows. Ontbnildiogs, etc., (1) none. (2) none. Uiscellaneons, 
(1) 20 sq. ft. District Ho. 7: Location, (1) gravel, (2) no, (3) 
fanning, (4) no. Building, (I) I ft. 6 in., (2) yes, (3) 2295, (4) 17 x 
15 X 9 Lighting, [I) I ft. 6 in., (i) 3 ft. 4 in., (3) 2 ft. 2 in. i 4 ft. 

4 in., 6 windowa, (4) aide and rear, (6) no, (6)22,(7)17, (8) common, 

(9) no. Heating and ventilation, (1) wood stove, [2) windows, 
Otitbnildinga, etc., (I) privy, (2) none. Miscellaneons, (1) 1? sq. ft. 

Bdblikotok. — To the Vermont State Board of Health : Ac- 
oording to the Statutes, and by your direction, I have performed the 
duties assigned to me. I take pleasnre in making the following 
report reapecting the achool baildinga in thia city. Location: 
Moat of the sobool bnildinga are admirably located (with two or 
three exoeptiona) respecting the dryness of the soil an d air, for the 
admission of the direct raya of the aun into each room during the 
day. Their locations are to be commended reapectinK tho general 
and prevailing tone of morality in their commanitiea, as no liqoor 
saloons exiat there, bnt some of the recent atruotnrea are located on 
noiay atreeta, rendered so by the pasaing of cars on the trolley lines. 
The bnainesB of the achool houae, to be profitable, requires the 
absence of notae. The location of the Adams achool bailding is 
very objectionable. The nearneaa of trolley railroad, and the clay 
aoil saturated with water, causing the basement of the building to 
be very damp, which should otherwise always be dry. Further- 
more, the locations of the buildings are improved by the apocioos 
adjacent play-gronnds enrrounding them. Plan of the building : 
The most of them are of modern conetruction, which gives snGBcient 
space for a basement, which is useful for water closets, atoraite of 
fuel, heating apparatns, and not the least nsefal in giving ample 
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space for ^r cironktion under the -building. Farthermore, not 
more than two fioors are aaed for school pnrposes, and all recitatioa 
rooms are ob the same floor with the larger eofaool room, which is a 
decided merit, thus avoiding the np and down stairs several times 
a day, which would be a great evil if allowed and practiced, affect- 
ing the smaller papils and girls of a certain age. Ventilation ; In 
some of the buildings I observed that the sjetem of ventilation is 
not the beat approved plan. The inlets being on a low level, whilst 
the oatleta being by flues of a too small diameter, and at a high 
point in the room, but the reverse of this method should be used, 
with an apparatus to force the fresh air in, which will expel the 
foul air, thereby giving a lower temperature, and making the room 
comfortable for the scholars. Heating : Dry heat is used in many 
of the buildings. Preferable to this and steam heat, the hot water 
is the ideal system. Its advantages are realised in the spring and 
autumn, when little heat is necessary, and not very much for the 
comfort of the scholars ; the heat is more easily adjusted to the 
temperature of the atmosphere of the spring and autumn months. 
Sewerage : Little can be said respecting this department, as most 
of the buildings are connected with the street sewer, and the plumb- 
ing is in a good condition. The Pomeroy is not thus connected, 
but it gets constant care, so that the sanitary state of the building 
ia well. The Thayer building is in a similar condition. The High 
School building is in a bad condition, the urinals receiving good 
care and attention, but are not doing good service ; they are first- 
class nnisances, for a strong urinal odor emulates from them, 
lighting ; I observed that the position and size of the windows are 
in agreement with the latest recommendations, but too low from 
the ceiling ; also the window sill is not of sufficient height from the 
floor. Defective lighting is one ol the chief faults of school build- 
ings ; the windows should be within a few inches of the ceiling, 
and the window sill from four to five feet from the floor. Awnings 
should not be used as they cut off the light. Blinds or screens of 
a gray tint ore desirable. Seat and desk: In the recent buildings, 
J noticed that the seat and desk are adjustable to the size and age 
ol the scholar, but in many of the buildings there is no conformity 
to this idea, the seat and desk not being well adapted to the size 
and age of the occupant. I find the following directions from good 
authority, which seem to me to be practical. The height of the 
seat must be sncb that the feet of the pupil can rest easily on the 
floor. Of the desk, the pupil can sit erect and the arm swing 
freely, and the elbows will be just below the edge of the desk. The 
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edge of the desk should be in a perpendicalar line with, or a little 
jatting over the edge of the seat 111 adapted seats tend to produce 
deformitj of the papil by a stoopiDg, cramped and awkward posi- 
tion ; when the seat and desk are not well adjusted to the occupant 
nearsightedness and spine curvatures are prodaced. Some of the 
school rooms are over-crowded, but generally the majority of rooms 
are not, but when authority differs so widely relative to the amount 
of fresh air which should be introduced into a school room hourly, 
it is not easy to establish any rule or basis respecting this subject. 
A wide range is given by them, from 75 to 300 cubic feet per scholar. 
Some authorities advance the idea that smaller pupils or primary 
schools do not require as much space and fresh air as older pupils. 
This is an established physiological fact, that children from the age 
of 6 to 10 do not consume as much food as those from the age of 
15 to la, or an adult, hence the child of a lesser age does not 
exhale as much carbonic acid as one of an older age. Upon this 
lact, one authority would place more pupils of a lesser age, than of 
an older age in a room of a certain space, whilst another authority 
of equal wisdom would place an equal numher in the room of the 
same space, irrespective of age. 

The High School building requires eepecial mention. This 
building is a weighty matter to our city Fathers and School Board. 
It ia a menace to the prosperity of oar High School, and should be 
supplanted in the near future by a new building. In my inspec- 
tion I found in the High School room 305 pupils and 29,400 cubic 
feet of space in the room, affording to each scholar only 96H cubic 
feet ; from this unsanitary condition the only partial relief given 
to this incompatible condition^ is by the side recitation rooms. 
Bespectfully submitted, 

H. A. ORANDALL, M. D., 

Health Officer. 

J3 and Grammar, Nazareth Street: Location, (1) sand, (8) 
no, (3) dwellings, (4) yes. Building, (1) 2 ft., (3) yes, (31 7488, (4) 
26 2 34 1 12. Lighting, (1) 8 ft., (2) 3, (3) 2 ft. i 9 ft., 6 windows, 
(4) each side, (.5) yes, (6) 40, (7) 36. (8) patent, (9) yes. Heating 
and ventilation, (1) steam, (2) windows. OntbnildJngs, etc., (I) 
none, (%) water closets with sewer, Uiscellaneous, (1) 72 feet solid 
slate. B Intermediate, Nazareth: Location, (1) sand, (3) no, (3) 
dwellings, etc., (4) yea. Building, (1) 2, (8) yes, (3) 7488, (4) 26 i 
24 r 13. Lighting, (1) 8, (2) S, (3) 2 ft. 9 in. x 6 ft, 6 windows, 
(4) each side, (5) yes, (6) 40, (7) 40, (8) patent, (9) yes. Heating 
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and ventilation, (1) steam, (ti) windoirs. Oatbaildiogs, etc., (1) 
none. (2) vater closets with sewer. Miscellaneous, (L) 50 sq. ft. 
solid slate- A and B Intermediate, Nazareth: Location, (1 
sand, (2) no, (S) dwellings, (4) yes. Bnilding, (1) 18 in., (%) yee, 
. (8) 5909, (4) 36 z 34z 9f. Lighting,. (1) 6 in., (3) 2 ft. 6 in., (3) 
3 ft X 8 ft., 6 winaows, (4) each side, (5) yes, (6) 40, (7) 42, (8) 
patent, (9) yes. Heating and ventilation, (1) steam, (3) windows. 
Ontbnildings, etc., (1) none, (2) water closets with sewer. Miscel- 
laneous, (1) 52 sq. ft. solid slate. A Intermediate, Nazareth: Lo- 
cation, (1) sand, (2) no, (3) dwellingg, (4) yes. Building, (1) Hi in., 

(2) yea, (3) 7488, (4) 26 x 24 x 12. Lighting, (1) 3, (2) 3, (3) 3 ft. 
9 in. X 6 ft., 6 windows, (4) each side, (5) yes, (6) 40, (7) 40, (8) 
patent, (9) yes. Heating and ventilation, (I) eteam, (2) windows. 
Outbuildings, etc., (1) none, (2) water closets with sever. Miscel- 
laneous, (1) 50 sq. ft. solid ?late. B Primary, Nazareth : Loca- 
tion, (11 sand, (2) none, (3) dwelling, (4) yea. Buildiugr(l) 2 ft., 

(3) yes, (3) 12,5881, (4) 38^ x 82 x II}. Lighting, (1) 8^, (2) 2J, 
(3) 3 ft. X 6 ft., 6 windows, (4) each side, (5) no, (6) 72, (71 65, (8) 
patent, (9) yea. Heating and ventilation, (1) steam, (3) windows. 
Ontbnildines, etc., (1) none, (2) water closets with sewer. 'Miscel- 
laneous, (1) 87 sq, ft. solid slate. Primary A Nazareth: Loca- 
tion, (1) sand, (3) no, (3) dwellings, (4) yea. Building, (1) 12 in., 
(2) yea, (8) 7915, (4) 33 i 23J x llj. Lighting, (1) 3J, (2) 2^, (3) 
3 ft. X 6 ft., 6 windows, C4) each side, (fi) yea, (6) 82, (.1) 78, (8) 
patent, (9) yes. Heating and ventilation, (1) steam, (2) windows. 
Outbuildings, etc., (1) no, (2) water closets with sewer. Miscel- 
laDeons, (I) 87 sq. ft. solid slate. Preparatory Primary, Nazareth: 
Location, (1) sand, (2) no, (3) dwellings, (4) yes. Bnilding, (1) 
12 in., (2) yea, (8) 7671, (4) 33^ x 28^ x 9f. Lighting, (I) 2 ft., 
(2) 2}, (3) 3 ft. X 6 ft., 4 windows, (4) each side, (5) no, (6) 73, (7) 
75, (8) common, (9) yes. Heating and ventilation, (1) steam, (2) 
windows. Outbuildinga, etc, (1) no, (2) water closets with sewer. 
Miscellaneous, (l}48 3q. ft. plaster, coated. Primary Preparatory, 
Nazareth: Location, (1) sand, (2) no, (3 j dwellings, (4) yes. Build- 
ing, (1) 12 in., (2) yea, (3J 7680, (4) 33^ x 33 x 9} tt. Lighting, CI) 
2 ft., (2) 2 ft. 8 in., (S) 8 f t. x 6 ft., 4 windows, (4) each side, (5) 
yes, (6) 72, (7) 80, (8) patent, (9) yes. Heating and ventilation, (1) 
steam, (2) windows. Outbuildings, etc., (i; none, (2) water closets 
IT ith sewer. Miscellaneous, (1) 105 aq. ft. solid slate. Primary 
C, Pari Avenue: Location, (1) clay, (2) no, (3) fields, (4) no. 
Bnilding, (1) 6 in., (2) no, (3) 3560^, (4) 15i x 28 x 10 ft. Light- 
ing, (1) 3, (2) 3, (3) 2^ X 5 ft., 3 windows, (4) each aide, (5) yes, (6) 
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30, (7) 43, (8) patent, (91 no. Hexting and ventilation, (1) coal 
stove, (2) windows. Ontbnildiiiga, etc., (1) privy, (3) none. Mis- 
oellaneonB, (1) 120 Bq. ft., wood. Primary, Park Avenue: Loca- 
tion, (1) clay, {2) no, &) fields, (4) no. Building, (1) 6 in., (2) no, 
(3) 4370, (4) 19 X 28 s 10. Lighting, (O oo, (J) S, (3) « f t. x 8 ft,.. 
it windows, 2 ft. z K^ ft., !S windows, (1) Bide and front, (5) yes, (6) 
40, (7) S6, (8) patent, (9) no. Heating and ventilatioo, (1) coal 
stove, (2) windowB. Ontbnildings, etc., [1) privy, (2) none. Mis- 
cellaneooB, (1) S2^ sq. ft>, wood, (2) this building is a rented store. 
Ungraded, Pomroy Annex: Location, (1) sand, (2) no, (3) dwell- 
ings, (4) no. Building, (1) 2 ft., f2) yeB, (8) 7fi26; (4) 36 x a5i x 10 
ft. Lighting, (t) 2, (2) 2^, (3) 2^ x 6 ft., 10 windowi, (4) each side 
and rear, C5) yes, (6) 51, (7) 81, (8) patent, (9) yes. Heating and 
TSDtilation, (1) fnrnace, (2> windows. Outbuild inga, eto., (I) no, 
('^) water closets with sewer. Miscellaneous, (1) 110^ sq. ft. solid 
slate. Kindergarten, Pomroy Annex: Location, (1) sand, (2) uo, 
(8> dweUiDgs, (4) no. Building, (1) 2 fL, (2) yes, (3) 6579, (4) 21^ 
X 25^ X 13 It. Lighting, (1) 3, (2) 4, (3) 2^ ft. x 3 f t 6 in., 5 
windows, (4) each side and rear, (5) yea, (6) 30, (7) 39, (8) chair, (9) 
yes. Heating and ventilation, (1) furnace, (2) windows. Outbuild- 
ings, etc., (I) uo, (2) water closet with sewer. UisceUaneous, (1) 
40 sq. ft., wood, (2) originally hose house. Intermediate, Pomroy: 
Location, (1) loam, (2) no, (8) dwellings, (4) yes. Building, (1) 18 
in., (2) yes, (8) 101,478 ft., (4) 43 x 42 x 13 ft. Lighting, (1) 1 ft. 
6 in., (2) 3 ft. 6 in., (3) 2 ft. x 7 ft., 11 windows, (4) each side, (5) 
yes, (6) 110, (?) 106, (8) patent, (9) yes. Heating, ventiUtioD, out- 
buildings, etc., Smead'a system. Miscellaneous, (t) 216 sq. ft. 
plaster, coated. Primary, Pomroy: Location, (1) loam, (2) no, 

(3) dwellings, (4) yes. Building, (I) 1 ft., (2) yes, (3) 21,672 ft, (4) 
43x42 x 12 ft. Lighting, (I) 1 ft., (2) 3, (3) 2 ft. x 7 ft., 11 
windows, (4) each side, {h) yes, (6) 116, (7) 128, (9) patent, (9) yes. 
Heating and ventilation, outbuildinga, etc., Smead'a system. 
Misoellaneons, (1) 316 aq. ft,, plaster, coated. Intermediate £ and 
C Defartmeni, Allen School: Location, (I) loam, <2) none, (3) 
dwellings, (4) yes. Building, (1) 2 ft., (2) yes, (8) 10,7051 a., (4j 
26 X 30} z 18^. Lighting, (I) 1 ft. 6 in., (2] 3 ft. 9 in., (3) 3 f t. x 
9 fi., 7 windows, (4) side and rear, (6) yes, (6) 47, (7) 37, (8) patent, 
(9) yes. Heating and ventilation, (I) furnace, (2) Smith A 
Anthony system. Outbnildinga, etc., (I) no, (2) Smith & Anthony 
system. Miscellaneoua, (1) 194 &q. ft. solid slate. Gframmar and 
Intermediate C, Allen: Building, (1) 2 ft., (2) yes, (3) 10,706ii 

(4) 26 X 80^ X 18f Lighting, (1) 18 in., (2) 3 ft. 9 in., (3) 3 ft. x 
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9 ft., 7 windows, (4) etde and rear, (5) yes, (fi) 42, (7) S9, (8) patent, 
<9) yes. Keating, ventilatioii, oatbnildinga, etc., furnace, 
Smith & Antbony syatem. MisoellaneouB, (1) 194 sq. ft. Pri' 
mary A and B, Allen: Building, (11 2, (2) yea, (3) 10,914^ ft., (4) 
HH z 30i z 13^. Lighting, (1) IS in., {i) 3 ft. 9 iti., (3) 3 ft. z 9 
ft., 7 windowe, (4> side and rear, {b) yea, (6) 49, (7) 38, (8) patent, 
(9) yes. Heating, ventilation, ontboildings, etc., furnace. Smith 
& Anthony system. Uiscellaneous, (I) 194 solid slate. Primary 
C, Alhn: Lighting. (1) 18 in., (2) 3 fL, 9 in., (3) 3 f t. x 9 ft., 7 
windows, (4) aide and rear, (6) yes, (6) 58, (7} 86, (S) patent, (9) yea. 
Heating, TentilatioD, outbuildings, etc., furnace, Smith & 
Anthony system. Miscellaneous, (1) 194 ft., eolid slate. Kin- 
dergarten, Adams: Location, (1) loam, (2) no, (3) dwellings, (4) 
no. Building, (1) 12 in., (2) yea, (3) 8400, (4) 20 x 35 z 12. Light- 
ing, (1) 2^, (2) 2^, (3) 2J ft. x 7 ft., 10 windows, <4) each side and 
front, (5) yes, (6) 50, (7) 22, (8) chair, (9) yes. Heating and venti- 
lation, (1) coal stove, (2) windows. Outbuildings, etc., (1) none, 
(2t water closets with sewer. Miaoellaneous. (1) 7^ ft, wood, 
movaUe, (2) originally bose house. Primary, Adams: Loca- 
tion, (!) loam, (2) no, (S) dwellings, (4) yes. Bnilding, (1) 18 in., 
&) yea, (3} 22,963 ft., (4) 43 z 44^ z 12 ft. Lighting, (1) 1 ft., (2) 
S ft. 4 in-, (3) 3 ft. 10 in., x 6 f t. 6 in., 8 windows, (4) each side, 
(5) yea, <6) 116, (7) 108, (8) patent, (9) yes. Heating, ventilation, 
outbuildings etc., Smead's system. Miscellaneous, (I) 852 sq. ft. 
plaster, coated. Intermediate, Adams: Lighting, (1) 1 ft., (2) 8 
ft. 4 in-, (8) 3 ft. 10 in. z 6 f t. 8 in., 7 windows, (4) each aide, (5) 
yea, (61 99, (7) 106. (8) patent, (9) yea. Heating, ventilation, ont- 
buildings, etc., Smead's system. Miscellaneous, (1) 852 sq. ft. 
plaster, coated. Primary A, Barnes: Location, (1) loam, (2) no, 
(8) dwellings, (4) yes. Bnildinga, (1) 2, (2) yes, (3) 10,621, (4) 28 s 
39 X 18 ft. Lighting, (0 9 in., (2)' 3 ft. 9 in., (3) 8 f t. x 9 ft., 8 
windows, (4) side and rear, (5) yea, (Cj 56, (7) 63, (8) patent, (9) yes. 
Heating, ventilation, outbuildings, etc., Fuller & Warren system. 
Miscellaneous, (1) 424 sq. ft. solid slate. 

Primary 0, Barnes : Building, (1) 2 feet, (2) yea, (3) 9*13^, 
(4) 25< z 29 z 18. Lighting, (1) 9 in., (2) 8', (3) 3 x 9, 8 windowa, 
(4) sides and rear, (6) yee, (6J 66, (7i 55, (8) patent, (9) yea. Heat- 
ing, ventilation, outbuildings, etc.. Fuller & Warren's system. 
Miacellaneona, (1) 176 sqnare feet, aolid alate. Primary B, Barnes : 
Building, (1) a, (2) yes, (3) 9990*, (4) 26' z 29 x 18. Lighting, (1) 
9 in., (2) 8% (3) 8 z 9, 8 windows,- (4) sides and rear, (5) yes, (6) $2, 
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(7) 53, (8) patent, (9) jea* Heating, ventilation, outbuildings, etc, 
Faller & Warren's system. Misoeliatieous, (I) 176 sqaare feet, 
solid slate. Intermediate G, Barnes ; Building, [D 2 feet, (2) 
yes, (3) 9fi90J, (4) 26^ x 39 1 13. Lighting, (1) 9 in., (2) 3', (3) 3 
X 9, 8 windows, (4) side and rear, (5) yes, (6) 66, .(?) fifi, (8) patent, 
(9) yes. Heating, ventilation, ontbuiidings, etc.. Fuller & War- 
ren's system. MiscellSQeons, (1) 152 square feet, slate. Intermedi- 
ate B, Barnes : Building, (1) 2, [2) yes, (3) 9990^, (4) 26^ x 39 x 
13. Ltgbtiog, (1) 9 in^ (2) 3>, (3) 3 z 9, 8 windows, (4) side and 
rear, (5) yes, (6) 18, (7) 52, (H) patent, (9) yes. Heating, ventila- 
tion, ontbnildings, etc., Faller and Warren's system. Miscet- 
laneoas, (1) 176 square feet, solid slate. Intermediate A, Barnes ; 
Building, (1) 2, (2) yes, (3) 11,962, (4) 29 x 28 x 18^. Lighting, 

(1) 9 in., (2) 3', (3) 8 x 9, S windows, (4) side and rear, (5) yes, (6) 
46, (7) 35, (8) patent, (9) yes. Heating, ventilation, outbuildings, 
etc., Fuller & Warren's system. Miscellaneous, (1) 152 square 
feet, solid slate- Grammar, Barnes, same as intermediate. £in- 
dergarten, same as intermediate. Converse School: Location, (1) 
loam, (2) none, (3> dwellings, (4) yes. Building, (1) 2, (2) yes, (3) 
11,199^, (4) 32^ X 26^ X IS. Lighting, (1) 1 foot, (2) 3, (8) 3 x 9, 8 
windows, (4) rear and side, (5) yes, (6) 50, (7) 20, (8) chairs, C9) yes. 
Heating, ventilation, outbuildings, etc., Faller and Warreo'B 
system. Miscellaneous, (1) ISO square feet, solid slate, (2) fresh 
air inlet, size, 3x4^; 8 roome in this building ; the above describes 
all of them. lYom Primary to High, St. Mary's : Looation, (1) 
sand, (2) no, (3) good, (4) yes. Building, (1) 2, (2) yes, (3) 544S, 
(4) 29J X 20 X 11. Lighting, (1) 18 in., (2) 3i, (3) 3 x 7, 3 win- 
dows, (4) rear, (5) yes, (6) 2^ (7) 60, (8) patent, (9) yes. Heating 
and ventilation, (I) hot water, (2) windows. Outbuildings, etc., 
CI) none, (2) water closet with sewer. Miscellaneous, U) 164 square 
feet, plaster coated, (2) there bre 4 departments in this school each 
room arranged on plan of the other. A Grammar, St. Joseph's : 
Location, (I) sand, (2) no, (3) street and cemetery, (4) yes. Build- 
ing, (1) 1'. (2) yes, (3) 5544, (4) 21 x 24 x 11. Lighting, (1) 6 in , 

(2) 2J feet, (3) 2f x 5^, 4 windows, (4) left, (5) yes, (6) 36, (7) 38, 

(8) patent, (9) yes. Heating and ventilation, (1) steam, (2) win- 
dows. Outbuildings, etc., (1) none, (2) water closets oonneoted 
with sewer. Miscellaneous, (1) 105 square feet, solid slate. S 
Grammar Dept., St Joseph's: Locution, CI) sand, (2) no, (3) 
cemetery, (4) yes. Bnilding, (I) 1', (3] yes, (3) 5544, (i) 21 x 34 x 
11. Lighting, (1) 6 in., (2) 2J, (8) 2| x 5i, 4 windows, (4) right 
aide, (5) yes, (6) 52, (7) 48, (8) patent, (9) yes. Heating and venti- 
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iatioa, (1) steam, (i) windows. Outbuildings, etc., (1) none, (2) 
water closets with sewer. Miscellaneous, (1) 138- eqaare feet, solid 
slate. Primary, St- Joseph's : Location, (I) sand, (3) no, (3) 
cemetery, (4) yea. Bailding, (1) 1 foot, (2) yes, (3) 5922, (4) 2i x 
ZZi X 12J, Lighting, (1) 3 feet, (2) 3', (3) 3 i 6, 6 windows, (4) 
each side, (5) yes, (6) 48, (7) 60, (8) patent, (9) yea. Heating and 
ventilation, (1) hot water, (3) windows. Outbuildings, etc., (I) 
none, (3) water closets with sewer. Miscellaneous, (1) 60 square 
feet, wood. Intermediate, St. Joseph's : Location, (1) sand, (2) no, 

(3) cemetery, (4) yes. Bailding, (1) 1 foot, (3) yea, (3) 5676, (4) 
814 J 34 X 11. Lighting, (1) 2 feet, (3) 3', (3) 2' s 6, 4 windows, 

(4) right side, (5) yes, (6) 50, {7) 60, (8) patent, <9) yes. Heating 
and -ventilation, (1} steam, (3} windows. Outbuildings, etc., (1) 
none, (3) water closets with sewer. Miscellaneous, (1) 136 square 
feet, plaster coated. St- Patrick's: Location, (1) loam, (3) no, 

(3) dwellings, (4) yes. Building, (1) 1', (2) yes, (3) 5166, (4) 81 x 
24 X lOi. Lighting, [1] 3^, (2) 3, (3} 5^ x 3, 4 windows, (4) sides, 

(5) yes, (6) 40, (7) 39, (8) patent, (9) yes. Heating and ventilation, 

(1) steam, (2) windows. Outbuildings, etc., (1) no, (2) water 
closets connected with sewer. * Miscellaneous, (1) 3 x 35, solid 
slate.' C Intermediate : Location, (1) loam, (2) no, (3) dwellings, 

(4) yea. Building, (1) 1', (2) yes, (3) 5707i, (4) 21 x 34^ x lOJ. 
Lighting, (1) 2J, (2) 3, (8) 5" x 2", 5 windows, (4) each side, (5) yea, 

(6) 38, (7) 33, (8) patent, (9) yes. Heating and ventilation, (1) 
furnace, (2) windows. Outbuildings, etc., (I) none, (3) water 
closets connected with sewer. Miscellaneous, (1) 3 x 35, plas- 
ter, coated. Ungraded Providence Asylum : Location, (I) sandy, 

(2) no, (3) fields, (4) yes. Building, (1) 2 feet, (3) yea, (3) 15,488, 
(4) 44 X 22 s 16. Lighting, (1) 3J, (3) 3, (3) 3 x 7, 5 windows, (4) 
side and rear, (5) yes, (6) 65, (7) 65, (S) patent, (9) yes. Heating 
and ventilation, (1) steam, (2) windows. Outbuildings, etc., (I) 
none, (2) none. Miscellaneous, (1) 37 square feet, plaster coated. 

Ungraded Providence Asylum: Location, (1) sand, (2) no, (3) 

delds, (4j yes. Building, (1) 1', (2) yes, (3J 15,840, (4) 45 i 32 x 
16. Lighting, (1) SJ, (3) 3, (3) 3 x 7i, 4 windows, (4) aide and 
rear, (5) yes, (6) 65, (7) 65, (8) patent, (9) yes. Heating and renti- 
lation, (1) steam, (3) windows. Outbuildings, etc., <1) no, (3) 
water closets connected with cesapool. Misoellaneons, (1) 96 square 
feet, plaster coated. Primary B : Location, (I) loam, (2) no, (3) 
streets and dwellings, (4) yes. Building, (I) 2 feet, (2) yes, (3) 
6775, (4) 22 X 25 X lOJ. Lighting, (1) 2J, c2) 3, (8) 8"> x 5", 4 win- 
dows, (4) each side. (5) yea, (5) 46, (7) 29, (8) patent, (9) yes. Heat- 

ai) 
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iag and TeotilatioD, (1^ Bteam, (2) windows. Outbuildings, etc, 
(1) no, (i) connected with eewer. Miscellaneoue, (1) 96 square feet, 
solid slate. 1st Primary, St, Patrick't : Location, (1) loam, (2) 
no, (3) street and dwellings. (4) yea. Building, (U 1', (i) yea, (3) 
16,682i, U) 45 X 31^ x U. Lighting, (1) 3, «) 3, (3) 3 s 7,' 5 win- 
dows, (4) aide and rear, (5) yes, (6) 65, (7) 50, (S) patent, (9) yes. 
Heating and Tentilation, (1) fnrnace, (2) windows. Outbuildings, 
etc., (1) no, (a) water closets connected with sewer. Miscellaneous, 

(1) 120 square feet, solid slate, B Primary, St. Patrick's : Lo- 
cation, (1) loam, (3) yea, (3) street and dwellinga, (4) I'. Build- 
ing, (1) 1', (2) yes, (3) 5857J, [4) S3 i 14^ x 12|. Lighting, (1) 5, 

(2) Hi, (.S) 3 X 7, 4 windows, (4) side and rear, (5) no, (6) 50, (7) 50, 

(8) common, (9) yes, Heating end ventilation, (1) furnace, (2) 
windows. Outbuildings, eic,, (1) none, (2) water cloaeta connected 
with sewer. Miscellaneous, (1) 111 square feet, plaster coated. 
^kindergarten, SI. Patrick's: Location, (1) loam, (3J no, (3) dwell- 
ings, (4) yes. Buildings, (1) l', (2) yes, (3) 6047^, (4) 39 i 14i x 
ISi- Lighting, (1) 5, (2) 2J, (8) 8 x 5, 3 windows, (4) front and 
right, (5) yes, (6) 60, C7) 37, (8) chairs, (9) yes. Heating and venti- 
lation, (1) furnace, (2) windows. Ontbuildinga, etc., (1) no, (2) 
water closets, connected with sewer. Miscellaneons, (1) 111 Square 
feet, plaster coated, B and C Primary, Main 8i.: Location, (1) 
loam, ('2) no, (3) streets and dwellings, (4) yes. Building, (1) 1', ' 
wing, (2) no, (3) 5934, (4) 21f x 224 x 12. Lighting, (I) 3, (2) 3, 

(3) 6' X 10, 4 windows, (4) sides, (5) yea, (6) 40, (7) 30, (8) patent, 

(9) yes. Heating and ventilation, (1) store, coal, (2) windows and 
door. Outbuildings, etc., (1) no, (3) connected with sewer. Mis- 
cellaneona, (1) 132 square feet, plaster, coated, right, left and front. 
ffigk School : Location, (1) gravel, (2) no, (3) streets and dwellings, 

(4) yes. Building, (I) 3 feet, (2) yea, (3) 29,400, (4) 52Jx40x 
14. Lighting, (1) 6 in., (2) 3J feet, C3) 10 x 4^, 8 windows, (4) 
each side and rear, [a) yes, (B) 136 stationary seats, f7) 305, (8) 
patent and temporized benches, (9) yes. Heating and ventilation, 

(1) steam, (2) windows. Outbuildings, etc., (1) none, (2) TJ. 
0. Harper's. Miscellaneous, (1) plaster coated, 416 feet, (i) other 
recitation rooms ; those in lofl moat miserably arranged ; very 
inadequate. Grammar Dept., Sigh School: Location, (1) gravel, 

(2) no, (3) streets and dwellings, (4) yes. Buildings, (I) 2 ft., (2) 
yes, (3) 29,400, (4) 52^ z 40 1 14. Lighting, (1) 6 In., (2) 3 ft. 6 
in, (3) 10 x 4^, 8 windows, (4) sides and rear, (5) yes, (6) 146, (7) 
169, (8) extra seats furnished, pat«nt, (9) yes. Heating and vanti* 
lation, (1) steam, (2) windows. Outbuildings etc., (1} none, (2) JJ. 
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C. Harper. Miacellaneoue, {li il6 eq. ft. plaster, coated. Pri- 
mary A, St. Patrick's School: Location, (1) loam, (2) no, (3) street 
and dwellings, (4) yes. Building, (1) 2 ft., (2) yes, (S) 4200, (4) 80 
X 15 xl2. Lighting, (1) 3 ft., {i) 3^, (3) 3 f t. x 7 ft., 3 windows, (4) 
left and rear, (5) yea, (fi) 46, (7) 45, (8) patent, (9) yes. Heating and 
ventilation, U) furnace, (2) windows. Outbaildings, (1) none, (2) 
connected with sewer. Miscellaoeous, (1) 39J x t ft., plaster coated. 



BuBLlNQTON City. — Primarj/, Archibald Street: Location, 
(I) sandy, (2) no, (3) dwellings and barn, (4) yes. Building, (1) 2, 

(3) yes, (3) 18,093i, (4) 29^ x 49 x 13^. Lighting, (1) 2, {i) 3, (3) 
74 X 2i, 8 windows, (4) aides and rear, (5) yes, (6) 108, (7) 108, (8) 
patent, (9) yes. Heating and ventilation, (1) furnace, (3) windows. 
Outbuildings, (l) plumbing connected with sewer and trapped. 
Miscellaneous, (I) 139 ft. solid slate.. Primary, Thayer School: 
Location, (I) sandy, (2) no, (3) field, (4) yes. Building, (1) 1 ft. 6 
in.. (2) yes, (3) 10,466, (4) 35 x 23 x 13 ft Lighting, (I) 3, (2) 
3, (3) 7 ft. X 3 ft. 5 in., 7 windows, (4) left and rear, (5)yes, (6) 42, 

(7) 27, (8) patent, (9) yes. Heating and ventilation, (I) Fuller & 
Warren system. Outbuildings, etc., (1) none, (3) Fuller & War- 
ten system. Miscellaneous, (1) solid slate 102 ft. Grammar 
B, Main Street: Location, (L) loam, (3) no, (3) streets and dwell- 
ings, (4) yes. Building, (l) I'ft. 6 in., (2) yes, (3) 8387i, (4) 35 x 
Z^ X 11. Lighting, (1) 1 ft., [i) 2 ft. 8 in., (3) 2 ft. 8 in. x 6 ft. 8 
in., 7 windows, .(4) rear and left, (5) yes, (6) 46, (7) 46, (8) patent, 
(9) yes. Heating and ventilation, (1) dry heat, furnace, (2) windows. 
OutbuildiDga, etc., (1) none, (3) connected with sewer. Miscellan- 
eous, (I) 140 sq. ft. plaster, coated, rear and left. Grammar C, 
Main Street: Location, (1) loam, (2) no, (3) streets and dwellings, 

(4) yes. Building, (I) 1 ft. 6 in., (8) yes, (3) 8387J, (4) 35 x 30^ i 
11. Lighting, (1) 1 ft, (2) 3 (3) 2 ft. 8 in. x 6 f t. 8 in., 6 windows, 
(4) left and rear, (5) yes, (6) 43, (7) 38, (8) patent, (9) yes. Heat- 
ing and ventilation, (1) dry heat and furnace, (2) windows. Out* 
buildings, (1) no, (2) connected with sewer. Miscellaneous, (1) 171 
sq. ft. plaster, coated, rear and left. 

Oharlotte. — District ^0. 1: Location, (I) sandy loam, (2) 
no, (8) good, (4) yea. Building, (1) rock foundation, (2) yes, (3) 
8628, (4) 20 X 32 X S ft. Lighting, (1) 1 ft. 6 in., (2) 8 ft. 2 in., 
(3) 2 ft. I 4 it., 6 in room, (4) sides and front, (5) yes, (6) 28, (7) 16, 

(8) old style, (9) no. Heating and- ventilation, (1) wood stove, (3) 
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registera, windows and door. Outbnildings, etc., (I) none, (3) earth 
closets. MiscelUneoae, (1) 29 sq. f t , wood. Disirict No. 2: Lo- 
cation, (1) loam, (2) yes, (3) good, (4) do. Building, (1.) 8 in., [i) 
yes, (3) 3192, (4) 21x19x8 ft. Lighting, (1) 6 in., (2) 3, (3) 2 ft. 
6 in. z 4 ft. 6 in., 8 windows, (4) side and rear, (9) no, (6) 34, (7) 8, 
(8) patent, (9) no. Heating and ventilation, (H wood atove, {i) 
door and windows. Outbuilding etc., (1) none, (2) earth closets. 
Misoel Ian eons, (1) 20 sq. ft. District No. 5, Upper Room: Location, 
(1) sandy loam, (2) yes, (3) good, (4) yes. Bnilding, (1) 18 in,, (i) 
yes, (3) U,490, (4) 34^ x 85 x 12. Lighting, (1) 3 ft 8 in., (2) 2, 
(8) ^ I 74, 6 windows, (4) sides, (5) blinds, (6) 50, (7) 23, (8) 
patent, (9) yes. Heating and ventilation, (1) coal etoTes, (2) doors 
and windows. Outbuildings, etc., (1) none, (8) earth closets. Mis- 
cellaneons, (1) 196 sq. ft., board, all sides. District No. 5, Lower 
Room: Location, (I) sandy loam, (2) yeu, (3) good, (4) yes. Build- . 
ing, (1) 8 in., (2) yes, (3J 5600, (4) 28 x 25 x 8. Lighting, (I) 6^ 
in., (2) 2ift.,(3) 2 ft. 7 in. x 6 ft., 6 windows, (4) sides and rear, 
(5) yes, <6J 60, (7) 24, (8) patent, (9) yes. Heating and veotiiation, 

(1) coal stove, [^i) door and windows. Outbuildings, etc., (1) no, 

(2) door and windows. Miscellaneons, (1) 56 sq, ft., wood, side 
and rear. District No. 6; Location, (1) sandy loam, (3) yea, (3) 
good, (4) yes. Building, (1) 10 in., (3) yes, (3) 4692, (4) 24 x 21 x 
9i. Lighting, (1) 8 ft., (2) 2i ft., (8) 2 ft. 8 in. x 4 ft. 10 in , 6 
windowB, (4) sides and rear, (5) yes, (6) 80, (7) 13, (8) patent, (9) 
yes. Heating and ventilation, (1) wood stove, (2) door, windows 
and register over store. Ontbnildings, etc., {l).none, (2) earth 
closets. Miscellaneous, (1) 49 sq. ft. District No. 7: Location, 
(I) loam, (2) yes, (3) good, (4) no. Building, (1) 8 in., (3) yes, (3) 
3704i, (4) 17 X 28 X 9^. Lighting, (1) 3 ft. 4 in. , (2) 3 ft., (3) 2 ft. 4 
in. X 4 ft. 2 in,, 6 windows, (4) sides and rear, (5) yes, (6) 
24, (7) 13, (8) patent, (9) no. Heating and ventilation, (1) wood 
stove, (2) door and windows. Oatbuildings, etc., (1) shed, <2) earth 
closets. Miooellaneous, (1) 23 sq, ft. wood. Disirict No. 8 : Lo- 
cation, (1) loam, (2) yes, <S) sanitary, (4) yes. Building, (1) 1 ft, (2) 
3 ft., (3) 4104, (4) S4 X 19 X 9. Lighting. (H 2 ft., (2) 3 ft., (3) 2 
ft. 6 in. X 4 ft. 8 in., 6 windows, (4) sides and rear, (a) blinds, (6) 
82, (7) 10, (8) patent, (9) yes. Heating and ventilation, (1) wood 
stove, (2) door and windows. Outbuildings, etc., (1) wood shed, (2> 
door and windows. Miscellaneous, (I) 36 sq. ft., slate. District 
No. 9: Location, (1) sandy loam, (2) yes, (3) sanitary, (4) no. 
Building, (1) 6 in., (2) yes, (3)36014, (4) 21 x 21 x 8 1-6 ft. Light- 
ing, a) 8 in., (3) 3 ft. 4 in., (3)3 ft. 7 in. x 4 ft. 2 in., 6 windows, 
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4) sides and rear, (6) yes, (5) 26, (7) 20, (8) patent, f9) yes. Heat- 
ing and ventilatioD, (1) irood stove, {'i) doora, ivindows and regis- 
ters. Outbuildings, etc., (1) wood shed, C2) earth closets. Miscel- 
laneous, (1) 34 eq. ft., slate. District No. 10 : Location, (1) loam, 
(i) yes, (3) sanitary, (i) yea. Building, (1) 2 ft., (2) yea, [i() 5633J, 
(4) 36 X 25 X 8 ft. 8 in. Lighting, (1) 1 ft. 4 in., (2) 2 ft, 9 in., (3) 2 
ft. 7 in. i 4 ft. 7 in., 6 windows, (4) sides and rear, (5) blinds, (6) 
S6. (?) 20, (8) patent, (9) yes. Heating and ventilation, (1) wood 
Btovej (2) door and windows. Outbuildings, et»3, (1) none, base- 
ment used for wood, (2) earth closets. Miscellaneous, (I) 180 sq. ft., 
wood and alate. District Ho. 11: Location, (l)Joam, (^) no, (3) 
sanitary, (4) no. Building, (1) 1 ft. 8 in., (2) yea, (3) 2625, (4) 
17i X 20 X 7^ ft. Lighting, (1) 8 in., (3) 2 ft. 9 in., (3) 2 ft. 4 in. 
X 4 ft. 1 in., windows, (4) eides, front and rear, (5) yea, (6) 20, (7) 
13, (8) patent, (9) no. Heating and ventilation, (I) wood stove, 
(2) door, windows and register. Outbuildings, e c, (1) wood shed, 
(2) earth closets. Miscellaneoua, (1) 42 sq. ft., slate and wood. 
District No. 13: Location, (1) clay loam, (2) yes, (3) sanitary, (4) 
yes. Building, (I) 18 in, (■<) yes, (3) 4626^, (4) 25 i 19^ i 9J ft. 
Lighting, (1) 2 ft., (2) 3 ft. 9 in., (3) 3 ft. 9 in. x 4 ft. 9 in., 6 
windows, (4) sides and rear, (5) yes, (6) 80, (7) 12, (8) patent, (9) 
jes. Heating and ventilation, (1) wood stove, (2) doors, windows 
and registers. Outbaildings, etc., (1) wood ahed, (2) earth closets. 
Miscellaneona, (I) 63 sq. ft., wall. District No. 13: Location, (1) 
clay loam, (2) yes, (3) sanitary, (4) yes. Building, (1) I ft., (2) 
yes, (8) 4359, (4) 29 x 19 i 9 ft. 8 in. Lighting, (1) 1 ft. 2 in., (2) 
2 ft. 3 in., (8) 2 ft. 6 in. X 4 ft. 8 in., 6 windows, (4) sidea and 
rear, (6) yes, (6) 30, (7) 17, (8) patent, (9) yes. Heating and venti- 
lation, (1) wood stove, (2) door, windows, register. Outbuildings, 
etc., (1) wood shed, (2) earth closets. Miscellaneous, (1) 42 sq. 
ft., wood. District No • lit Location, (1) clay loam, (2)yes,(3) 
eanitary, (4) no. Building, (I) 6 in., (2) yes, (3) 2600, (4) 25 x 17 i 
8 ft. Lighting, (1) 1 ft. 9 in., (2) 2 ft. 3 in., (3) 2 f t. x 4 ft., 6 
■windows, (4) sides and rear, (5) yes, (6) 22, (7) 10, (8) board, (9) 
yes. Heating and ventilation, (1) wood stove, (2) door and win* 
dows, Otitbnildinga, etc., (1) none. Miscellaneous, (1) 25 sq. ft., 
wood. 



WiNOOSKi School No. &—(^lchester Union School: Loca- 
tion, (1) sand, (2) no, (3) farming, (4) yes. Building, (1) 1 foot, (2) 
no, (3) 4080, (4) 20 x 24 x 8'. Lighting, (I) 1 foot, (3) 3 feet, (8) 
4* X 2', 7 windows, (4) all aides, (5) no, (6) 30, 17) 80, (8) patent, (9) 
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yes. Heating and TeDtilation, (1) ateam, (2) windows. Ontboild- 
ings, etc., (1) shed and privy, (2) none. Miscellaneous, (1) 56 square 
feet^ board. School No. 14 : Location, (1) sand, (%) no, (8) farm- 
iog, (4) yee. Bailding, (1) 12 in., i.%) no, (3) 5529, (4) 37 z 31 x H- 
Lighting, (1) 31 in., (3) 8', (t) 4' x 3*, 6 windows, (4} rear and sides, 
(5) no, (6) 80, (7) 13, (8) board, (9) no. Heating and ventilation, 
(1) stoye, (2) windows. Ontbaildings, etc., (1) priTy and shed, (2) 
none. Miscellaneous, (1) 45 feet, board, facing windows. School 
No. 4 ; Location, (1) sand, (3) no, (3) cemetery, (4) no. Bnilding, 
a) 12 in., (2) no, (3) 4976, (4) 23' x 36J x Sj. Lighting, (1) 13 
in., (3) 3*, (3) 4' x 8', 7 windows, (4) rear and side, (5) do, (6) 18, 

(7) 15, (8) patent, (9) no. Heating and ventilation, (1) stove, (2) 
windows. Ontbaildings, etc., (1) privy and shed, (3) none. Mis- 
cellaneona, (1) 40 sqaare feet, board. School No. 3 : Location, 
(1) sand, (2) no, (3) cemetery, (4) no. Building, (1) 24 in., (3) 
no, (3) 7453, (4) 27 z 33 x 13. Lighting, (1) 34 in,, (2) 86 in., (3) 
4 I 2% 7 winaows, (4) rear and side, (6) no, (6) 50. (7) 25, (8) 
ancient, (9) yes. Heating and ventilation, (I) stove, (3) windows. 
Outbuildings, etc., (1) privy and shed, (3) none. MiBcellaneons, 
(1) 40 square feet. School No, 9: Location, (1) rocky, (2) no, 

(8) good, (4) yes. Buiiaing, (1) 12 in., (3) no, (3) 5940, <4) 31^ 
X 23 X 12. Lighting, (1) 18 in., (3) 48 in., (8) 45 x 32 jn., 7 win- 
dows, (4) Bides, (5) no, (6) 24, (?) 13, (8) patent, (9) no. Heating 
and ventilation, (1) stove, (3) windowp. Outbuildings, etc., (1) 
privy, shed, (2) none. Miscellaneous, (1) 30 sqnare feet Union 
School Boom No. 1: Location, (1) clay and gravel, (2) no, (8) 
streets, (4) yes. Boililing, (1) 18 in., (2) yes, (3) 10,fil5, (4) 32 i 
34 z 9|. Lighting, (1) 3U in., (2) 81 in., (8) 82 x 64 in., 8 win- 
dows, (4) rear and side, (6) no, (6) 50, (7) 30, (8) patent, (9) no. 
Healing and ventilation, (1) stove, (2) windows. Outbuildings, 
etc. , (1) privy and shed, (3) none. Miscellaneone, (1) IfiO sqnare 
feet, wood. Union Room No. 2 : Building, (3) 6076, (4) 83^ x 
24 X 9. Lighting, (1) 18 in., (2) 38 in., (3) 36 x 60 in , 4 windows, 
(4) sides and rear, (5) no, (6) 30, (7) 29, (S) patent, (9) yea. Heat- 
ing, ventilation, outbuildings same as Ko. 1 room. Miscellaneous, 
(1) 70 square feet, front. Room No. 3 : Building, (3) 12,960, (4) 48 
I 30 X 9. Lighting, (1) 14 in., (2) 30 in., (3) 36 x 60 in., 8 windows. 
(4) side and rear, (5) no, (6) 40, (7) 40, (8) patent, (9) yes. Heating, 
ventilation, ontbtlildingB, etc., same as rooms Nos. 1 and 3. Miscel- 
laneous, (1> 60 square feet, between windows. Ist Primary : 
Bnilding, (3) 10,513, (4) 32 x 34 i 93. Lighting, (1) 30 in., (2) 
81, (3) 32 X 64 in., 8 windows, (4) side and rear, (5) yes, (6) 46, (7) 
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55, tS) patent, (9) yes, 2d Primary, 1st Intermediate, 2d Intermedi- 
ate, Grammar and High the same. 2d Primary : Building, (3) 
6530, (4) 38i X 23^ x 9f. Lighting, (1) 23 in., (2) 30 in., (8) 32 
X 64 in., 8 windows, (4) Bide and i-ear, (5) yea, (6) 42, (7) 36, (8) 
patent, (9) yes. Miacellaneoas, (1) slate and wood, 90 sqnare feet, 
front. Ut Intermediate: Building, (3) 6478, (4) 24 x 31 z 9|. 
Lighting, (1) 22 in., (2) 31 in., (3) 31 x 64 in., S windons, (4) side 
and rear, (5) yes, (6) 50, (7) 38, (8) patent, (9) yes. MiecellaneouB, 
(1) 100 square feet, front. 2d Intermediate, Building No. St 
Building, (8) 8748, (4) 33 x 28 i 9J. Lighting. (1) 22 in., (2) 31 
in., (3) 31 X 64 in., 8 windows, (4) eide and rear, (5) yes, (6) 68, 

(7) 34, (8) patent, (9) yes. Miscellaneous, (1) 80 sqaare feet, wood, 
front. Grammar, No. 3 Building : Building, (3) 9317, (4) 81 x 
30 X 9i. Lighting, (1) 22 in , (2) 31 in., (3) 31 x 64 in., 8 win- 
dows, (4) side and rear, (5) yes, (6) 58, (7) 82, (8) patent, (9) yes. 
MiscellaneouB, (1) 120 feet, wood, front. High ; Building, 
(3) 7367. (4) 28i x 23} x 11. Lightinji, (1) 40 in., {2) 30 in., (3) 
33 I 64 in., 8 windows, (4) side and rear, (5) yes, (6) 38, (7) 31, 

(8) patent. (9) yes. Miscellaneous, (1) 80 square feet, slate, front^ 
and side. Malletts Bay School, Primary Department : Location, 

(1) clay and sand, (2) no, ('() fields, (4) yea. Building, (1) 12 in., 

(2) 40 in., (S) 10,584, (4) 28 x 36 x lOJ. Lighting, (1) 13 in., (2) 
40 ill., (8) 33 X 72 in., 8 windows, (4) side and rear, (5) yes, (6) 

56, (7) 40, (8) simple folding, (9) yes. Heating and ventilation, 
(1) stove, (2) windows. Outbuildings, etc., (1) shed and privy, (2) 
none. Miscollaneous, (1) 134 square feet, board, front and side. 
Intermediate: Location and Building same as Primary. Light- 
ing, (1) 30 in., (2) 25 in, (3) 33 x 72 in., 8 windows, (4) side and 
rear, (5) yes, (6) 56, (7) 24, (8) single folding, (9) yes. Heating, 
ventilation, outbuildings, eCc>, same as Primary. Miscellaneons, 
(1) 94 square feet, board, front and side. 



South Bublinqtoit — To the State Board of Health: I have 
the pleasure to present a report respecting my inspection of the 
school buildings in South Burlington. This town is an agricultural 
district. No village in it, hence no graded school. Many of the 
older pupils come to Burlington to be educated in the higher 
branches of learning. The town is divided into six school districts ; 
three of these districts have school houses of recent date and im- 
proved structure and furuishim^s. The buildings in the other 
three districts are structures of many years ago, and were probably 



by Google 



168 PIBBT BIBKKIAL REPOUT OP THE 

considered good, and were atilized by the parent age ot the last 
decade and generation. For detfuls and specificationB see aocoant 
of each house inspected. 

Bespeotfully submitted. 

H. A. CBANDAIiL, Health Officer. 



South BuRUNQTOK. — District No. I: Location, (1). sandy, 

(3) no, (3) fields, (4) yes. Building, (1) 2 ft., (2) yes, (3) 10,800, 

(4) 30 I 80 X 12. Lighting, (1) 3 ft. 6 in., (2) 3, (3) 3 it. i 8 ft., 
7 windows, (4) sides and rear, (5) yes, (6) 56, (7) 60, (8) old style, 
(9) yes. Heating and yentilation, (1) wood stove, (3) windows. 
Outbuildings, etc., (1) privy. (2) none. Miscellaneous, (1) 8 ft, i 
13 ft, wood, 3 ft. 1 18ft., slate. No. 2: Location, (1) sandy, (2) 
no, (3) fields, (4) yes. Building, (1) 6 in., (2) no, (8) 7776, (4) 27 
I 24 X 12. Lighting, (1) 2 ft. 6 in., (2) 3, (3) 2^ ft. x 5 ft., 5 win- 
dows, (4) sides and rear, (6; yes, (6) 51, (6) 36, (7) 36, (8) old style, 

_(9) no. Heating and ventilation, (1) wood stove, (2) windows. Out- 
buildings, etc., (1) privy, (2) none. Miscellaneous, (I) wood, 3 x 
Hi ft. m. 3: Location, (1) clay. (2) no, (3) fields, (4) no. 
Building, (1) 1 ft., (2) no, (3) 3200, (4) 30 i 20 x 8 ft. Lighting, 

(1) 6 in., (2) 3i, (3) 2^ ft. z 5i ft., 6 windows, (4) sides and rear, 

(5) yea, (6) 26, (7) 23, (8) common, (9) no. Heating and ventila- 
tion, (.1) wood stove, (2) windows. Outbuildings, etc., (1) apology 
for privy in wood shed, (2) none. Miscellaneous, (1) 3 ft. x 21 
ft., wood. No. i: Location, (1) clay, (2) no, (3) fields, (4) yes. 
Building, (1) 1 ft. 6 in., (2) yes, (3) 6000, (4) 35 x 20 i 12 ft. 
Lighting, (1) 3, (2) 3, (3) 2 ft. x 6 ft. 8 windows, (4) sides and 
rear, (5) no, (6) 24, (7) 12, (8) patent, (9) yea. Heating and venti- 
lation, (1) wood BtovB, (2) windows. Outbuildings, etc., (1) privies, 

(2) none. Miscellaneous, (1) 64, plaster painted. No. 5: Loca- 
tion, (I) clay (3) no, (3) fields, (4) no. Building, (1) 6 in, (2) no, (3) 
3000, (4) 16 X 20 X 10 ft. Lighting, (L) 6 in., (2) S ft. 6 in., (8) 6 
ft. X 2^ ft, 4 windows, (4) each side, (5) yea, {6) 18, (7) 10, (8) old 
style, (9) no. Heating and ventilation, (1) wood stove, (2) windows. 
Outbuildings, etc., (1) privies, (2) none. Mlsoellaneons, (1) SI sq. ft., 
wood. No. 6: Location, (1) loam, (2) no, (3) fields, (4) yes. 
Building, (1) 2 ft., (2) yes, (3) 5832, (4) 27 x 18 x 12. Lighting. 

(1) 3, (2) 3. (3) 3 ft. I 6 ft, 4 windows, (4) each side,. (5) yes, (6) 35, 
(7) 18, (8) chairs, (9) yes. Heating and ventilation, (1) wood stove, 

(2) windows. Outbuildings, etc., (1) privies, (2) none. Miscel- 
laneous, (1) 87, wood. 
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WiLLiSTOH. — WilUston Academy, Second Story: Location, 
U) clay, (2) yea, (S) village, (4) yes. Building, (1) 2 ft., (2) yee, (3) 
l],6a0, (4) 48 X 24 I 10 ft. Lighting, (1) 2 ft., (2) 3 ft., (3)8 ft. x 
5 ft., 9 windows, (4) rear and aide, (5) yes, <6) 50. (7) 22, (8) patent. 
(9) yea. Beating and ventilation, (1) atove, (3) windows. Out- 
buildinga, etc., {!) 3 privieB, (2) none. MiBcellaneons, (i) hard 
finish, 4 ft. X 18 ft., aide, 4 ft. i 26 ft., front. Primary Room: 
Building, (3) 7844, (4) 34 x 24 s 9 ft. Lighting, (1) 1 ft, 6 in., 
(2> 2.ft. '6 in., (3) 8 ft. x 5 ft., 6 windows, (4) sidea and rear, (5) 
yes, (6) 35, (7) 28, (8) patent, (9) yes. Heating and ventilation, (1) 
stoves, (3) windows. Outbuildings, etc., (1) privies, (2) none- 
Miecellaneons, tl)S4, wood. No. 2: Location, (1) allavial, (2) no, 
(8) farming, (4) yea. BuiMing, (1) IJ ft., (2) no, (8) 6256, (4) 84 x 
24 X 11 ft. Lighting, (I) 4, (2) 2, (3) 3 ft. x fi ft., 6 windows, (4) 
rear, side and front, (5) no, (6) 40, (7) 28, (8) patent, (9) no. 
Heating and veutilation, (I) atovea, (3) windows. OutbuildingSj 
etc., (1) privies, {%] none. Miscellaneous, (1) 86 aq. ft., between 
windows, hard Snish. No, 4: Location, (1) sand, (2) no, (8) land, 

(4) yes. Building, (I) 4 in., (2) no, (3) 8400, (4) 28 i 80 z 10 ft. 
Lighting, {1} 3 ft. 6 in., (2) 2 ft. 6 in., {3) 2J ft. x 5 ft., ( 
windows, (4) side and rear, (b) yea, (6) 80, (7) 32, (8) patent, (9) n( 
Heating and ventilation, (1) stoves, (2) windows. Outbuilding! 
etc., (1) privy, (2) none. Miscellaneous, (1) 3 ft. x20ft., wobdj 
side. No. 5: Location, (1) clay loam, (2) no, (3) good, (4) yea. 
Building, (1) 2 ft., (2) yea, (3) 6824, (4) 22 x 22 x 11. Lighting, 
(1) 8 ft., (2) 2 ft., (3) 2^ ft. X 6 ft., 6 windows, (4) sides and rear, 

(5) yes, (6) 30, (7) 24, (8) wood, (9) yea. Heating and ventilation. 
{1} stove, (2) windows. Outbaildinga, et«., (1) afaed and privy, (2) 
none. Miscellaneous, (1) 4 ft. x 12 ft., wood. No. 6: Location, 
(1) gravel, (2) no, (8) woods, (4) yes. Building, (1) 1 ft. 6 in., (2) 
yea, (3) 7160, (4) 22 x 20 x 14 ft. Lighting, (1) 4 ft, (2) 2', (3) 3 
It. 6 in. X 4 ft. 6 in., 4 windows, (4) aides. (5) yes, (6) 30, (7) 20, (8) 
patent, (9) no. Heating and ventilation, (1) atove. <2) windows. 
Ontbnildinga, etc., (1) 3 privies, (2) none. Miscellaneone, (1) 36 ft., 
wood, side. No. 7: Location, (I) sand, ii) no, (3) farming, (4) 
yes. Building, CD 1 ft., (2) yes, (8) 3960, (4) 20 x 22 
I 9 ft. Lighting, (1) 2 ft. 6 in., (2) 2, (8) 2 ft. 6 in. x 4 
ft. 6 in., 6 windows, (4) rear and sides, (5) no, (6) 20, (7) 21, (8) 
patent, (9] no. Heating and ventilation, (1) atove, (2) windows. 
Oatbuildinga, etc., (I) privy, (2) none. Miscellaneous, (I) 43 ft., 
board, front. No. 10: Location, (1) gravel, (2) no, (8) pleasant, 
(4) yes. Building, (1) 2 ft., (2) yes, (8) 6864, (4) 24 x 26 x 11. 
Lighting, (1) 4 ft., (2) 6 ft., <3) 8 ft. x 5 ft., 8 windows, (4) sides 
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and rear, C6) yea, (6) 30, (7) 16, (8) patent, (9) no. Heating and 
ventilation, (1) stores, (2) windows. Outbnildings, etc., (1) 2 
privieB, (3) none. Miscellaneona, (1) 72 ft., front. No. 11 : Loca- 
tion, (1) gravel, (2) no, (3) good, (4) jes. Building, (I) 1 ft. 6 in., 

(2) yes, (3) «20. H) 33 x 24 j 10. Lighting, [V 3 ft. 6 in., (2) 3 ft. 
6 in., (3) 3 ft. X 5 ft., 6 windows, (4) sides and rear, (5) no, (6) SO, 
{7)8, (8) old style, (9) no. Heating and ventilatioQ, U) stove, (2) 
windows. Outbnildings, etc., (1) 3 privies, (3) none. Miscellan- 
eons, (1) 21 ft., wood, side. No. 12: Location, (1) gravel, (2) no, 

(3) good, (4) yea. Building, (1) 1 ft. 6 in., (2) yes, (3) 6864, (4) 24 
X 26 X II ft. Lighting, (1) 3 *t., (3) 3, (3) 2J ft. x 5 ft., 6 win- 
dows, (41 sides and rear, (5} yes, (6) 28, (7) 25, (8] patent, (9) no. 
Heating and ventilation, (0 stove, (2) windows. Oatbaildinga, etc., 
(1) double privy, (2) none. Miecellaneong, (t) eaael, 8 ft. z 4 ft., 
36 wood, front. 



FRANKLIN COUNTY. 

Baksbspield — Brigham kcadsmy, 6 Booms: Location, (1) 
sand, (2) no, (3) open, (4) yes. Building, (1) 3 feet, (2) yes, (8) No. 
1,22,960; No. 2, 7000 | No. 3,7000: No. 4, 4032; No. 5,42,000; 
(4) No. 1, 41 X 40 X 14 feet ; Ko. 2. 30 x 20 x 14 feet ; No. 3, 80 x 
20 X 14 feet ; No. 4, 18 1 16 x 14 feet ; No. 5, 40 x 70 x 15 feet. 
Lighting, (1) 8 feet, (S) 3 feet, (8) No. 1, 3' x 8, 6 windows ; No 
2, 8' X 8, 4 windows ; No. 8, 3' x 8, 4 windows ; No. 4, S« x 8, 4 
windows ; No 5, 3' x 8, 16 windows ; (4) rear and sides, and in 
room 5 in front, (5) yes, (6) No. 1, 126 ; No. 2, 25 ; No. 3,, 20; 
No. 4, 20 ; No. 5, 400 ; (7) 157. (8) patent, (9) yes^ Heating and 
ventilation, (1) steam, (2) windows and register to loft. Oatbuild- 
ings, etc., (1) 2 privy baildings, (2j no. Miscellaneoas, (1) J of 
wall space, 3 feet 6 in., vertical section, slate, opposite and between 
windows. No. Us Location, (1) sand, (2) no, (3) pleasant, (4) 
yes. Building, (1) 2 feet, (2) yes, (3) 3600, (4) 20 x 18 x 10. 
Lighting, (1) 3 feet, (2) 3 feet, (3) 4x2 feet, 6 windows, (4) well 
distributed, (S) yes, (6) 30, (7) 12, (6) board, (9) no. Heating and 
ventilation, (1) stove, (2) windows, Ootballdings, etc., (I) shed 
and privy, (2) none. Miscellaneous, (1) 6 x S feet, between win- 
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dovs. District ^b. 10; Location, (1) clay, (2) no, (3) monntaiDs 
(4) no. Building, (1) 3, (S) yes, (3) 4800, (4) SO i 24 x 10 feet. 
Lighting, (1) 2 feet, (2) 3 feet, (3) 3 x 5, 7 windows, (4) 4 sides, (5) 
yes, (6) 28, (T) 13, (8) patent, (9) no. Heating and ventilation, 
(1) stove, (2) windows. Ontbnildinge, etc., (1) privy, (2) none, 
Miscellaneoas, (1) 2 boards, 6x3 feet. District No. 9 : Location, 

(1) rocky, (2) no, (3) pleasant, (4) yea. Building, (1) 3 feet, (2) 
yes, (3) 6912, (4) 24 x 24 x 12 feet. Lighting, (1) 18 in., (2> ^ 
feet, (3) 3 X 6 feet, 6 windows, (4) rear and sidef, (5) yes, (6) 22, 

(7) 6, (3) board, (9) no. Heating and ventilation, (1) stove, (2) 
ceiling. Ontbnildings, (1) privy, (2) none. Miscellaneous, (1) 6 
X 3, 8 z 3, painted plaster. District No. 7: Location, (1) sand, 

(2) no, (3) farms, (4) jes. Building, (1) 3 feet, (2) yes, (3) 8760, 
(4) 25 X 2S, X 14 feet. Lighting, U) i feet, (2) 4 feet, (3) 3 x 6 
feet, 6 windows, (4) sides and rear, (6) yes, (6) 40, (?) 22, (8) 
patent, (9) yes. Heating and ventilation, {!) stove, (2) windows. 
Ontbnildings, etc., (1) privy, (2) none. Miscellaneous, (1) 2 boards 
6x3, I, 3 X 3, board, and face windows. District No, 6: Loca- 
tion, (1) sand, (2) no, (3) good, 4 yes. Building, (1) 18 in., (2) 
yes, (3) 7000, (4) 2fi x 26 x 14 feet. Lighting, (1) 8 feet, (2) 4 feet, 

(3) 5 X 3 feet, 6 windows, (4) rear and side, (5) yes, (6) 36, (7) 14, 

(8) board, (9) no. Heating and ventilation, (1) stoves, (.2) windows. 
Oatbnildings, etc., (I) jirivy, (2) none. MiBcelJaneous, (1) 4 x 6 
feet, board, between windows. District No. 5: Location, (I) 
porons, (2) no, (3) good, (4) no. Bnilding, <1} 18 in., (2) yes, (S) 
■9000, (4) 30 X 25 X 12 feet. Lighting, (1) 4 feet, (2) 3 feet, (3) 3 x 
fi feet, 8 windows, (4) sides and rear, [6) yes, (6) 40, (7) 21, (8) com- 
mon, (9) yea. Heating and ventilation, (1) stove, (2) windows. 
Ontbnildings, etc., (1) shed and privy, (2) none. Miscellaneous, 
(1) 2' X 4 feet, front and side> District No. is Location, [I) 
sand, (2) no, (3) broken, (4) yes. Building, (1) 18 in., (2) yes, (3) 
5760, (4) 24 X 24 X 10. Lighting, (1) 2 feet, (2) 3 feet, (3) 3x6 
leet, 6 windows, (4) rear and side, (5) yes, (6) 18, (7) 17, (8) patent, 

(9) no. Heating and ventilation, (I) stove, (2) windows. Ontbnitd- 
ings, etc., (1) shed and privy, (2) none. Miscellaneous, (1) one, 8 x 
3 feet, front ; one, left, same size. District No, 8 : Location, (1) 
sand, (2) no, {3) good, (4) yes. Building, ri) 18 in., (2) yes, (8> 
4000, (4) 20 X 20 X 10. Lighting, (1) 6 in., (2) 3', (3) 3 x 5, 6 win- 
dows, (4) sides and rear, (6) no, (6) 38, (7) 12, (8) board, (9) no. 
Heating and ventilation, (1) stove, (2J windows and ceiling. Out- 
buildings, etc., (1) shed and privy, (2) none. Miscellaneous, (1) 6 x 
10 feet, front. District No. 2; Location, (1) sand, (2) no, (3) 
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pleasADt, (4) 76B. Building, (1) 'i feet, (2) yes, (3) 7830, (4) 33 x 30 
1 12. LightiDg, (1) 8 teet, (2) 3 feet, (3) 3 x 5 feet, 6 wlcdowa, (4) 
sides, (5) no, C6) 83, (7) 15, (8) board, (9) do. Heating and venti- 
lation, (1) stove, (2) windows and ceiling. Outbuildings, etc., (1) 
shed and privy, (2) none, Miacellaneons, (l)two, I ft. Sin. x 5 feet, one, 
3x9 feet, wood, corner. District No. 1 : Location, (1) sand, (2) 
no, (8) park, (4) no. Building, (I) 3 feet, (2) yes, (3) 10,206, (4) 
27 X 27 X 14 feet. Lighting, (1) 12 in., (2) S6 in., (8) 3 x 10 feet, 
(4) rear and sides. (5) yes, (6) 40, (7) tfi, (8) old style, (9) yes. 
Heating and ventilation, (1) stove, (2) windows and ceiling. Out- 
buildings, etc., (1) privy, (2) none. Miscellaneous, (t) two, 12 x 8 
feet, wood, face windows. 



Berkshire. —School Building, No. 1: Location, (1) sandy, 
(2) no, (3) good, (4) no. Building, (1) 1 ft., (3) no, (3) 8680, (4) 
81 X 28 X 10. Lighting, (1) 8 ft., (2) 3 ft., (3) 3 f t. x fi ft. 8 win- 
dows, (4) aides, (5) yes, (6) 40, (7) 26, (8) patent, (9) no. Heating 
and ventilation, (1) wood stove, (3) none. Outbuildings, etc., (1) 
wood shed and privy, (2) none- Miscellaneons, (I) 12 ft. x 3 ft,, 
wood, lower room, 27| ft., upper room. No. 2: Location, (1) 
clay, (2) no, (8) pleasant, (4) email. Building, (1) 1 ft. 6 in., (2) 
no, (3) 6831, {4) 23 x 37 s 11. Lighting, (IJ 3 ft., (2) S ft, (3) 2i 
ft. z !i ft., 7 windows, (4) sides and end, (5) yes, (6) 32, (7) 15, (8) 
boards, (9) no. Heating and ventilation, (1) wood stove, (2) win- 
dows. Outbuildings, plumbing, etc., (1) wood shed and privy, (2) 
none. Miscellaneous, (I) 3 x 19 ft., wood. No. 3: Location, (1) 
gravel, {i) none, (3) pleasant, (4) no. Building, (1) 1 ft. 6 in., (2) 
no, (3) 4370, {4) 19 x 33 x 10 ft. Lighting, (I) 1 ft. 6 in., (2) 8 ft. 
6 in., (3) HxA\ ft., 7 windows, (4) sides, (5) no, {(() 28, (7) 10, (8) 
wood bench, (9) no. Heating and ventilation, (1) wood stove, (%\ 
windows. Outbuildings, etc., (I) wood shod and privy, (2) none. 
Miscellaneous, (1) 10 x 6 ft., wood. No. 4: Location, (1) gravel,-(2) 
none, (3) good, {4} no. Bnilding, (1) 2 ft., (2) no, (3) 6145, (4) 21 
X 35 X 7 ft. Lighting, (I) J ft., (2) 3, (3) 3 ft. x 4 ft., ten 
windows, (4) sides, (5) yes, (6) 60, (7) 38, (8) plain benches, (9) no. 
Heating and ventilation, (1) wood stove, (2) windows. Outbuild- 
ings, plumbing, etc., (1) wood shed and privy, (3) none. No. 5: 
Location, (1) gravel, (2) no, (3) pleasant, (4) small. Building, (1) 6 
in., (2) no, W) 4588, (4) S3 x 19 x lOJ. Lighting. (I) 2 ft. 6 in,, 
(2) 3 ft , (3) 3 ft. X 5 ft., 6 windows, (4) sides and front, (5) yes, (6) 
16,(7) 10, (8) patent, (9) no. Heating and ventilation, (1) wood 
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stove, (2) windows. Outbuildings, et&., [1) wood shed and privy, 
(8) none. No. 7; Looation, (1) gravel. (2) no, (3) pleasant, (4) 
yes. Building, (1) 1 ft. 6 in.. (2) no, (3) 7020, (4) 85 x 27 x 10 
ft. Lighting, (1) 1 ft. 6 in., (2) 8 ft. 6 in., (3) S ft. x 5 ft., 8 win- 
dows, (4) sides and rear, (5) yes, (6) 40, (7) 80, {b) patent, (9) no. 
Keating and ventilation, (1) wood stove, (2) windows. Outbuild- 
ings, plumbing, etc>, (1) privy, (2) none. Miscellaneous, (I) 4 ft. 
X 7 ft., wood. JVo. 8: Looation, (1) clay, (2) yea, (3) good. (4) 
yes. Building, (1) 1 ft, 6 in., (2) no. (3) 4347, (4) 31 x 23 r 9 ft. 
Lighting, (1) 3 ft., (2) 2^ ft., C3) 3 f t. x 4 ft., 7 windows, (4) sides 
and ends, (5) yes, (6) 32, (7) 17, (8) boards, (9) no. Heating and 
ventilation, (1) wood stove, (3) windows. OntbiilldingSt plumbing. 
etc., (1) wood shed and privy. Miscellaneous, (I) 4 ft. x 12 ft , 
No. 9: Location, (1} gravel, (2) no, (3) pleasant, (4) yes. Build- 
ing, (l) 1 ft. 6 in., (2) no, (3) 5980, (4) sides and rear. Lighting, 

(1) 2J ft., (2) 2i ft., (3) 3 ft. X 5 ft. U) sides and rear, (5) yes, (6) 
40, (7) 23, (8) board, (9) no. Heating and ventilation, (1) wood 
stove, (2) windows. Outbuildings, plumbing, etc., (1) wood shed 
and privy, (2) none. Miscellaneous, (1) 7 ft. x 18 ft., wood. No. 
10: Location, (1) sandy, (2) none, (3) good, (4) no. Building, (1) 
8 ft., (2) no, (3) 7590, (4) 28 x 23 x 10 ft Lighting, (1) 2 ft. 6 in., 

(2) 3, (3) 21 ft. X 4J ft., (4) all sides, (5) no, (6) 22, C) 10, (8) pat- 
ent, (9) no. Heating and ventilation, U) wood stove, (3) windows. 
Outbuildings, plumbing, etc •, (1) woodshed and privy, (2) none. 
Miscellaneous, (1) 3 ft. 6 in. x 6 ft. 6 in. M. 12: Location, (I) 
stony, (2) no, (3) unpleasant, (4) no. Building, (1) 2 ft., (S) no, 

(3) 8496, (4) 19 X 23 X 8 ft. Lighting, (1) 2 ft., (2) 3 ft., (3) 4i ft. 
X 2| ft., (4] sides and ends, (5) no, (6) 24, (7) 12, (S) boards, (9) no. 
Heating and ventilation, (1) wood stove, (2) scuttle. Outbuildings, 
plumbing, etc., (1) wood shed, (2) none. Miscellaneons, (1) 4 ft. x 
6 ft., wood. No. 14: Location, (1) gravel, (2) no, (8) good, (4) 
no. Building, (1) 4 in., (2) no, (3) 2176. (4) 16J x 16J x 8 ft. 
Lighting, (1) 1 ft., {21 4 ft., (8) 2ift. x 4 ft., (4) 'sides and rear, (5) 
no, (6) 32, (7) 11, (8) boards, (9) no. Outbuildings, plumbing, etc., 
(1) privy, (2) none. Miscellaneous, (1) 4 x 6 ft. 3 in. x 4^ ft. 



Eso&BURQ— District No. 4: Ijocation, (1) rock, (2) no, (3/ 
fields, (4) yes. Building, (1) 18 in., (2) yes, (3) WMH, U) 83 x 
27 X 11 J feet. Lighting, (1) 3', (2) 2', (3) 5 i 2J, (4) sides, (5) yes, 
(fi) 74, (7) 29, (8) patent, (9) yea. Heating and ventilation, (1) 
stove, (2) ceiling and windows. Outbuildings, etc., <1) privy and 
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shed, (2) none. MtsoelUneous, (1) 54 square feet and 13 square 
feet, board. District No. 3: Lofcation, (I) clay, (2) no, (3) fields, 

(4) no. Building, (I) 1 foot, {i) yes, (3) G758, (4) 39 x S3 x 9'», 
Lighting, (1) 1', (i) 3', (3) 5 i 2'", 8 windows, (4) front, rear and 
Bidea, (5) yes, (6) 40, (7) 22, (8) common, (9) no. Heating and 
ventilation, (1) stove, (2) windows. Oatbuildinga, etc., (I) shed 
and privy, (2) none. Miscellaneous, (1) 3 z 7 feet, front, 3x8 feet, 
sides. District No. 3 : Location, CI) gravel, f3) no, (3) play 
groand, (4) yes. Building, (1) I foot, (3) yea, (3) 7638, (4) 33i x 
24 I 9i feet. Lighting, (1) S feet, (2) 2', (3) 4' x 2', 10 windows, 

(4) front, rear, side, (5) yes, (6) 48, (7) 24, (8) patent, (9) no. Heat- 
ing and ventilation, (1) stove, (2) ceiling and windows. Outbuild- 
ings, etc., (1) none, (3) none. Miscellaneous, (1) 4 — No. 1,3 x 5 feet, 
No. 2, 3 X 6 feet. No. S, 2i x 3 feet, (i) prlry in bad condition, 
District JVo. 4: Location, (t) gravel, i'i] no, (3) fields, (4) no. 
Building, (1) 1 foot, (2) yes, (3) 3935, (4) 19» x 21* x 9'. Lighting, 

(1) 29 in., (3) 25 in, (3) 5 x 2 feet, (4) aides, (5) yea, (6) 24, (7) 

(5) old style, (9) yea. Heating and ventilation, (1) stove, (2) win- 
dows and ceiling. Outbuildings, etc., (1) shed and privy, (2) non£. 
Miscellaueoua, (1) 8 x 4 feet, and 6 x 2*. District No. 5 : Loca- 
tion, (1) clay, (2) no, (3) fields, (4) small. Building, (1) 1 foot, (2) 
yes, (8) 2933, (4} 23 x 19 x 9. Lighting, (!) 1', (2) 3', f8) 4x4 
feet, 4 windows, (4) sides, (5) no, (6) 28, C) 5, (8) old style, (9) no. 
Heating and ventilation, (1) stove, (3) ceiling and windows. Oat- 
buildings, etc., (1) shed and privy. Miacellaneoua, (1) one 8x3 
and one 6x3 feet, board, aides, (3) poor condition of building. 
District No. 8 ! Location, (1) sand, (3) no, (3) , (4) no. Build- 
ing, (1) 6 in., (3) no, (3) 3496, (4) 20 i 20 x 9. Lighting, (1) 2'. 

(3) 2', (3) 4' X 2<, 8 windows, (1) each end and side, (6) yes, (6) 3S, 
(7) 21, (8) patent, (9) yea. Heating and ventilation, {1; stove, <2) 
windows. Outbuildings, etc., (1) shed and privy, (2) none. Mia" 
cellaneous, (1) 6 x 3, 4 x 3J feet, right of windows, (2) privy in bad 
condition. District No. 9 : Location, (1) clay, (3) no, (3) fields, 

(4) small. Building, (t) 1 foot, (3) yes, (3) 7034, (4) 28 i 26 x 9'. 
Lighting, (I) 1*, (2) 8', (3) 3 feet 6^ in., x i", 8 windows, (4) sidea 
and rear, (5) yes, ((i) 56, (?) 31, (8) patent, (9) yea. Heating and 
ventilation, (I) stove, (2) windows. Outbuildinga, etc., (I) shed 
and privy, (2) none. Miscellaneous, (1) 9J x 3and 4x3 feet, front, 
4x3 feet, front, 5^ x 2, side. District No. 10: Location, (1) 

(2) yes, (3) fields. (4) no. Building, (l) 6 in., (2) no, (8) 4817, (4) 
20J X asi X 10 feet. Lighting, [l] 2", (2) 2', (3) 5 x 2', 5 windows, 
(4) sides and retir, (5) no, (6) 40, (7) 16, (8) patent, (9) no. Ueai- 
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ingand Teotilation, (1) stove, ii) ceiling and windows. Outbuild- 
ingB, etc., (1) ehed and privj, (3) none. MiBceltaneous, (1) '8 x 
3^ feet and one 16 s 2 feet. District No. 12 : Location, (1) loam, 

(2) no, (3) highway and field, (4) no. Building, (1) 1 foot, (2) yee, 

(3) 5825, (4) 19 X 50 X 9'. Lighting, (I) 16 in., (2) 8 feet, (3) 4' 
I 2', 8 windows, (4) aide, front, rear, (5) partly, (6) 30, (7) 28, (8) 
patent, (9) no. Heating and ventilation, (I) stove, (2) windows and 
ceiling. Outbuildings, etc-, (I) ahed and privy, [2) none. Miscel- 
laneous, (1) 4x9} feet, board, front, 3x5 feet, composition, front, 
(3) good house. District JVo. 18 : Location, [1) clay, (3) no, (3) 
fields, (4) small. Building, (1) 1 foot, (2) yes, (3) 5266, (4) 25 x 22 
I 9. Lighting, (1) 1', (3) 3', (8) 4* x 2^ feet, 6 windows, (4) sides 
and rear, (5) yes, (6) 26, (7) 16, (3) patent, [9} no. Heating and 
ventilation, (1) stove, C2] windows and ceiling. Oatbuildings, etc., 
(1) shed and privy, (2) none. Miscellaneous, (1) 4 x 9 feet, board, 
front, 5i X 2^ feet, side. District Xo. 16 : Location, (1) clay, (2) 
no, (3) fields, (4) yes. Building. (1) 1 foot, (2) yes, (3) 7897, (4) 28 
X 25 X 11 feet. Lighting, (1) 3', f2) 3', (3} 5 x 3% 8 windows, (4) 
sides and rear, (5) yos, (6) 40, (7) 12, (8) patent, (9) yea. Heating 
and ventilation, (1) stove, (2) windows and door. Outbuildings, 
etc., (1) shed, (2) none. Miscellaneous, (1) 11 x 4 feet, side, 6 
X 4 feet, front, wood, (2) good house. District No. 16 : Location, 
CD loam, (2) no, (3) fields, (4) no. Building, (1) 1 foot, (2) yes, (S) 
4778i. (4) 17 X 19 X 9^. Lighting, (1) 2 feet, (2) 3 feet, (3) 4* 
I S, 6 windows, (4) sides and rear, (5) yes, (6) 32, (7) 17, (8) common, 
(9) poor. Heating and ventilation, (1) sl^ve, (2) ceiling. Outbuild- 
ings, etc., (1) privy and shed, (2) none. Miscellaneous, fl) 9} x 3J 
feet, 6x2 f^et. 



Graded High School: Location, (I) clay, (2) yea, (8) fields, 
(4) yes. Building, (0 2 ft., (2) yes, (3) 16,027, (4) 47 x 31 x 11. 
Lighting. (I) 3j ft., (2> 2 ft., (3) 5 ft. 4 in. x 2 ft. 10 in., 7 win- 
dows, (4) sides and rear, (5) yea, (6) 77, (7) — , (8) patent, ( 9) yea 
Heating and ventilation, (1) furnace, (2) hot and cold air register. 
Outbuildings, etc., (I) privy and shed, (2) connected with drain. 
Miscellaneous, (l) 47 x 3^ ft., slate. Qrammar Grade: Building, 
(3) 11,935, (4) 36 ;c SI X 11. Lighting, (1) S ft. 6 in., (2) 2, (3) 6 x 
2 ft. 10 in., 8 windows, (4) side, rear and front. (5) yes, (6) 42, (7) 
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— , (8) patent, (9) yes. Heating and ventilation and outbuildings, 
etc-, same as high achool. Miaoellaneoas, (1) 3 x 66 ft., board. 
Intermediate Grade: Building, (3) 9650, (4) 31^ i Si i 10 ft. 
Lighting, (0 3 ft., (.i) 2 ft., (3) 5 ft. 10 in. i 3 fL 9 in., 6 win- 
dows, (4) side and rear, (5) yes, (0) 55, (7) — , (8) patent, (9) yes. 
Heating, ventilation, outbuilding, etc., same aa high achool. Mis- 
cellaueona, (I) 45 x 3 j ft. Third Primary. Building, (3) 6510, 

(4) 27 ft % in. z 31 ft. s 10 ft. Lighting, (1) 2 ft. 6 in., \%) %, ()) 
6^ ft. X 2 ft., 6 windows, (4) sides and rear, (5) yes, (6) 56, (7] — , 
(8) patent, (9) yes. Heating, ventilation, outbuildings, etc, same 
as in high school. Miscellaoeoas, (O 31 ft. x 5 ft. 5 in. Second 
Primary: Building, (3) 10,850, (4) 85 x 71 i 10 ft. Lighting, <1) 
2 ft., (2) 2 ft., (8) 6 ft. X 2S ft., 8 windows. (4) front,rearaad aides, 

(5) yes, (6) 54, (7) — , <8) patent, (9) yes. Heating, ventilation, 
outbuildings, etc., same as in high achool. Miacellaueons, (1) 60 s 
4 ft., board. Jenne Block, First Primary: Location, (1) clay, 
(3) yes, (3) highway, f4) yes. Building, (1) — , (2) yes, (3) 7452, (4) 
23 X 27 X 12 ft. Lighting, (1) 4 ft., (2) 2 ft., (3) 2, 8^ » 6 ft., 
1, 2 ft X 6 it., (4) aides and rear, (5) yes, (6) 38, (7) — , C8) 
patent, (9) no. Heating and ventilation, (l)furnace, (%J windows. 
Outbaildings, etc., (I) poor privy, (2) none. Miacellaneoas, (1) 5^ 
ft. X 3 ft. 



Fairfax, District No, 1 : Location, (1) clay, (2) no, (3) good, 
(4) no. Building, (1) 1 ft., (2) yea, (3) 4480, (4) 33 x 29 x 10 ft.. 
Lighting, (1) 2 ft, (2) 4 ft., (3) 3 f t x 4 ft, 7 windows, (4) rear all 
sides, (5) yea, (6) 28, (7) 19, (8) patent, (9) yes. Heating and venti- 
lation, (1) stove, (2) windows. Outbuildinga, etc., [I) privy, shed, 
(2) none. Miscellaneous, (1) 40 ft. front, wood. No. 2: Location, 
(1) sand, W) no, (3) farm, (4) yes. Building, (1) 18 in., (2) yes, (3) 
8030, (4) 31 X 25 X 10 ft. Lighting, (1) 2 ft., (2) 3 ft., (3) 3 f t x 4 
ft., 6 windows, (4) sides and rear, (5) yea, (6) 38, (7) 25, (8) patent, 
(9) no. Heating and ventilation, (1) stove, (3) windows. Oatbuild- 
ings, etc-, (1) privy, apology, shed, (2) none. Miscellaneous, (1) 40 
aq. ft, front. No. 3: Location, (1) stony and ciay, (2) no, (3) 
roadside, (4) no. Building, (1) 18 in., (2] yes, (3) 4106, (4) 23 x 21 
X 8 ft Lighting, (1) 3 ft, (2) 8 ft 4 in., (8) 4 ft 2 in, x 2 ft. 8 
in., 6 windows, (4) side, front and tear, (5) yea, (6) 32, (7) 28, (8^ 
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patent) (9) no. Heating and ventilation, (1) atove, (S) windows. 
OntbnildinfjB, etc., (1) privy poor, ehod, (3) none. Miscellaneons, 
(1) 100 ft. slate on wall. District No. 4: Location, (1) etony 
loam, (2) no, (3) roadside, (4) no. Building, (1) 3 ft., {%) yes, (3) 
6353, (i) 28i X m X IH *t- Lighting, (1) 2 ft. 6 in., (2) 2 ft. 6 
in., (3) 4 ft. 1} in. 2 2 ft. 3 in., 6 windows, (4) side and rear, (5) 
yes, (6) 33, (7) 20, (8) patent, (9) no. Heating and ventilation, (1) 
atove, (2) windows. Outbnildings, etc, (1) shed and privy, (2) 
none. MiacellaneonB, (1) 186 ft., slated on wall, front. District 
No. 6: Location, (1) clay, (2) no, (3) village, (4) no. Building, 
(1) 18 in., (3) yes, (3) 8660, (4) 27i x 31J i 10 ft. Lighting, (1) 
18 in., (2) 3 ft., (3) 4 tL 6 in. x 2 ft. 6 in., 8 windows, (4) rear 
and side, (5) yes, (6) 46, (?) 25, (8) patent, (9) no. Heating and 
ventilation, (1) stove, (3) windows. Ontbuildlngs, etc.. (1) privy 
and shed, (2) none. Miscellaneons, (1) 64 fL, wood, front. 
District No. 7: Location, (1) sand, (3) no, (3) timber, (4) yes. 
BnUding, (1) 1 ft., (2) yes, (3) 5653, (4) 37^ x 33} i 8 ft. 8 in. 
Lighting, (1) 1 ft, (2) 4 ft., (3) 2 ft. 9 in. x 3 ft. 4 in., 8 windows, 
(4) side and rear, (5) no, (6) 16, doable, (7) 22, (8) patent, (9) no. 
Heating and ventilation, (1) stove, (2) windows. Ontbaildings, 
etc., (1) privy and shed, (2) none. MiscellaneouB, (1) 30 ft. wood, 
front and side. District No. 9: Location, (1) gravel, (3) no, (3) 
St. Albans reservoir near, (4) small. Building, (1) 18 in., (2) yes, 
(3) 6900, (4) 30 X 38 i*10 ft. Lighting, (1) 18 in., (2) 3 ft., (3) 5 
11. 2 in. X 2 ft. 2 in., 6 windows, (4) side and rear, (5) yes, (6) 40, 
(7) 37, <8) old, (9) no. Heating and ventilation, (1) stove, (2) win- 
dows. Onthnildings, etc., (1) privy and shed, (2) none. Miecel- 
laneous, (1) 40 ft. front. District No. 11 : Location, (1) clay, (3) 
no, (3) fields, (4) no. Building, (1) 18 in., (3) yes, (3) 5434, (4) 36 
X 22 X H. Lighting, (1) 18 in., (2) 3 ft; (3) 2 ft. 4 in. x 5 ft., 6 
windows, (4) side and rear, (fi) yes, (6) 16, (7) 17, (8) patent, (9) no. 
Heating and ventilation, (1) stove, (2) windows. Outbuildings, 
fltCf.d) shed, (3) none. Miscellaneous, (1) 70 ft. wood, front 
District No. 13 : Location, (1) stony loam, (2) no, (3) fields, (4) no. 
Building, (I) 18 in., (2) yes, (3) 4400, (4) 20 x 20 x SJ. Lighting, 
(1) 1 ft, (2) 2 ft. 3 in., (3) 3 x 4J feet, 6 windows, (4) side and 
rear, (8) no, (6) 30, (7) 26, <8) old, (9) no . Heating *nd ventilation, 

(1) stove, (3) windows. Outbuildings, etc., (1) privy no good, shed, 

(2) none. Miscellaneous, (1) 80 ft. slating on wall, (3) repairs 
needed. District No. 17 ; Location, (1) clay. (2) no, (8) fields, (4) 
yes. Building, (1) 18 in., (2) yes, (3) 4797, (4) 23^ x 21i x 9i ft 
Lighting, (1) 3 ft, (2) 8 ft, ^^)^xii ft, 6 windows, (4) side and 

(12) 
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rear, (5) no, (6) 30, (7) 16, (8) pateot, (9) no. Heating and venti- 
lation, (1) stove, (2) wiodows. Outbuildings, etc., (i) shed and 
privy, (2) none. Miscellaneons, (1) 50 ft., wood. 



MoNTQUHBRY. — Village School: Location, (1) eaady, (3) do, 
(i) good, (4) yes. Bnilding, (1) 4 ft., (2) yes, (3) 10,044, (4) 31 1 27 
xl2ft. Lighting, (1) 2 ft., (2) 37 in., (3)36 x 75 in., 7 in no., (4) 
sides and rear, (5) yes, (6) 2 rooms, 43 each, (7) 65 average, (8) pat- 
ent, (9) yes, Heating and ventilation, (1) farnace, (2) register and 
insnfficient. Outbuildings, etc., (1) 2 privies, 3 urinals each, (2) no. 
Miscellaneous, (1) 'iSS ft., wood, light good, (2) the above men- 
tioned school house has second room, on the first fiat, which is same 
dimensions, seating capacity, blackboard area, no. of windows and 
heated by same furnace. Seetorville: Location, (t) sand, (-i) no, 

(3) good, (4) yes. Building, (1) 2 ft., (2) yes, (3) 6520, (4) 24 z 23 
X 10 ft. Lighting, (I) 20 in., (2) 34 in., (3j 30 x 60 in., 6 in no., 

(4) sides and rear, (5) no, (6) 48, (7) 36, (8) patent, (9) yes. Heat- 
ing and ventilation, (1) stove, (2) bottom of windows only. Ont- 
bnildings, etc., (I) shed and oloset, {2) good, kiscellaneoas, (1) 
52^, wood, front. Marcey District: Location, (1) gravel, (2) no, 

(3) good, (4) yes. Bnilding, (1) 3 ft., <2) yes, (3) 10,080, (4) 30 x 
24 I 14 ft. Lighting, (1) 4 ft,, (2) 39, (3} 32 x 57 in.. 10 in no., 

(4) rear and sides, (5) no, (6) 56, (7) 37, (8) patent, (9) no. Heating 
and ventilation, (1) stove, (2) ventilators in ceiling. Outbuildings, 
etc., (1) shed and privy, (2) none. Miscellaneons, (I) 65 sq. ft. 
S. Head Diatriet: Location, (1) sand, (2) no, (3) good, (4) yes. 
Bnilding, (1) on ground, (2> no, (3) 6360, (4) 25 x 21 x 12 ft. Light- 
ing, (1) 3, (2) 35 in., C3} 50 x 30 in., 6 in no., (4) side, (5) no, (6) 
46, (7) 29, (8) patent, (9) no. Heating and ventilation, (1) stove, 
(2) poor. Outbuildings, etc., (1) shed and privy, (2) none. Mis- 
cellaneous, (1) 465 wood, front. Farngworth District: Location, 

(1) gravel, (2) no, (3) not good, (4) no. Building, (1) on gronnd, 

(2) no, (3) 6520, (4) 24 x 28 x 10 ft. Lighting (1) 20 in., (2) 4', (S) 
4 ft. X 32 in., 8 in no., (4) sides and rear, (6) no, (6) 32, (7) 25, (8) 
patent, (9>ye8, not fit for winter, used as wood abed. Heating and 
ventilation, (1^ stove, (2) windows. Outbuildings, etc., (1) privy, 
(2) none. Miscellaneous, (1) 52^ sq. ft., front, wood. Notch: 
location, (1) good, (2) no, (3) not good, (4) yea. Building, (1) ^ 
on gronnd, ^ 2 ft, (2) no, (3) 4860. 14) 27 x 20 x 9 ft. Light- 
ing, (1)29 in., (2) 34, (3) 40x24 ft., 7 in no., (4) sides end rear, (() 
no, (6> 40, (7) 128, (8) old style, (9) no. Heating and ventilation, 
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(1) stove, (2) windows. Ootbuildings, etc., (1) shod and privy, not 
fit for winter, (^) none. Miscelianeone, (I) PS eq. ft, wood, front 
of room. UenUir School Houte: Location, (1) aand, (2) no, (3) 
good, (4) yea. Bnildmg, (1) 2 ft., (2) yes, (8) 7840, (4) 28 i 28 i 
10 ft. Lighting, (I) 18 in., (2) 3 ft. 1 in., (3) 6^ i 2 9-13 ft, 8 in 
no-, (4) rear and sides. (6) yes, (6) 60, (7) 38, (8) patent, (9) yea. 
Heating and ventilation, (1) stove, bricked in wbioh is not sufScient 
to beat either room, (3) register. Oatbnildings, etc., (1) 2 closets, 

(2) none. Miecellaneons, (1) 40 z 3 ft., wood, front. Upper Room. 
- Center School House: Bailding, (3) 9750, (4) 39 x 26 i 10 
ft. Lighting, (1) 2 ft., (2) 3 ft. 1 in.. (3) 4 ft. 9 in. x 2 ft. 7 in., 8 
in no., (4) side and rear, (fl) yes, (6) 60, (7) 40, (8) patent, (9) yes. 
Heating and ventilation, (1) stove bricked in, not sufficient to warm 
this room, (2) windows. Miscellaneoas, (1) 172^ sq. ft., wood, sides 
and rear. 



BiUEFORD. — Village School Room No. 1 : Location, (1) sand, 
(2) yes, (8) vacant lot, (4) yes. Building, (1) 30 in., (2) yes, (3) 
10,368, (4) 24 3£ S6 X 12 ieet. Lighting, (1) 1', (2) 3', (3) 3 x 6 
feet, 5 windows, (4) side and rear, (5) yes, (6) 73, (7) 84, (8) 
patent, (9) yes. Heating and ventilation, (1) fnrnace, (2) venti- 
lated into chimney. Ontbnildings, etc., (1) closet in basement, (2) 
open urinals with flow of water. Mi seel Ian eons, (1) 72 feet. Room 
No. 2: -Location and building same as No. 1 room. Lighting, 
(1) 1 foot 6 in., (S) 3 feet 7 in., (3) 3 z 6, 6 windows, (4) side and 
rear, (5) jes, (6) 46, (7) 36, (8) patent, (9) yes. Heating and venti- 
lation, (1) fnrnace, (2) chimney. Outboildings, etc., same as No. 
1 room. Miscellaneous, (1) 117 feet. Room No. 3: Location 
and bnilding same as No. 1 room. Lighting, (1) 1', (2) 3', (3) 3 x 
6 feet, 5 windows, (4) side and rear, (5) yes, (6) 56, (7) 86, (8) 
patent, (9) yes. Heating and ventilation, ontbuildings, etc. same 
as No. 1 room. Miscellaneous, (1) 100 jeet. Room No, 4 : Loca- 
tion and building same as No. 1 room. Lighting, (1) 1', (2) 3', 
(8) 3 X 6 feet, 5 windows, (4) side and rear, (6) yes, (6) 56, (7) 36, 
(8) p8t«nt, (9) yes. Heating, ventilation, outbuildiogs, etc, same 
as No. 1 room. Miscellaneous, (1) 100 feet. Room No. 5 : Loca- 
tion, building, same as room No. 1. Lightiog, (I) 1', (2) 3', (3) 8 
X 6 feet, 5 windows, (4) side and rear, (5) yes, (6) 58, (7) 49, (8) pat- 
ent, (9) yes. Heating, ventilation, outbuildings, etc., same as No. 1 
room. Miscellaneous, (1) lOOfeet. RoomNo.G: Location, building, 
same as No. 1 room. Lighting, (1) 1', (2) Z\ (3) 8 x 6 feet, 5 win- 
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dows, (4) side and rear, (6) yes, (6) 48, (7) 45, (8) patent, (9) ye3. 
Heating, Tentilation, ontbnildiDgB, same as No. 1 f-oom. Miscel- 
laneoDS, (1) luO feet. Room No. t : Location, building, same as 
No. 1 room. Lighting, (1) 1', (2) 3', (3) 3 x 6 feet, 5 windows, 
(4) Bide and rear, (5) yes, (6) 4S, (7) 37, (8) patent, (9) yes. Heat- 
ing, ventilation, outbuildings, same as No. 1 room. Miscellaneons, 
(1) 100 feet. Room No. 8 — Recitation: Location, building, same 
as No. 1 room. Lighting, (1) 1*, (2) 3', (8) 3 x 6 feet, 5 windows, 

(4) side and rear, (6) yes, (6) 13, (7) , (8) patent, (9) yes. 

Heating, ventilation, ontbnildiogs, etc., same as room No. 1. Mis- 
cellaneons, (t) 100 feet. 



East Richford. — 'District No. 1 : Location, (1) clay loam, 

(2) Qo, (3) pleasant, (4) yard in front. Building, (1) 3 feet, (2) 
yes, (8) 14,400, (4) 40 x 30 1 12. Lighting, (1) 2 feet, (3) ^ feet, 

(3) 42 X 28 in., 6 windows, (4) all sides, (5) yes, (6) 56, (7) 40, (8) 
patent, (9) two. Heating and ventilation, (1) stove, (3) into ohim- 
ney. Ontbnildings, etc., (1) privy and shed, (2) pit. Miscel- 
laneoQS, (1) 100 feet, wood, between windows, (2) ventilation bad. 
Center District : Location, (1) sand, (2) no, (3) farming, (4) yea. 
Bnilding, (1) 18 in., (2) yes, (8) 9800, (4) 28 x 25 i 14. Lighting, 
(1) 2| feet, (2) 2^ feet, (3) 30 x 54 in., 6 windows, (4) all sides, (5) 
yes, (6) 36, (7) 24, (8) patent, (9) yes. Heating and ventilation. 

(1) stove, (2) chimney. Outbuildings, etc., (1) privy and shed, 

(2) pit. MiBcelianeoas, (1) 45 feet, sides and front, (2) ventilation 
insufficient. Smith District: Location, (1) sand, (2) no, (3) 
farming, (4) yard in front. Bnilding, (1) 18 in., (2) yes, (3) 9400, 

(4) 24 X 28 X 14. Lighting, (1) 2^ feet, (2) 3 feet, (3) 30 x 54 in., 
6 windows, (4) side and rear, (5) yes, (6) 25, (7) 21, (8) patent, (9) 
two. Heating and ventilation, (1) stove, (2) chimney. Outbuild- 
ings, etc., (1) closet and wood shed, (2) pit. MisoellaneoDs, (1) 45 
feet, between windows, (2) ventilation bad. Meade District : Lo- 
cation, (I) stony, (2) no, (3) farming, (4) yes. Building, (1) 18 
in., (2) yes, (3) 7500, (4) 23 x 33 x 10. Lighting, (1) 2 feet, (2) 
8 feet, (3) 30 x 48 in., 6 windows, (4) side and rear, (5) yes, (6) 
82, (7) 9, (8) patent, (9) yes. Heating and ventilation, (I) stove, 

(2) windows. Outbuildings, etc., (1) shed and privy, (2) none. Mis. 
cellaneous, (1) 48 feet, side. Stevens' JUills : Location, (1) sand 

(3) no, (3) fields, (4) yes. Buildings. (1) 18 In., (2) yes, (3) 7130, 

(4) 31 X 23 1 10. Lighting, (I) 2 feet, (2) 3*, (3) 3 x 6 feet, 6 win- 
dows, (4) side and rear, (5) yes, (6) 40, (7) 25, (5) patent, (9) yes. 
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Heating aod ventilation, (!) jacketed stove, (2) chimney. Ont- 
bnildings, etc.) (1) privj and shed, (2) none. Miscellaneous, (1) 
108 feet, side and front. 



St. Albahb. — Barlow 81. School : Location, (1) clay, (2) no, 
(3) fields and street, (4) yes. Building, (1) 2 feet, (i) yes, (3) 
11,333, (4) % rooms below, 36 s 36 z 13*; 2 rooms above, 26 x 86 
X 13'. Lighting, (1) 18 in., (2) 3 feet, (3) 2J x 9, 7 windows, 
each room, (4) side and rear, (5) yes, (6) 45, each room, (?) 160, 
all, (8) patent, (9) yes. Heating and ventilation, (1) hot air, (3) 
improved. Outbuildings, etc., (1) excrement dried and burned. 
Miscellaneous. (1) 3 feet high around each room, elate. Messenger 
St. School: Exact counterpart of the Barlow 8t, Bobool. ^Im 
St. School: Location, (1) sand, (3) yes, (3) field, (4) yes. Build- 
ing, (1) 2 feet, (21 yes, (3) room 1, 18.900 ; No. 2, 7560 ; No. 3, 
7560 ; No. 4, 28,350; (4) room No. 1, 30 x 45 x 14 feet ; No. 2, 
18 X 30 X 14 leet; No. 3, 18 x 30 x 14 feet ; No. 4, 49 x 45 z 14. 
Lighting, (1) No. 1, 3 feet; No. 2, 3 feet ; No. 3, 3 feet; No. 
4, 4 feet; {%) 3 feet, all, (3) 3} x 8 feet, 4 windows ; No. 2, 3 win- 
dows, 3J X 8 feet ; No. 3 room, 3J s 8 feet, 3 windows ; No. 4, 
3^ X G| feet, 6 windows ; (4) sides and rear, (5) yes, (6) No. 1, 98 ; 
No. 2, 48 ; No. 3. 48 ; No. 4, 140 ; (7) 800, (8) patent, (9) yes. 
Heating and ventilation, (1) furnace, (2) none. Outbuildings, 
etc., (1) water closets, well plumbed, (2) none. Miscellaneous, 
surround room, hard finished. Church St. School Academy, 7 
Rooms: Location, (1) gravel, (2) yea, (3) street and building, (4) 
yes. Building, (1) 5 feet, (2) yes, (3) not given, (4) No. 1, 23 x 
29 z 11} feet; No. 2,23 x 29x11^ feet; No. 3, 29 x 47 x lljfeet; 
No. 4, 180 X 241 X 121 J No. 5, 29 x 47 x 13 feet; No. 6, 40 x 75 
z 12. Lighting, (1) No. 1, 12 in.; No- 2, 12 in.; No. 3, 12 in.; 
No. 4, 4 in. ! No, 5, 4 in. ; No. 6, 4 in. ; (2) all 8 feet, (8) No. 1, 
38 z 78 in., 4 windows ; No. 2, 38 z 78 in., 6 windows ; No. 8, 88 
X 78 in., 6'windowB ; No. 4, 44 x 108 iu., 4 windows ; No. 5, 44 x 
108 in., 4 windows; No. 6, 44 x 108 in., 6 windows. (4) rear and 
side, (6) yes, (6) No. 1, 42 ; No. 2, 42 ; No. 3. 150 ; No. 4, 60 ; 
No. 6, 105 ; No. 6, 128; (7) 428, (8) patent, (9) yes. Heating 
and ventilation, (1) furnace, (2) windows. Outbuildings, eto.. (1) 
water closets and arinals, (2) running water. Miscellaneous, (1) 
arovDd each room, (3) 13 x 18 — 234, and 2 others, 27 x 33 =- 831. 
Parochial School St. Mary, Thomas St: liocation, (1) gravel, (2) 
yes, (3) streets and dwellings, (4) no. Building, (1) 3 feet, (2) 
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yea, (3) No. 1, 6160 ; No. 2, 6160 ; (*) No. 1, 22 x 28 x 10 feet ; 
No. 2, 22 z 28 z 10 feet. LightiD£, (1) No. 1, % feet ; No. 2, 2 feel; 
(2) No. 1, 3 feet ; No. 2, 3 feet ; (3) 3i z 60 in., 6 windovs, room 
No. 2, same, (4) front and side, each room, (5) yea, (6) 55 each, 
(7) 75 in Bohool, (S) patent, (9) no. Heating and ventilatioD, (!) 
Btovea, (2) windowe. OatbaitdingB, etc., (1) none, (2) water clos- 
ets with urinals, well plumbed. Migoetlaneoaa, (1) 8 feet, around 
room. OirW Department, Faired St., 5 Booms: Location, (t) 
gravel, (2) jee, (3) streets and dwellings, (4) no. Building, (1) 
3 feet, (2) yes, (3) No. 1, 6160 ; No. 2, 8960 j No. 3, 5220 ; No. 4, 
5155 ; No. 5, 5024; (4) No. 1, 22 z 28 z 10; No. 2, 18 z 32 x 
10 ; No. 3, 18 z 29 X 10; No. 4, 18 x 35 x 8^ ; No. 5, 18 x 
88 z 8^. Lighting, (1) Nos. 1 and 2, 27 in. ; Nob. 3, 4 and 5, 
14 in., (9) not given, (3) No. 1, 36 x 59 in., 3 windows ; No. 2, 
36 z 59 in., 3 windows; Nob. 3, 4 and 6, 82 z 59, 3 windows in 
each room, (4) rear and side, (5) yes, each room, (6) No. 1, 20 ; 
No. 2, 28 ; No. 3, 28 ; No. 4, 40 ; No. 6, 26 ; (7) seats full, (8) 
old style patent, (9) yes. Heating and ventilation, (1) wood stoves, 
(2) windows. Oatbnildings, etc., (t) none, (2) closets, do urinals. 
MisceiliLneons, (1) hard finish 3 feet wide around each room. St. 
Louis Convent, Elm St- : Location, (1) sand, (2) no, (3) fields and 
houses, (4) yes. Building, (1) 2 feet, (2) yes, (3) 8100, {4) S7 
z 30 z 10. Lighting, (1) 2 foet, (2) 3 feet, (3) 8 x 5 feet, 3 win- 
dows, (4> sides, (5) yes, (6) 30, 40, 60, 70, (7) 200, (8) patent. (9) 
none. Heating and ventilation, (1) stove, (2) windows. Out- 
buildings., etc., (1) privies, (2) none. Miscellaneous, (1) slated 
paper and cloth. 



Skeluos.— District M. 1: Location, (I) gravel, (2) yes, (8) 
good, (4) yes. Building, (1) 6 in., (2) 3 ft 10 in., (3) 5750, (4) no. 
Lighting, fl) 2 ft., (2) 3 ft., (a) 5 ft. z 3 ft, 7 windows, (4) side. 
(§) yea, (6) 32. (7) 16, (8) wooden benches, (9> no. Heating and 
ventilation, (1) stove, (2) trap door above. Outbuildings, etc., (1) 
wood shed and privy, (2) none. Uiscellaneoas, 3, average 10 x 4 
ft. District No. 2: Location, (1) clay loam, (2) no, (3) good. (4) 
no. Building. (1) 1 ft., (2) no, (3) 52S0, (4) — . Lighting, (1) 26 in., 
(2) 3 ft. 6 in.. (3) 4 X 5 ft.. 7 in no., (4) sides, (.5) no, (6) 3fi, (7) 20, 
(8) common, (9) no. Keating and ventilation, (1) stove, (2) ceiling. 
Outbuildings, etc., (1) privy and shed, (2) none. Miscellaneous,. (1) 
3* X 10 ft. District No. 3: Location, (1) sand, (2) no, (8) pleaa- 
ant, (4) yes. Building, (1) 1 ft., (3) yes, (3) 4370, (4) — . Light- 
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ing, (1) 1 ft. 6 in., (2) 3 ft., (3) 3 ft. x 6 ft, 6 windows, (4) Bides, 
(6) DO, (6) 20, (?) 14, (8) wood benches, (9) no. Heating and venti- 
lation, (1} stoTO, li) ceiling. Ontbaildings, etc., (1) privy and shed, 

(2) none. MiBcellaneona,(l) 5^ ft. x 3f ft. Dtitrict No. 4: Loca- 
tion, (I) clay, (i) yes, (3) unpleasant, <4) no. Bnilding, Q) on 
ground, (3) no, £3) 6720, (4) — . Ligliting, (1) 2 ft., {i) 3 ft., (3) 
4 ft. X 6 ft., fl windows, (4) sides. (6) yen, (6) 40, (?) 14, (8) com- 
mon, (9) no. Heating and ventilation, (1) stove, (3) windows. 
Ontbnildings, etc., (1) privy and shed, (i) none. MisceDaneoas, (I) 
SO sq. ft, wood.. District Xb. 6: Location, (1) sand, (2) no, (3) 
pleasant, (4) yes. Building, (1) 6 in., (3) yes, (3) 6913, (4) 24 x 44 
X 12 ft. Lighting, (1) 3 ft, (2) 3 ft., (3) 3 f t x 6 ft., 8 windows, 
(4) sides, (5) no, (6) 43,(7) 30, (6) commoD, (9) yes. Heating and 
ventilation, (1) stove, (2) ceiling. Onthnildings, etc-, (1) 'shed and 
privy, (3) none. Hiscellaneons, (1) 4, 4 ft. x 6 ft. District 2fo. ti : 
Location, (t) rich hill, (i) no, (3) pleasant, (4) yes. Building, (1) 
1 ft, (2) yes, (3) 6046, (4) — . Lighting, (1) 2 1-6 ft., (2) 3 7-J2 
ft., (3) 4J ft. X 2i ft., (4) end and side, (5) no. (6) 40, (7) 19, (8) 
common, (9) no. Heating and ventilation, (1) stove, (2) windows. 
Ontbuildiags, etc., (1) shed and privy, (3) none. Miscellaneons, (1) 
2, 5 16 ft. I 2^ ft, 6 X Si ft., wood. District JVb. 7: Location, 
(1) sand, (3) no, (3) pleasant, (4) yes. Bnilding, (I) 1 ft., (2) yea, 

(3) 4000, (4) 20 I 20 X 10 ft Lighting, (1) 1 ft 6 in., {i) 3 ft. 6 
in., (3) 3 ft. I 6 ft, 6 windows, (4) sides, (5) yes, (6) 26, (?) 14, (8) 
common, (9) yes. Heating and ventilation, (1) stove, (3) ceiling- 
Ontbnildings, eto., (1) privy, (*£) none. Miscellaneous, (1) •> ft. x 3 
ft , end. Dittrict No. 8 : Location, (1) sand, (3) no, (3) pleasant, 

(4) yes. Building, (1) 1 ft, (2) yes, (8) 4800, (4) 24 x 20 x 10 ft. 
Lighting, (1) 2 ft., (2) 3 ft, (3) 4 ft x 5 ft, 7 windows, \i) side 
and end, {!>) yes, (6) 38, [7)24, (8) common, (9) no. Heating and 
ventilation, (1) stove, (3) ceiling. Outbuildings, etc, (1) privy, (2) 
none. Miscellaneous, (1) 6 ft x 4 ft. District No- 9: Location, 
(1) clay, (2) no, (3) pleasant, (4) yes. Building, (I) 2 ft, (2) yes, 
(3) 7200, (4) — Lighting, (1) 2 ft, (2) 3 ft., (3) 3 f t x 5 ft, 8 in 
no., (4) side^ (5) yes, (6) 42, (7) 25, (8) common, (9) yes. Heating 
and ventilation, (1) stove, (2) ceiling. Ontbuildings, etc., (I) shed 
and privy, {'i) none. Miscellaneous, (I) 4^ fc, end. District No. 
10: Location, (1) ledge, (3) no, (3) pleasant, (4) no. Building, (1) 
1 ft., (2) no, (3) 8344, (4) — . Lighting, (I) 6 in., (2) 3 ft, (3) 2 
ft. X 4 ft., 6 in no., (4) rear and side, (5) no, (6) 82, (7) 7, (8) com- 
mon, (9) no. Heating and ventilation, (l) stovo, (2) windows. Ont- 
bnildings, etc., (1) shed and privy, (2) none. Uiscellaneons, (1) 24 
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aq. ft., side and front. District No. 11: Location, (1) loam, (2) 
DO, (8) pleasant, (4) yes. Bailding, (I) 4ft., (3) yes, (8) 6766, (4) 
88 X S3 X 8i. Lighting, (1) 1 ft., (.i) 30 in., (3) 34 x 60 in., 9 in 
no., (4) side and rear, (5) no, (6) 62, (7) 82, (8) oommon, (9) yes. 
Heating and ventilation, (1) Btove, (2) windows. Outbnildings, 
etc., <1) privy, (3) none. Miscellaneous, (1) average fiO ft., 6 in no., 
300 ft. Dutrici M. IZ: Location, (1) sand, (3> no, (3) pleasant, 
(4) no. Building, (U 1 ft., (2) yes, (3) 5043, (4) — . Lighting, (1) 
3 ft. 3 in., (3) 8 ft. 8 in., (3) ^ ft. x ii ft-, 7 in no., (4) end and 
sides, (5) yes, (6) 32, (7) 10, (8) common, (9) no. Heating and venti- 
lation, (1) stove, (2J windows. Outbuildings, etc., (1) privy, (2) 
none. Miscellaneons, (1) 2; 1, 10 and 1, 38 sq. fb. District No. 
14: Location, (1) sand, (2) no, (3) pleasant, (1) yes. Building, (1) 
1 ft, (2) yes, 13) 6240, (4) 20 x 26 x 12. Lighting, (1) 4 ft., (2) 2 
ft., (8) -^ X 6, 6 windows, [4) side and rear, [5) yes, (6) 30, (7) 15, (8) 
common, (9) yes. Heating and ventilation, (1) stove. (3) top and 
bottom by registers. Outbuildinge, etc., (1) privy, shed, (2) none. 
Miscellaneous, (1) — . 



SwAHTON, — Room No. 3 , first floor : Location, building, same 
as Nos. 1 and 2. Lighting, (1) 2 feet, (2) 2 feet, (3) 3 x 8 feet, 3 
windows, (4) side and rear, (5) no, (6) 51, (7) 60, (8) patent, (9) 
yes. Miscellaneous, (1) front, 4 x 21 ; side, 4 x 25, slated. Room 
No. 5,firstfioor: Location and building same as previously re- 
ported. "Lighting, (1) 2 feet, (2) 2 feet, (3) 3 x 8 feet, 3 windows, 
(4) rear and right, (5) yes. (6) 49, (7) 48. (8) patent, (9) yes. Mis- 
cellaneous, (1) 4 X 13 feet, front; left, 4 x 26 feet; rear, 4 x OJ 
feet, slate. Boom No. G, first floor : Location and bnilding same 
as previoQS rooms. Lighting, (1) 2 feet, (2) 2 feet, (3) 3 x 8 feet, 
8 windows, (4) rear and left, (5) yes, (6) 61, (7) 47, (8) chairs, (9) 
yes. Mieoellaneoue, (1) 4 x 18, front; 4 x 26, rear; 4x6, side, 
slate. Room No. T.flrat floor : Location and building same as 
room previous. Lighting, (1) 2 feet, (3) 3 feet, (3) 8 x 8 feet, i 
windows, (4) rear and left, (5) yea, (6) 52, (7) 61, (8) single, (9) 
yes. MiscellaneoQS, (1) front. 4 x 13; right, 4 x 26 ; rear, 4 x ^ 
slate. Room No. 8,flrstfloor: Lighting, (I) 2 feet, (3) 2 feet, 
(3) 3 X 5 feet, 4 windows, (4) rear and side, (5) yes, (6) 50, (7) 46, 
(8) single, (9) yes. Miscellaneous, (1) front, 4 x 13; left, 4 x 26; 
rear, 4 x 6J, slate. Room No. 9, second floor : Lighting, (1) 8 
feet, (2) 2 feet, (3) 3 x 8 feet, 4 windows, (4) rear and side, (6) 
yes, (6) 56, (7) 50, (8) single, (9) yes. Miscellaneous, (1) front. 
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4 z 13 ; right, 4 z 26 ; rear, 4 z 6J, slate. Second fioor, room 10 : 
Lighting, (1)2 feet, (2) 2 feet, (3) 8 x 8 feet, 4 wiDdone, (4) rear 
and side, (6) yes, (6) 56, (7) 50, (8) siogle, (9) yes. MiBoellaDeoas, 
(I) front, 4 X 13; side, 4 z 36 ; rear, 4 x 6^, slate. Room U, 
second floor : Lighting, (1) 2 feet, (2) 2 feet, (3) S x 8 feet, 3 win- 
dows, (1) rear and left, (5) yea, (6) 49, (7) 30, (8) single, (9) yes. 
Miacellaneoaa, (1) 4 x 13, leftj 4 x 26, rear; 4 x 6i, sUte- 
RoomNo. 1% second fioor : Lighting, (l) 3 feet, (2) 2 feet, (S) 
3x8 feet, 8 windows, (4) rear and left, (5) yes, (6) 50, (7) 39, (8) 
single, (9) yes. Mieoellaneoas, (1) front, 4 x 13 ; side, 4x4; rear, 
4 z 6^, slate. Room A, ungraded, second fioor : Lighting, (1) 2 
feet, (2) 2 feet, (3) 8 z 8 feet, 3 windows, (4) rear and left, (5) yes, 
(6) 56, (7) 53, (8) chairs, (9) yes. Miscellaneous, (1) front, 4 x 21 ; 
Bide, 4 z 25, slate. Room No. 13, second floor : Lighting, (1) 2 
foet, (2) 3 feet, (S) 3 x 8 feet, 8 windows, (4) rear and left, (5) yes, 
(6) 45, (7) not given, <8) patent, (9) yes. Uiscellaneona, (1) front, 
4 X 21; side, 4 x 38, slate. Room No. 14, aecondfloor: Lighting, 
(1) 2 feet, (2) 3 feet, C3) 3 z 8 feet, 8 windows, (4) rear and right, 
(5) yes, (6) 46, (7) none, (6) patent, (9) yes. Miscellanoous, none. 
Recitation, second floor : Building, (3) 4230, (4) 15 x 23' x 12. 
Lighting. (1} 3 feet, (2) 2 feet, (3) 3 z 8 feet, 3 windows, (4) rear 
and left, (6) yes, (6) 37. New Office, second floor : Bailding, C3) 
8508, (4) 12i X 23J z 12 feet. Lighting, (1) 3 feet, f3} 2 feet. (3) 3 
X 8 feet, 1 window. New High School, third floor Annex, No. 3 
Building : Bailding, <a) 33,436, (4) 28 x 62 x 13J. Lighting, (1) 34 
feet, (2) 2 feet, (3) 3 z S feet, 16 windows, (4) aides and rear, (5) yes, 
(8)80,(7) -, (8) patent, (9) yes. Old High School, third floor , Inter- 
mediary South: Bnilding, (3) 12,393, (4) 27 X 36 z 12i. Lighting 
(1) 2f feet, (2) 2 feet, (3) 3 z 8 feet. 3 windows, (4) rear and side, 
(5) yes, (6) 56, (7) 63, (8) patent, (9) yes. Recitation Room Inter- 
mediary, third floor: Bailding, (3) 9410, (4) 27 x 27i x 12J feet. 
Lighting, (I) 2f feet, (2) 2 feet, (3) 3 x 8 feet, 4 windows, (4) sides 
and rear, (5) yes. School Hall, third floor. Main Building: Baild- 
ing, (3) 65,314, (1) 61 z 60 z IS feet; recitation, 13^ z 23| X 14 
feet. Lighting, (1) 4 feet, 8 inches, (3} 3 feet 4 inches, (3) 3 x 10 
feet, 11 windows, [4} sides, front and rear, (5) yes, (6) 600, (7) — , 
(8) aetteea, (9) yes. Old Office, Main Building, third floor: 
BuUding, (3) 2820, (4) llj x 13J x 18 feet. Lighting, (I) 4 feet, 8 
inches, (2) 3 feet 4 inches, (3) 3 x 10 feet, 2 windows, (4) sides. 
Recitation Room, Main Building, third fioor: Sanae as old ofiSce. 
Basement: Building, (3) 36,600, (4) 60 z 61 z 10 feet. Lighting, 
(1) 0, (2) 6 feet, (3) 8 z 3 feet, 6 windows, (4) sides and rear. 
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Closet Booms: finilding, (3) 8400 each, (4) 28 x 30 x 10 feet. 
Lighting, tl) 0, U) 6 feet, (3) 3 x 8 feet each, 3 windows each side. 
OuibuUdings: (1) 0, (2) water oloaets connected with public sewers; 
the rooms need proper ventilatioa, The basement and closet 
measarements are those of the baitdiag, no allowances being made 
for space taken from farnaoe, laboratory, coal, etc In basement al- 
lowaDoe is not made for cement and floor and casings. 

DiUrict No- 1: Location, (1) gravel, (2) no, (3) good, (4) 
no. Building, (1) 2 in., {%) no, (3) 5S50, (4) 25 x 36 r 9. Light- 
ing, (1) 18 in., (2) 3 ft. S in., (8) 82 x 61 in., 8 windows, (4) 
sides, (5) yes, (6) 60, (7) 0, C6) board, (9) no. Heating and ventila- 
tion, <1) stove, (2) none. Oatbuildings, etc., (1) privy, (2) none. 
Hiscellaneons, (1)82, board- Dtilriet No. Z: Location, (L) rooky, 
(2) no, (3) good, (4) small. Bnilding, (1) 18 in., (2) no, (3) 7488, 
(4) 34 I 26 X 12 ft. Lighting, (1) 3 ft. 4 in., (2) 3 ft. 1 in., (3) 87 
X 45 in. and 7 windows, (4) front, rear and sides, (5) yes, (6) 64, (7) 
40, (8) board, (9) no. Heating and ventilation, (1) stove, (2) none. 
Ontbnildings, etc., (1) privy, (2) none. Miscellaneons, (1) 84 ft., 
side and front, (2) no good floor, worn oat. DUtriet No. 3, Jacle- 
80a'$: Location, (I) clay, gravel, (2) no, (3) good, (4) small. Build- 
ing. (1) 6 in., (2) 6 in., (3) 4987, (4) 25 x 31 x 9* ft. Lighting, (1> 
18 in., (2) 4 ft., (3) 60 x 30 in., 6 windows, (4) sides and rear, (5) 
yes, (6) 25, (7) 10, (8) worn out and broken, (9) no. Heating and 
ventilation, U) stove, (2) no. Oatbuildings, etc., (1) 2 privies and 
wood shed, (2) none. Miscellaneons, (I) 24 ft., board, front, (2) 
good building, in good condition, except seats. District No. 4: 
Location, (1) clay, gravel, (2) no, (3) open, 14) yes. Building, (1) 
18 in., (2) in summer, (3) 5250, (4) 25 x 21 xlO. Lighting, (1) 3J, 
(2) 2i, (3) 48 X 34 in ., 6 windows, (4) all sides, (5) same, (6) 30, (7) 
. 7, (6) old board.. (9) no. Heating and ventilation, (1) stove, (2) 
none. Outbuildings, etc., (t) wood shed and privies. (3) none. 
Miscellaneous, (I) 60 ft., board, sides. District No. 6 : Location, 
(1) clay loam, (2) to be drained this fall, (3) open, (4) small. Build- 
ing, (1) 2, (2) yes, (3) 5500, (4) 22 x 35 x 10 ft. Lighting, (1) 22^ 
in., (3) 38 in., (3) 58 x 81 in., C windows, (4) rear and sides, (5) 
yes, (6) 35, (7) 20, (8) patent, (9) none. Heating and ventilation. 

(1) stove, (2) none. Outbail dings, etc., (I) wood shed and privy, 

(2) none. UiscelUneous, (1) 35 ft., board, front, (2) the best 
school room in town. District No. ?: Location, (1) gravel, (2) 
no, (3) open, (4) small. Building, (1) 1 ft., (2) yes, (8) 6760, (4) 
24 X 24 X 10 ft. Lighting, (1) 19 in., (2) 86 in., (3) 60 x 33 in., 6 
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wittdowa, (4) sides and rear, (5) yes, (6) 38. (7) 13, (8) board, (9) do. 
Heating and ventilation, (I) stove, (2) none. Outbuildings, etc., 
(1) privy and wood shed, (2) none. MiscellaDeons, (1) 40 ft., board, 
front, (2) poorly kept up inalde. District No. 8: Location, (1) 
gravel loam, (2) no, (3) open, C4) small. Building; {U 18 in., (2) 
yei, (3)5244, (4) 23 x 24 x H- Lighting, (I) 2 ft., (2) 3J ft., (3) 31 
z 49 in., 6 windows, (4) sides and rear, (5) no, (6) 82, (7) 30, (8) 
board, (9) no. Heating and veiitilatioa, (I) stove, (2) none. Oat- * 
baildings, etc., (1) wood shed and privy, (2) none. Miscellaneous, 
(I) 57 ft., board, front ffigk School Buildtr^.— District No. 9 
and No. 17: Location, (I) sandy, (2) no, (3) open, (4) yes. Build- 
ing, (1) 18 in., (2) cellar under ^ bnilding, (3) 50,236, (4) — . Light- 
ing, (1) 1 ft. 7 in , (2) 3 ft. on 1st floor, 2^ ft. in upper rooms, (3) 
66 X 84 in; No. 1 room, 48 z 32 s 18 ft., 19,968, 6 windows; No. 2 
room, 86 z 19 X 13 ft., recitation, 5 windows, side and rear; No. 3 
room, 44 z 20 z 13 ft, 11,440, 6 windows, all side and rear; No. 4 
room, 36 z 19 X II ft., 7524, 5 winduws, side and rear; No. 5 room, 
same as No. 4 room ; No. 6 room, 28 z 15 z 9 ft., 3780, 8 windows, 
side and rear ; No. 7 recitation room; (4) sides and riiar, (6) in most 
rooms, (6) 233, (7) 155, (8) patent, (9) in old hall. Heating and 
ventilation, (1) coaL stoves, (2) 1 of 7 roonia by scuttle hole in ceil- 
ing. OutbuildingB, etc., (1) double privy, (2] none. Miscellaneons, 
342 aq. ft. District No. 10: Location, (1) gravel, (2) no, (3) high 
and open, (4) no. Building, (0 2 ft., (2) in summer, (3) 9180, (4) 
34 z 30 z 9 ft. Lighting, (1) 4 in., (3f H ft., (3) 14 x 28 and 28 x 
66 in., 11 windows, (4> rear, front and side, (5) yes, (6) 42, (7) 31, 
(8) patent, (9) no. Heating and ventilation, (1) stove, (2) none. 
Outbuildings, etc., (I) privy, (2) none. MisBollaneoiis, (1) 88 sq. 
ft, board. District No. 11: Location, (1) gravel, (2) no, (8) open, 
(4) no. Building, (1) 6 in., (2) yes, (3) 5850, (4) 25 x 26 z 9 ft. 
Lighting, (I) 2, (2) 3, (3) 32 x 49 in., 8 windows, (4) sides and rear, 
(6) yes, (6) 28, (7) 15, (8) board, (9) no. Heating and ventilation, 

(1) Btove, (2) none. Ootbuildinga, etc., (t) 2 separate privies, (2j 
none. Miscellaneous, (Ij 32 ft. board, front District No. 12: 
Location, (1) mucky, (2) yes, (3) open, (4) no. Building, (1) on 
ground, (3) no, (3) 5040, (4) 21 x 34 x 10 ft Lighting, (1)2, (2) 
3, (3) 54 z 31 in., 7 windows. (4) sides, rear and front, (6) no, (6) 
26, (7) 17, (8) old, (9) no. Heating and ventilation, (1) stove, (2) 
windows. Ontbuildings, etc., (1) shed and privy, (2) none. Mis- 
cellaneons, (1) 22 ft, board, front District No. 13: Location, (l) 
clay, gravel, (S) no, (3) high and open, (4) no. Building, (1) 6 in., 

(2) no, (3) 6076, (4} 27 x 26 x 9 ft Lighting, (1) I ft., (2) 3 ft., (3) 
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60 X «0 in., 6 windows. (4) sides and rear, (5) tea, (6) 23, (1) 13, (8 ) 
old, (9) DO, Heatingund yentilation, (1) stove, (i) windows. Out- 
baildings, etd (1) doable privy and ehed, (2) none. Misoellaneone, 
(1) 82 ft., board, front. Ditirici No. 14: Location, (1) gratel, (2) 
no, (S) op«D, (4> DO. Building, (I) IJ ft., (2) no, (3) 1716, (4) 22 z 
24 1 9 ft. Lighting, (1) 10 in., t3) 4 ft., (3) 28 i 60 in , 4 windows, (4) 
front and rear, (6) yes, (6) 24, (7) 24, (8) board, (9) no. Heating 
and ventilation, (1) stove, (2) none- Outbaildings, etc., (1) privy, 
(3) no. Miecellaneoas, [1) 30, board, front. District No, 15: Lo- 
cation, (I) gravel, (2) no, (3) open, billy, (4) no. Building, (1) 1} 
ft., (2) no, (3) 6760, (4) 26 x 26 x 10 ft. Ligbting, (1) 2 ft., (2) 8 
ft., [3) 32 X 49 in., 8 windows, (4) rear and sides, (5) yes, (6) 44, (7) 
44, (8) board, (9) do. Heating and ventilation, (1) store, (8) none. 
Outbuildings, etc., (1) privy, Ci) none. Miscellaneous, (l) 40 sq. ft., 
board, front. St. Anthony School at Junction : Location, (1) 
gravel, (2) no, (3) open, (4) yes. Building, (1) 3^ ft., {3> yes, (3) 
7843,(4) 31x23z 11: Lighting, (1) 3 ft. 9 in., (2) 2 ft. 6 in., (3) 
31 X 60 in., 8 windows, (4) sides and rear, (5) yes, (6) 30, (7) 30, (8) 
patent, (9) no. Heating and ventilation, (1) stove, coal, [i) none. 
Outbuildings, etc*, (I) privies and shed, (2) none. AEiscel la neons, 
(l)36 8q. ft. Convent, fios Departments: Location, (U sand, (2) 
no, (3) sbady, (4) yes. Building, (1) 2, (2) yea, (8) room No. 1, 
10,368; No. 2, 9504; No. 3, 9504; No. 4, 10,800; No. 5, 10,800, (4) 
No. 1, 36 X 24 X 12 ft. ; No. 2, 36 i 22 x 12 ft. ; No. 8, 86 x 23 x 12 
ft.; No. 4, 30 xSOx 12 ft.; No. 5, 80 x 30 x 13 ft. Lighting, (1)3 
ft., (2) 27 ID., (3) 68 X 35 in., 4 windows in eacb room, (1) aides, {ft) yea, 
(6) No. i, 32i No. 2, 45; No. 3, 70; No. 4, 80; No. 5, 70, (7) No. 1, 
82; No. 2, 40; No. 3, 65; No. 4, 75; No. 5, 76, (8) patent, (9) yes. 
Heating and ventilation, (1) ateam, (2] transoms. Outbuildings, 
etc,(t) water closets, well plumbed, (2) m9dern. Miscellaneous, 
(1) 75 sq. ft. in each room. 



GRAND ISLE COUNTY. 

ALBCRQH.^i>is^rtc< No. 1 : Location, (1) sand, (2) no, (3) 
good, (4) yes. BnUding, (1) 18 in, (2) yes, (8; 8208, (4) 24 x 36 x 
9^ feet. Dgbting, (I) 1 foot, (2) S', (3) 2^ x 5 feet, 8 windows, 
(4) sides, (5) yes, (6) 62, (7) 16, (8) patent, (9) no. Heating and 



by Google 



STATE BOARD OF HEALTH. 189 

TentilatJon, (1) stores, (2) windows. Ontbaildin^s, etc., (I) 2 priv- 
ies and shed, (2) none. Miscellaneoas, (1) 40 feet, wood. District 
Jfo. 2 : Location, (1) sand, near lake, (2) no, (3) good, (4) yes. 
Building, (1) 6 in., (2) no, (3) 8519, (4) 18 x 33 x SJ. Lighting, (1) 
1 foot, (2) 3', (3) 2* s 5, 6 windows, (4) sides and rear, (5) yea, (6) 
88, (7) 17, (8) patent, (9) no. Heating and rentilation, (1) stove, 
(2) windows. Oatbnildinga, etc., (1) woodshed and priries, (3) 
none. Miscellaneons, (1) 18 sqaare feet. District No. 5. Lo- 
cation, (1) loam, (3) no, (3) good, (4) yes. Building, (1) 6 in., {Z) 
no, (3) 5148, (4) 26 i 22 i 9. Lighting, (1) 1', (2) 8 feet, (3) 2' x 
B feet, 7 windows, (4) aides, (5) yes, (6) 40, (7) 37, (8) patent, (9) 
no. Heating and rentilation, (1) stove, (2) windows. Ontbnild- 
ings. etc., (1) shed and privy, (2) none. MiscellaDeoas, (1> 96 sq. 
ft., wood composition. District No. 6; Location, (1) loam, (2) 
no, (3) good, (4) yea. Building, CI) 18 in., (2) yes. (3) 4950, (4) 23 x 
26 X 9. Lighting, (I) 18 in., (2) 2 ft. 6 in., (8) 3 ft. 6 in. x 5 ft., 
(4) north, (5) yes, (6) 40, (7) 37, (8) old style, (9) no. Heating and 
ventilation, (I) stoves, (2) windows. Outbnildinga, etc., (1) privies 
and shed, (2) none. Miaoellnneons, [11 52 ft., board. District No. 
9: Location, (1) gravel, (2) no, (3) healthy, (4) yea. Bnilding, (1) 
1 ft. 6 in., (2) yea, (3) 10,395, (4) S3 x 85 x 9 ft Lighting, (1) 10 
in., <2) 3 ft., C3) 2 ft. G in. x 5 ft., 8 windows, (4) good, 5 yea, (6) 
48, (7) 41, (8) patent, (9) no. Heating and ventilation, (1) poor eoal 
stove, (2) windows. Oatbaildinga, etc., (1) privies only, (2) none. 
Miscellaneoaa, (1) 130 ft., wood. District Jfo. 10: Location, (1) 
gravel, (2) no, (3) healthy, (4) yes. Bnilding, (3) npper atory, 10,- 
395. f4) 33 X 35 X 9 ft. Lighting, (1) 3 ft., (2) 3i ft., (3> 2 ft. 6 in. 
X 5 ft., 4 windows, (4) side, (5) yes, (6) 48, (7) 36, (8) patent, (9) 
yes. Heating and ventilation, (1) stove, coal, (2) windows. Oat- 
buildings, etc., (1) privies 2, (3) none. Miecellaneoas, (1) 100 sq. 
ft oompositioD. Grand Island, Pearl P. <?., District No. 1: 
Location, (1) loam, (2) yea, (3) farming, (4) yes. Bnilding, (1) 2fl., 
(2) no, (3) 4370, (4) 23 x 19 x 10 ft Lighting, (1) 3 ft, (2) 2 ft. 6 
in., (3) 5 ft x 32 in., 5 windows, (4) rear, (6) no, (6) 38, (7) 48, (8) 
patent, <9) no. Heating and ventilation, (1) stove, (3) chimney. 
Outbuildings, etc., (1) privy. Uiscellaneons, (1) 8 x 16 ft, opposite 
windows. Primary: Building, (3) 3680, C4) 23 x 16 i 10 ft 
Lighting, (1) 3 ft, (2) 2 ft 6 in., (3) 2' x 6 ft, S windows, (4) rear 
and aide, (S) yes, (6) 27, (7) 27, (8) patent, (9) no. Heating and 
ventilation, (1) stoves, (2) windows. Outbuiidinga, etc., same as 
No. 1. Miscellaneoaa, (1) 3 x 16 ft., opposite windows. District 
No. 3: Location, (1) clay, (2) no, (3) good, (4) yes. Building, (0 
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1 ft, (2) yea, (8) 5124, (4) 26 x 21 i 9 ft. LightiDg, (1) 2, (2) 83 
IB., (3) 32 X 60 ID., 6 windows, (4) side and rear, (5) yea, (6) 30, (7) 
27, (8) patent, (9) no. Heating and ventilatioa, (1> stove, (2) win- 
dows. Ontbuildings, etc., (1) privy, (2) none. Misoellaaeoas, (1) 
79, wood, between windowa. Dittrioi No. 3: Location, (1) clay, 
(2) no, (S) meadow. (4) yea. Building, (1) 1 ft., (2) no. (3) 5187. (4) 
'26 X 26z 9 ft. Lighting (1) 21 in., (-2) 32 in., (3) 4 ft. 9 in. x 2 ft. 

7 in.. 6 windows, (4) sides and rear, (S) yea, (6) 40, (7) 27, (8) pat- 
ent, (9) no. Heating and ventilation, (1) stove, (2) windowa. Ont- 
bnildiugs, etc., (1) privy, (2) none. Uisoellaneous, (1) 2, 2 x S and 
4 X 6 ft. District Ifo. 4: Location, (1) clay loam, (2) no, (3) 
good, (4) 1-16 acre land on roadside. Building, (1) 2 ft , (2) no, (S) 
5683, (4) 25 x 21J x lOi ft. Lighting, (0 2^ ft., (2) 3i ft., (3) 2^ 
ft. X 4 ft., 7 windowa, (4) aide and rear, (5) yes, (6) 48, (7) — , (3) 
patent, (9) no. Heating and Tentilation, (1) alovei (2) windows. 
Outbuildings, etc., (1) privy, (^) none. Miacellanoous, (1) 2, 4 x 6 
ft. District No. 6: . Eeport of district No. 5 incomplete. 

North Hero. — District No. 1 : Location, (1) clay loam, (2) 
no, (3) open, {i) none. Building, (1) 1 ft.. (2) yea, (3) 4200, {4> 20 
X 24 1 8f ft. Lighting, (I) 14 in., (2) 3 ft. 9 in., (3) 22 in. x 5 ft., 6 
windows, (4) aides and front, (5) yes, (6) 26, (7) 26, (8) patented, (9) 
no. Heating and ventilation, (I) atove, (2) ceiling. Outbuildings, 
etCjCI) shed, (2) none. Miacellaneoua, (1) 60 sq. ft, end. Dit- 
trict No. 2: Location) (1) clay, (2) no, (3) open, (i) yea. Bnildin^ 

(1) 1 ft, (2) yes, (3) 5529, (4) 22 x 26 x 9| ft Lighting, (1) 2, (2) , 

8 ft. 4 in., (3), 2 ft 6 in. x 4 ft 4 in., 6 windows, (4) sides and 
front, (5) yea, (6) GO, (7) 44, (8) patented, (9) no. Heating and 
ventilation, (I) stove, [i) ceiling. Ontbnildinga, etc., (1) shed and 
double privy, (2) none. Misoellsneons, (1) 10 x 4^ ft., 24 ft. aide 
and front. District No. 3: Location, (1) clay, (2) no, [3) open, 
(4) yes. Building, (1) 2, (2) yea, (3) 7200, (4) 30 x 34 x 10 ft. 
Lighting, (I) 2i ft., (2) 8 ft, {3) 4^x21^ ft., 6 windows, (4) aides 
and rear, (5) yea, (6) 48, (7) 7, (8) patented, [9) no. Heating and 
ventilation, (1) stove, (2) ceiltng. Outbuildings, etc., (I) shed and 
privy, (2) none. Miscellaneous, (1) 4 x 16 ft, end, wood. District 
No. 4: Location, (1) clay, (2) no, (3) shady, (4) amall. Building, 
(0 18 in., (2) yes, (3) 7630, (4) 24 x 32 x 10 ft Lighting, (1) 2 ft., 

(2) 3 ft., (3) 3^ X 4 ft., 8 windows, (4) sides and rear, (5) yea, (6) 16, 
(7) 12, (8) boards, (9) no. Heating and ventilation, (I) stove, (2) 
ceiling. Ontbnildinga, etc., [1) shed and donble privy. (2) none. 
Miaoellaneous, [I) 60 eq. ft., end and each side. 
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LAMOILLE COUNTY. 



BBLViniKE.— />ia^n'ri iVo. 1: Location, (I) dry, (2) no, (8) 
good, (4) yea. Building, (1) 13 in., Ci) yes, (3) 3360, (t) 34 x U s 
10 ft. Lighting, (1) 15 in., (2) 15 in., (8) S i 3 ft. 7 in., 8 win- 
dows, (4) good, (5) no, <6) 33, (7) 8, (8) fair, (9) no. Heating and 
Tentilation, (1) atoves, (3) windows. Oatbaildingg, etc, (1) shed 
and privy, (2) all right. MiBcellaneous, (I) 8 x4 ft., wood. i>t>- 
trict No. 3: Location, aameaa No- 1 diatrict. - Building, (1) 14 in,, 
(3) yea, (3) 4516, (4) 24 i 31 s 13 ft. Lighting, (I) 3 ft. 4 in., (2) 
— , (8) 4 X 2 ft. 6 in., 8 windows, (4) good, (5) no, (6) 28, (7) 16, (8) 
fair, (9) no. Heating and yentilation, outbaildings, etc., same as in 
Nos. 1 and 2 districts. Miscellaneous, (1) 6 x 3 ft. District Nb. 
8: Location and bnilding, same as in Nos. 1 and 3. Lighting, 
(1) 18 in., (2) — , (3) 2 It. 8 in. x 2 ft. 8 in., 6 windows, (4) good, 
(5) no, (6) 24, (7) 16, (8) fair, (9) no. Heating and ventilation, out- 
buildings, etc., same as Nos. 1 and 3. Hiscellaoeons, (1) 6 x 3 ft 
District iVb. 4 : Location and building, same as Nos. 1 and 2. 
Lighting, fl) 3 ft. 6 in., (3) — , (3) 2 ft. 6 in. x 2 ft. 8 in., 6 win- 
dows, (4) good, C5) no, (6) 23, (7) 14, (8) (air, {9( no. Heating and 
Tentilation, outbuildings, etc., sameas Nob. l,2and 8. Miscellan- 
eons, (1) 4 X 4 ft. District No. *! : Location and building, same 
as others. Lighting, (1) 2 ft. 6 in., (2) — , (3) 3 ft. 4 in. x 3 ft. 6 
in., 8 windows, (4) good, (6) no; (6) 40, (7) 36, (8) fair, (9) no. Heat, 
ing and ventilation, outbuildings, etc., same as others. Miscellan- 
eous, (1} 6 X S ft. 4 in. 



Watbrtillb Village.— /Eoom 1 : Location, (1) gravel, 

(2) DO, (8) good, (4) yes. Building. (1) 3 ft., (3) yes, (8) 8084, 
(4) 87 X 23 I 9i ft. Lighting, (1) 3 ft. 2 in., (3) 2 ft. 4 inJ, 

(3) % ft. 9 in. z 5 ft., 8 windows, 4) sides, front and rear, (6) yes, 
(6) 35, (7) 34, (8) patent, (9) no. Heating and ventilation, (1) stove, 
(2) windows. Ontbaildinge, eto., (1) shed and. privy, (2} none. 
Miscellaneous, (1) 139 ft,, wood,' front and between windows. Room 
2: Building, (3) 9077, (4) 37 x 23 x 10 ft. Lighting, (1) 3 ft 4 
in., (2) 2 ft. 4 in., (8) 3 ft. 8 in. x 5 ft. , 8 windows, (4) sides, rear 
and front, (61 yes, (6) 25,' (1) 26, (8) patent, (9) no. Heating and 
ventilation, (l) stove, (2) windows. Ontboildings, «to., (1) same as 
room 1, (2) none. Miscellaneous, (!) 69 sq. ft., wood. Buggy 
Schooh Location, (1) gravel, (2) no, f3) good, (4) no. Bnilding 
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(1) flush with ground, (3) do, (8) 360S, {4) 17^ x 12J x 8i ft. 
Lighting, {I) 1 ft, (2) 3 f t. fi in., (3) 2 x 4 ft, 6 windows, (4) Bides, 
rear and front, (6) do, (6) 8, (7) 11 7-10, (8) old style, (9) no. Heat- 
ing and ventilation, (1) atove, (i) windows. Outbuildings, etc., (1) 
privy and shed, (a) none. Miscellaneoae, (1) 34 sq, ft., (2) building 
in an unsanitary condition. OhUn School: Location (1) gravel, (2) 
no, (8) good, (4) no. Building, (1) 6 in., (2) no, (3) 3393, (4) 33 x 
X 19 X 9 ft. Lighting, <I) 2 ft., (2) 2 ft. 10 in., (3) 2 x 4 ft., 6 in 
room, (4) side and rear, (5) no, (6) 24, C7) 8J, (8) old style, (9) no. 
Heating and ventilation, (1) stove, (2> windows. Outbuildings, 
etc , (1) privy and shed, (3) none. Miscellaneous, (1) 30 sq. ft, 
side. Manchester School: Location, (1) gravel, (2) no, (3) good, 
(4) yes. Building, {V 15 in., (2) yes, (3) 8763, (4) 23 x 19 x 9 ft. 
Lighting, (1) 1 ft., (2) 3 ft., (3) 3 x 5 ft., S windotrs, (4) each side 
and rear, (5) no, (6) 18, (7) 11, (8) old style, (9) no. Heating and 
ventilation, (I) stove, wood, (2) windows. Outbuildings, etc., (1) 
privy, (2) none. Miacetlaneous, (1) 48 sq. ft., wood, front and 
side. Locke School: Location, (1) gravel, (2) no, (3) good, (4) no. 
Building, (1) 1 ft, f2) yes, (3) 7776, (4) 27 x 32 1 9 ft. Lighting, 
(1) 2 ft. 4 in., (2) 2 ft. 8 in., (3) 2 ft. S in. x 4 ft, 6 windows, (4) 
sides and rear, (5) yes, (6) 40, (7) 14, (8) old style, (9) yes. Heat- 
ing and ventilation, (1) stove, wood, (2) windows. Ontbaildings, 
etc., (!) privy and shed, (2) noue. Misoellaneoiis, (1) 86 sq. ft, 
side and rear. 



ORANGE COUNTY. 

Beadpord. — Primary School: Location, (I) gravel, (2) no, 
(8) pleasant, (4) yes. Bailding, (1) 2 ft., {2)yefl,<3) 13,125, (4)25 x 85 
1 15 ft Lighting, (1) 2 ft 6 in., (2) 3 ft 9 in., (3) 4 x 9 ft, 7 win- 
dows, (4) side and end, (5) yea, (6) 50, (7) 55, (8) patent, (9) yea. 
Heating and ventilation. (1) furnace, (2) windowa. Outbuildings, 
etc., (1) privy, (2) no. Miscellaneous, (1) 518 sq. ft. Qothen 
School: Location, (1) sand, (2) no, (3) meadows, (4) yes. Bnild- 
ing, (1) 2 ft., (2) no, (3) 3400, (4) 20 x 17 x 10 ft. Lighting, (1) 2 
ft, (2) 2 ft., (8) 3 X 6 ft., 8 windows, (4) sides, rear and front, (5j 
yes, (fl) 26, (7) 16, (8) not btated, (9) yes. Heating and ventilation. 
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(1) stove, (3) windowB. Outbuildiags, etc., (1) 2 priviea, (3) none, 
miscellaaeous, (1) 40 aq. ft. District No. 6: Location, (i) gravel, 

(2) no, (3) shade trees, (4) yes. Bailding, (1) 2 ft, (2) yes, (S) 4000, 
(4) 20 X 20 X 10 ft Lighting, [1) 2 ft., (2) 3 ft, (3) 2x6 ft, 8 
windows, (4) sides, (5) yes, (6) 30, (7) 18, (8) patent, (9) yes. Heat- 
ing and ventilation, (1) stove, (S) windows. OutbnildiDga, etc., (I) 
privy, (3) none. Miscellaneoua, (I) 42 sq. ft. Cassville: Looation, 
(1) gravel, (2) no, (3) highway, (4) no. Bailding, (1) 2 ft., (2) yea, 

(3) 5720,(4) 22x26x10 ft. Lighting, (1)1 ft. 6 in., (3) 3, (3) 2x 
5} ft., 8 windowB, U) aides and rear, (6) yes, (8) 34, (7) 8, (8) pat- 
ent, (9) no. Heating and ventilation, (1) stove, (3) windows. Oat- 
bnildinge, etc., (1) privy, (3) none. Miscellaneous, (1),78 ft., 4 
rooms. 



Braintkbb. — Dittrict No. 1 : Location, (I) gravel, (2) no, (3) 
pleasant, (4) highway. Building, (I) 2, (2) yes, (3) 5290, (4) 3S x 
23 X 10 ft Lighting, (I) 3 ft 2 in., (3) 2 ft 4 io., (3) 2 ft 6 in. x 
6 ft 4 in., 6 windows, (4) sides and rear, (5) no, (6) 48, <7) 9, (8) 
wood, .(9) yes. Heating and ventilation, (1) stove, (2) windows. 
Outbnildinga, etc., (1) shed and privy, (3> all right. Miscellaneous, 
U) 4 I 16 ft., front, C2) needs better ventilation. District No. 3: 
Location, (tl gravel, (3) no, (3) pleasant, (4) yea. Bailding, (1) 3 ft, 
(2) yes, 13) 5184, (4) 24 x 34 i 9 ft ; Lighting, (U 3, (2) 2, (3) 6x3 
ft 8 in., ein room, (4) aide and rear, (5) no, (6) 35, (7) 38, (8) mod- 
am, (9) yes. Heating and ventilation, (1) stove, (3) overhead. Oat- 
bnildings, etc , (I) shed and privy, (3) no. MiBCellaneons, (1) 24 z 
4 ft District No. 3: Location, (1) granite, (3) no, (3) pleasant, 
(4) highway. Building, (I) 1 ft, (2) yes. (3) 4284, (4) 38 s 18 s 8^ 
ft. Lighting, (1) 8 in., (3) 3 ft. 6 in., (3) 2 ft 8 ia. x 4 ft. 4 in., 6 
windows, (4) rear and side, (5) no, (6) 34, (7) 6, (8) wood, (9) yes. 
Heating and ventilation, (l) stove, (3) Enough all aroiud. ' Oiit- 
bnildinge, etc., U) privy, (2) no. Miscellaneous, (1) 1, 7 x 3 ft, 1, 
3x4 ft., (2) bad condition. District No. i : Looation, (1) rooky, 
(2) no, (3) dismal, (4) no. Building, (I) 8 in., (3) yes, (S) 3869, (4) 
22i X 17 X 7i ft Lighting, tl) 1 ft 6 in., (2) rear and sides, (3) 4 
X 2Jft, 6 windows, (4) sides and rear, (5) board shattera, C6) 34,(7) 
7, t8) old, (9) no. Heating and ventilation, (1) atove, (3) ceiling. 
Outbuildings, etc., (I) not reported. Miacellaneous, (I) 1, 3 x 6 ft. 
1,5x2^ ft. District No. 6 : Location, (1) loam, (2) no, (3) pleas- 
ant. (4) no. Building. Ul 2 ft, .(2) yea, (3) 4813, (4) 26 1^8 x 9 
Lighting, U) 1ft., [3) 3 ft 6 ia., (4) 4 ft. B in., 6 windows. (4) aides 
"(18) 
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and rear, (5) no, (6) 82, (7) 17, (8) wood, (9) no. Heating and 
Tentilation, (1) stove, (3) ceiling and door. Outbuildings, etc., (I) 
shed and privy, {i) none. Miacellaneons, (I) 1, 3^ x ft., 1, 8^ x 4 
it, front. District No. 7: Location, (1) limestone, (S) no, (8) not 
given, (4) no. Building, (1) neargronnd, (2) no, (3) 4554, (4) 23 x 
22 X 9 ft. Lighting, (1) 1 ft. 10 in., (2) 3, (S) 4 ft. 3 ia. x 2 ft. 8 
in., 6 windows, (4) sides and rear, (5) yes, (6) 40, (7) 8, (8) common- 
(9) yes. Heating and ventilation, (1) stove, (2) ceiling. Outbnild- 
inga, etc., (1) shed and privy, (2) none. Misceltaneotis, (1) 5 x 12 
ft., walls. Dittriet No. 8: Location, (1) loam, (2) no, (3) village, 
(4) yes. Building, CI) 2 ft , (2) yes, (3) 5184, (4) 24 x 24 x 9 ft. 
Lighting, (I) 1 ft. 6 in., (8) 2 ft. 8 in., (3) SJ x 2 ft. 8 in., 6 win- 
dows, {4) side, rear, front, (6) no, (6) 30, (7) 13, (8) patent, (9) yes. 
Heating and ventilation, (1) stove, (2) ceiling. Ontboildings. etc , 

(1) privy and shed, (2) none. MiscelJaneoas, (L) 3^ x 5 ft. and 8^ x 4 
fL, walls, (3) good condition. District No. 9: Location, (1) loam, 

(2) n«, (3) fair, (4) no. Building, (I) near ground, (2) no, (3) 3519, 
(4) 23 X 17 I 9 ft. Lighting, (1> 1 ft. 6 in., (2) 3 ft 3 in., (8) 4 ft. 
4 in. X 2 ft. 5 in., 6 windows, (4) sides and reu, (5) no, (6> 30, (7) 
12, (8) patent, (9) yea. Heating and ventilation, (1)' stove, (2) win- 
dows. OatbnildingB, etc., (1) shed and privy, (2) none. Hisoel- 
laneons, (1) 3x11 ft., front. Dietrict No. 10: Location, (1) loam, 
(2) no, (8) fair, (4) no. Building, (1) 1, (3) yes, (S) 4750, (4] S5 x 
19 X 10 ft. Lighting. (1) 3, (3) 3, (8) 5 ft z 3 ft 4 in., 6 win- 
dows. (4) sides, rear, (5) no, (6) 40, (7) 10, (8) oommon, (9) no. 
Heating and ventilation, (1) stove, (2) ceiling. Ontbnildings, etc. 

(1) privy and shed, (2) none. M.tBcellaneous, (1) 2, x 4 ft., 1, 3 
ft 8 in. X 2 ft. 6 in., front, (2) privy too near house. District No. 
12 : Location, (1) gravel, (2) no, (S) hills, (4) no. Bnilding, (1) 1 
ft., (3) yes, (3) S2S0, (4) 20 x 19 x 8 ft. 6 in. Lighting, (1) 1 ft , 

(2) 2 ft 10 in., (3] 4 ft. 8 in. x 2 ft 6 in., 6 windowed (4) sides wA 
rear, (5) no, <6) 26, (7) 7, (8) oommon. (9) no. Heating and venti- 
lation, (1) stove, (2) windows. Oatbnildings, etc, (1) privy, (2) 
none. HiscellaneouB, (1) 1, 6 ft x 2 ft 8 in., 1, 6 z 3 ft. 



OoMNTH. — Corinth Academy and Graded School : Location, 
(1) sand, (3) no, (3) good, (4) yes, Une. Building, (1) 18 in , <2) 
yes, (3) only one room in bnilding used for school purposes, 5580, 
(4) 31 X 20 z 9. Lighting, (1) 6 in., (2) 3 feet, (3) 5} x 3 feet, 7 
windows, (4) rear and side, (6) yes, (6) 35, (7) 35, (8) old style and 
very poor, indeed, (9) yes. Heating and ventilation, (1) stove, (2) 
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veatilatora. Outbuildings, etc., (1) woodshed and privy, in very 
bad condition. MiBCellaneone, (1) two — wood. No. 1, 23 x 4 feet ; 
No. 2, 6 X 3^ feet, opposite windows, {%) this should be the location 
for a town central school. The school bailding is a large, two-etory 
structure, containing two school rooms and a large hall, and is 
located very near the center of the town, £Iast Corinth School: 
Location, (1) dry, (5) no, (3) good, (4) tine. Building, (I) a feet, 
(a) yes, (3) 9000, (4) 30 x 30 i 10. Lighting, (1) 18 in., (2) 2^ 
feet, (3) 5 j z 3 feet, 8 windows, (4) sides and rear, (5) yea, (6) 50, 
(7) 30, (8) patent, (9) yes. Heating and ventilation, (I) furnace, 
(3] windows. Outbuildings, etc., (1) abed and privy, (3) none. 
Hiecellaaeone, (1> wood, two, 10 x 3 feet each, three, 4x2 feet each, 
(2) this is the best school room in town. West Corinth School: 
Location, (I) ^ry, (3) no, (3) good, (4) small. Building, (1) 2 
feet, (2) yes, (3) 5000, (4) 25 x 20 x 10. Lighting, (1) 1 foot, (3) 
3 feet, (8) 5i feet i 3*, 8 windows, (4) rear and sides, (5) yee, (6) 
30, (7) about SS, (8) modem, (9) yea. Heating and ventilation, 
(1) stove, (2) windows and ventilators. Outbuildings, eta, (1) 
shed and old style privy. Miscellaneous, (1) 6 x 4 feet, wood, 
opposite windows, (2) good condition. Bodge District : ' Location, 

(1) moist, (2) no, (3) rather poor, (4) very small. Building, (1) 
1 ioot, (2) yea, (3) 3068J, (4) 19 x 17 x 9i. Lighting, (1) 2 feet, 

(2) 3 feet, (8) 4i x 2 teet, 6 windows, (4) sides and rear, (5) no, (6) 
15, {7) 5, (8) old style, (9) yes. Heating and ventilation, (1) 
stove, (3) vrindows. Oatbnildings, etc., (1) woodshed and privy, 

(3) none. Miscellaneous, (1) one 5x3, and one 4x3 feet, wood, 
opposite windows. Bobie District: Location, (L) dry, (2) no, (3) 
good, (4) small. Building, (1) 2 feet, (2) yes, (8) 3990, (4) 21 x 
20 X 9<. Lighting, (1) 18 in., (2) 3^, (3) fi x 2^, 6 in number, (4) 
fflde and rear, (5) blinds, (6) 25, (7) 19, (8) patent, (9) yes. Heat- 
ing and veDtilatiou, (1) stove, (2) windows and ventilator. Out- 
buildings, etc., (1) woodshed and privy, (2) none. Miscellaneous, 
(1) 48 square feet, wood, opposite windows. South Corinth or 
Parker District : Ijooation, (1) sand, (2) no, (3) good, (4) small. 
Building, (1) 1 foot, {2) yes, (3) 4000, (4) 20 x 20 x 10 feet. 
Lighting, (1) 2 feet, (2) 2*, (3) 5^ x 2, 8 in number, (4) sides, (6) 
yes, (6) 20, (7) 12, (8) patent, (9) yes. Heating and ventilation, 
(1) stove, (2) windows. Outbuildings, etc^ (1) woodshed and 
privy, (2) none. Miacellaneons, (1) 45 square feet, wood. South 
ileadoto District: Location, (1) moist, (2) yes, (S) nnfavorable, 

(4) smaU. Building, (1) 1 foot, (2) yes, (3) 4000, (4) 20 x 20 x 10 
feet. Lighting, (1) 2 feet, (2) 3 feet, (3) 4^ z 2^ 6 in number, (4) 
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rear, frout. Bides, (5) no, (6) 20,(7) 11, (8) old style, (9) amall. 
Heating and ventilation, (1) very poor stove, (3) windows. Out- 
buildings, etc-, (I) small woodshed and poor privy. Miscellaneoas, 

(1) 30 square feet, wood, (2) this school boase is wholly unfit for 
school purposes until repaired. Dearborn Hill District: Loca- 
tion, (1) dry, (3) no, (3) fair, (4) very small. Building, (1) %*, 

(2) 3 feet, (3) 8192, (4) 19 x 18 x 9* feet. Lighting, (1) 3', (2) 3 
feet, (3) 4 X 2 feet, 6 in number, (4) sides and rear, (5) no, (6) 20, 
(7) 12, (8) old style, (9) yes. Heating and ventilation, (1) wood- 
shed and very poor privy, (2) none. Miecellaneoaa, (1) 42 square 
feet, wood, opposite windows. Wilson District: Location, (1) 
moiet, (2) yes, (3) unfavorable, (4) amall. Building, (1) 6 in., (2) 

yes, (8) 2176, (4) 17 x 18 x 8 feet, (4) . Lighting, (1) 8 in., 

(2) 8| teet, (8) 4 x 3 feet, 6 in number, (4) sidea and rear, (5) no, 
(6) 16, (7) 7, (8) old style, (9) email. Heating and ventilation, {1) 
stove, (2) windows. Outbuildings, etc,, (1) shed and privy. Mis- 
cellaneous, (1) 28 square feet, wood, opposite windows. Baton 
District: Location, (1) dry, (2) no, (3) fair, (4) amall. Building, 
(!) 6 in., (2) yes, (3) 3240, (4) 18 x IS i 10. Lighting, (1) 1 foot, 

(2) 4 feet, (3) 4J x 3 feet, 6 in number, (4) sidea^and back, (5) yes, 

(6) 15, (7) 11, (8) old style, (9) yes. Heating and ventilation, (I) 
stove. (2) windows. Outbuildings, etc., (1) woodshed and privy. 
Miscellaneoua, (1) 18 square feet, wood. TapHn District: Loca- 
tion, (1) moist, (2) no, (3) fair, (4) small. Building, (I) 1 foot, 

(3) yes, (3) 3960, (4) 22 x 18 x 10. Lighting, (1) 18 in., (2) ^ 
feet, (8) 4* x 2*, 6 in number, (4) aides and rear, (6) yea, (6) 20, 

(7) 9, (8) old style, (9) yes. Heating and ventilation, (l) atove, 

(2) windows. Outbuild ingSj etc., (1) shed and privy, (2) none. 
Miscellaneous, (1) 29 square feet, wood, opposite windows. Cor- 
inth Corner District: Location, (I) moist, (2) no, (3) good, (4) 
amall. Building, (1) 1 foot, (2) yes. (3) 4180, (4) 22 x 20 i 9J. 
Lighting, (1) 1 foot, (2) 3J, (3) 5 x 3^ feet, 7 in number, ^4) aides 
and rear, (5) yea, (ti) 30, (7) 6, (8) old style, (9) yea. Heating and 
ventilation, (1) stove, (2) windows. Outbuildings, etc., (1) shed 
and privy, (2) none. Miscellaneous, (1) wood, 39f square feet, 
Opposite windows. Corinth Center District: Location, (1) dry, 

(3) no, (3) fair, (4) amall. Building, (1) 1 foot, (2) yes, (3) 4630, 

(4) 82 X 21 X 10. Lighting, (1) 1 foot, (3) S», (3) 4» x 2^ feet, 6 
in number, (4) sidea and rear, (5) no, (6) 35, (7) 15, (8) old style,. 
(9) yea. Heating and ventilation, (l)atove, (3) windowa. Outbuild- 
ings, gtc., (1) shed and privy, (2) none. Miacellaneons, (1) two, 
Ko. -1, 12 X 2^ feet ; No. 2, 5 x 3 feet, wood, opposite windows. 
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Randolph.— iSsAooi iVo. 2; Location, (1) loam, (2) no, (3) 
pleasant, (4) yes. Building, (1) 20 in., (i) yee, (3) 7490^, upper, 
and 7369^, lower room, (4) upper, S3 z 24 z 9*, lower, 33* z 23' x 
9*. Lighting, (1) lower, 2 feet, upper, 3 foet, (S) lower, 2 Teet 6 in., 
npper, 1 foot, (3) lower, 4" x 2', 8 wiodowa, upper, 5x4 feet, 3 
windows, (4) lower, rear, front and aides, upper, rear, front and 
aides, (5) yes, (6) 65, (7) 39, (8) patent, (9) yes. Heating, (Dinrnace, 
(2) regiater to furnace. Oatbuildinge, etc., (I) oloseta in building, 
(2) none. Miacellaneous, (1) 04 feet, front and rear, npper, 45 
front, 28 aq. ft. in front, same in rear. Normal at Center, Recita- 
tion Rooms only: Location, (1) dry, (2) no, (3) pleasant, (4) no. 
Bailding, (1) 2 feet, (2) yes, (3> 828—9000, 9000, (4) 23 x 30 x 12, 
80 X 25 s 12, SO X 25 z 12. Lighting, (1) 2 feet 6 in., (2) 3 feet. 
(S) 6 feet fi in., x 3 feet 6 in., windowa, each room, (4) rear and 
sides, (5) yeg, (6) 60 to 40, (7) 75, (8) seats and booli rests, (9) yes. 
Heating and ventilation, (1) furnace and regiater in chimney. Oat- 
buildings, plumbing, etc., (1) none, (2) closets and urinals properly 
trapped. Miscellaneone, (1) room 1, 184 feet, front and sides; 
room 2, 189 feet, front and each side ; room 3, 1898 feet, front, 
sidesand rear. High School Building, District No. 5, Three Rooms : 
Location, (1) gravel, (2) yes, (3) excellent, (4) yua. Building, (1) 
18 in., (2) yes, (3) room 1, high, 26,030 ; room 2, grammar, 10,220; 
room S, 6672 ; (4) high, 62 x 29 x 14 feet 9 in.; grammar, 83 x 
29^ X 11 feet 7 in.; intermediate, 29 z 23 feet 2 in. x 11. feet 7 in. 
Lighting, (1) 6 feet 6^ in., high, 2 feet 4 in., grammar and inter- 
mediate, (2) S feet 2 in,, (3) 7 feet 1 in. x 3 feet 4 iu., T windows, 

4 windows the other rooms, (4) rear and side, (5) ^ (6) 1, 140; 

2, 60; 3, 64; (7) 1, 85; 2, 31 ; 3, 46 ; (9) yes. Heating and 
ventilation, (1) steam, (2) transom and registers in chimney. Out- 
bnildings etc., (1) none, (2) water closets, modern plumbing. Mia- 
cellaneoQB, (1) 1, 142 feet ; 2, 209 feet ; 3, 141 feet, slate, front 
and sides, (2) several large recitation rooms on second floor — one 
containing 9846 cubic feet of air space, another 5395 cubic feet ; . 
blackboards, 171 feet and 64^ feet. Primnry Building, District 
15, Pour Booms : Locatiou, (1) gravel, (2) yea, (3) pleasant, (4) 
yes. Building, (1) 1 foot, (2) yes, (3) 7S27, each room, (4) 271 x 
27 z 9 feet 10 in., each room. Lighting, (1) lower rooms, 1 foot 
7 in.; upper rooms, S feet, 3 in.; (2) lower, 3 feet 7 in.; upper, 1 
foot 8 in.; (3) 5 feet 8 in. s 2 feet 9 in., upper ; 5 feet 2 in. x 2 
feet 9 in., lower ; (4) each side and rear, (5) yes, (6) 49 and 80, lower ; 
43 and 70, upper ; (7) 50 and 35, tower; 27 and 51, upper, (8) 2 patent 
and 2 stationary, common, (9) yes. Heating anil ventilation, (1) 
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flteam, (2) register ia chimaey and trAmsom. OutbaildiQ^fa, etc., 
(1) none, (2) water closets, well trapped. MisoelUaeous, (I) lOd 
square feet in etioh two rooms, 106 io each two rooms — front and 
each aide. Diitriet No. 16; Location, (1) moist, (2) no, (3) fair, 
(4) no. Building, (1) 1 foot, (3) yes, (3) 8600, {i) 20 x 28 i 10. 
Lighting, (I) 2 feet 6 ia., (2) 2 feet 8 in., (3) 4 feet 8 io. x 2 feet 
7 in., 6 windows, (4) each side and rear, (5) yes, (6) 14, (7) 6, (8) 
patent, (9) no. Heating and ventilation, (1) store, (2) windows. 
Onthaildings, etc.,(l) poor privy, (2) none. Hisoellaneons, (1) 
38 square feet, front, 10 square feet each of three sides. District 
No. 18: Location, (1) sandy, (2) no, (3) pleasant, (4) no. Build- 
ing, (t) 1 foot 6 in., (2) yea, (3) 61,706, (4) '29* x 31 x 10*. Light- 
ing, (1) 9 feet, (2) 2 feet 6 in., (3) 2 feet 8 in. x 4 feet 9 in., 6 

windows, (4) , (5) yes, (6) 38,(7) 9,(8) old style, (9) yee. 

Heating and ventilation, (1) stove, (2) windows. Outbuildings, 
etc., (I) privy, (2) none. Miscellaneous, (1) 98 square feet, aide. 
District No. 14 : Location, (1) dry, (2) no, (3) valley, pleasant, 
(4) no. Building, (1) on ground, (2) no, (3) 6480, (4) 29 x 20} x 
9 feet. Lighting, (1) 8 in., (2) 3', (8) 3* x 8*, 8 ifindowa, (4) sides 
and rear, (5) yes, (6) 28, (7) 22, 8 patent, (9) yes. Heating and 
Tentilatton, (1) stove, (2) wiudowa and register. Outbuildings, 
etc., (1) privy, (2) none. Miacellaneoua, (1) 148, wood, front and 
side. District No. 11: Location, (1) sand, (2) no, (8) pleasant, 
(i) yea Building, (1) 1:! in., (2) yes, (3) 5817, (4) 25 x 21 x 9} 
feet. Lighting, (1) 2 feet, (2) 2 feet 6 in., (3) S x 2 feet 6 in., 8 
windows, (4) sides and rear, (5) yes, (6) 32, (7) 17, (8) old, (9) no. 
Heating and ventilation, (1) stove, (2) windows. Outbuildings, 
etc , (1) ahed and privy, (2) no. Miecollaneous, (I) 80 square feet, 
front. District No. 8: Location, (1) loam, (2) no, (3) side hill, 
(4) no. Building, (1) 5 feet, (2) yes, (3) 4043^, (4) 21< x 21> x 9. 
Lighting, (1) 11 in., (2) 3', (3) 4 x 6 feet, 6 windows, (4) sides 
and rear, (5) yes, (6) 9, (7) 8, (8) patent, (9) no. Heating and 
ventilation, (I) stove, (8) register, ceiling. Outbuildings, etc., (1) 
privy, (2) none. Miscellaneous, (1) 62 feet, wood, front and cor- 
ner. District No. 6 : Location, (I) sand, (2) no, (3) pleaa&nt, (i) 
no. Building, (I) I foot, (2) yee. (3) 2584, (4) 19 x 17 x 8 feet. 
Lighting, (1) 5 in., (3) 3', (3) 4* x 2', 6 windows, (4) rear, front and 
side, (5) yes, {« 18, (7) 7, (8> old style, (9) no, hall. Heating and 
ventilation, (1) wood stove, (2) overhead. Outbnildings, etc., (1) 
privy, (2) none. Miacellaneoua, (I) wood, 13 feet, frost, 4i feet, 
side. District No. 5 : Location, (1) sand, (i) no, (3) good, (4) no. 
Building, (1) I foot, (2) yes, (3) 4660H, (4) 23' x 28' x 8'. Light- 
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ing, (U I foot, (2) S feet, (H) 5' x 3'. 6 windowa, (4) ndes and rear, 
(5) no, (6) 82, (7) 12, (8) eommoQ, (9) no. Heating and ventilation, 
(1) stove, (3) register overhead. 'Oatbuildings, etc., (I) privy, (2) 
no. Uiscellaaeous, (1) 74 aquare fetjt, wood, front. Dittrict ^o, 
i : Location, (1) sand, (2) no, (3) pleasant, (4) no. Baitding, (1) 
15 in., (2) yes, (3) two roome, 6566 and 7410, (4) 20^ x 36> z 10*, 
and 28* x 26' x 10'. Lighting, (1) 3 feet, (2) 2 feet, (.3) 8' z 2", 
each room. 7 windows in one, 6 iu the other, <4) front, rear and 
side, (6) one room shades, other, none, (6) 24, Ho. 1 ; 60, No. 2 ; 
(7) M, No. 1 ; 21 No. 3 ; (8) patent, (9) yes. Heating and ventila- 
tion, <1) stoves, (2) register overhead. Outbnildings, etc, (1) 
privy, (3) none. Miscellaneons, (I) IVj, 1 room, front and side ; 
104, 1, front and side, wood. District JVo. 3 : Location, (1) loam, 
(-^) noj (3) pleasant, (4) no. Building, (1) 15 in., W yes, [3) 5328, 
(4) U'xUz 9. Lighting, (1) t", (2) — , (U) 5* x 3\ 6 windowa, 
(4) rear and front, (5) yea, (6) 3i, [7) 10, (8) old style, (9) yes. 
Heating and ventilation, (1) wood atove, (3) ceiling. Outbuildings, 
etc., (1) privy, (2) none. Miscellaneona, (1) 68^ square feet, wood, 
front, one 11^ square feet, right side, between windows, one 14 
square feet, left side, bebwesn windows. District J}fo. 1 : Location, 
(1) loam, (2) no, (3) good, (4) yes. Bailding, (1) 20 in., (2) yes, 
(J) 10,868, (4) 30' X 29' x 12. Lighting, (1) 3', (2) 3', (8) 5' x 3', 
6 windows, (4) sides, (6) yes, (6) 31, (?) 16, (8) chairs, (9) ball. 
Heating and ventilation, (1) wood stove, (2) register overhead and 
iu flbimney. Outbuildings, etc., (1) doable privy,'(2) none. Mis- 
cellaneona, (1) painted on walU behind seats, 116 sqnare feet, boards 
in front, 72 sqaaie feet, 23 feet in front at right, an3 16 fe^t on 
side at back corner. 



Tqnbbidqb: Location, [1] light, (2) no, (3) good, (4) no. 
Building, (1) 18 in., (2) yea, (3) 6310, (4). 27 x 23 x 10 ft. Light- 
iog, (l) 1 ft. 6 in., (2) 2 ft. 9 in., (3) 6 ft. 9 in. x 2 ft. 10 in., 8 win- 
dows, (4) sides aod rear, (5) yea, (6) 40, (7) 17, (8) board, (9) yea. 
Heating and ventilation, (1) stove, (2) windows. Outbuildings, etc. 
(1) single privy, (2) none. Misoellaneous, (\) 1, 40 ft. and 1, 12 ft. 
wood, end and side. District ^o. 2: Location, [1) tight, (2) no 
(3) good, (4) no. Building, (1) 18 in., (2) yea, (3) 6480, (4) 34 x 37 
X 10 ft. Lighting, (1) 1 ft. 6 in., (2) 2 ft. 6 in., (3) 3 ft. 4 in. x 5 
ft. 8 in. , 8 windows, (4] sides and rear, (5) yes, (6) 40, (7) 23, (§) old 
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atyle, (9) yes. Heating and veatilatioQ) (1) atove, {2) windows. 
Outbuildings, etc., (1) privy, (3) none. Miscellaneona, (1) 6 ft. be- 
tween windows, 25 ft., end. 



Vbbbhibe. — District No. 1 : Location, (1) dry, (3) no, (3) vil- 
lage, (4) no. Bnllding, (1) 6 in., {i) no, (3) 6568, (4) 26i x 25 x 8 
ft. iO in. Lighting. (1) Jl in., (2) 2 ft. 7 in., (S) 5 x 3J ft, 

8 windows, (1) sides and rear, (5) yes, (6) 50, (7) 19, (8) ancient, (9) 
no. Heating and Tentitation, (I) atove, (2) chimney. Oatbuild- 
ings, etc., (1) privy, <^) none. MiscellaneoDS, (1) iS^ ft., wood, 
front. District M. %: Location, (1) dry, (2) no, (-U) roads, (4) no. 
Building, (1) 6 in., (?) no, (3) 3189, (4) 20J i 19^ x 9 ft. 7 in. 
Lighting, (1) 2, (2) 2 ft. 8 in., (3) 2 ft. 6 in. x 4 ft. 8 in., 6 
windows, (4) front and rear, (5) yes, (G) 32, (7) 16, (8) common, (9) 
yes. Heating and ventilation, (1) st^ove, (8) overhead. Ontbaild- 
inge. etc., (1) privy, [2) none. Afiscellaneous, (I) 23 ft., wood, front. 
District No. 3: Location, (1) dry, f2) no, (3) between roads, (4) 
no. Building, (!) 6 in., (2) no, (3) 40S8i, (4) %\ ft. 4 in. s 20 z 9 
ft. 7 in. Lighting, (1) 2 ^. 2 in., (3) 3 ft. 10 in., (8) 2^ x 4 
ft, 6 windows, (4) front and rear, (5} yes, (6) 32; (7) 6, (8) common, 
(9) yea. Heating and ventilation, (1) stove, (2) windowa. Ont- 
baildings, etc., (1) privy, (3) no. Miscellaoeous, (1) 36 ft., wood, 
front. District No. 4: Location, (1) dry, <2) no, (8) dwellings, 
(4) yes. Building, (IJ 6 in., (3) no, (3) 5738, (4) 25 ft. 2 in. x 24 x 

9 ft. 6 in. Lighting, (1) 1 ft. 4 in., (3) 2 ft. 4 in., (3) 3 ft. 
9 in. X 5 ft., 6 windows, (4) front and rear, (51 yes, (6) 54, (7)20, 
(8) common, (9) no. Heating and Tentilatiou, (1) store, (3) win- 
dows. Outbuildings, etc., (1) privy, (3) none. Miscellaneona, (1) 65 
ft., wood front. District No, 5: Location, (1) dry, (2) no, (3) 
mill yard, (4) no. Building, (1) 10 in., (2) no, (3) 3663, (4) 24} x 20 
X 7 ft. 7 in. Lighting, (1) 5J ft.. (2) 3 ft. 3 in., (3) 2 ft. 7 
in. X 3 ft. 6 in.. 9 windows, (4) ends, (5) yes, (6) 33, (7) 12, (8) com- 
mon, (9) no. Heating and ventilation, (I) atove, (2) windows. Out- 
buildings, etc., (1) privy and shed, (3) none. Miscellaneona, (I) 63j 
ft., wood, front. District No. 6 ; .Location, (I> dry, (2) no, (8) near 
woods. (4) no. Building, (1) 3 ft., (2) yea, (3) 4713^, (4) 23^ x 23 t 
9 ft. 8 in. Lighting, (1) 2 ft. 8 in., <2) 3 ft. 5 in., (3) 5 x 4 
ft., 6 windows, (4>end8, (5) no, (6) 32, (7) 12, (8) common. (9) yes. 
Heating and ventilation, (1) stove, (3) windows. Outbaildbgs, 
etc., (1) privy, (3) none. Miacellaaeona, (I) 30 ft., wood. 
District No. 7: Location, (1) dry, '(3) no, (3) roadway, (4) no. 
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Building, rl) 6 ic, (2) no, (3) 3«89i, (4) 17 ft. S ia. x 17 ft. 8 in. 
X 9 ft 1 in. Lighting, (1) 1 ft. 3 in., (2) S ft, (3) 2 ft. 8 in. 
X i ft. 10 in., 6 windowa, (4) ends, (5) no, (6) 12, (7) 7, (8) patent, 
<9)ye8. Heatingand THntiUtion, (1) etove, f2) windows. Ontbuild- 
ings, eta, (1) privy, (2) none. MiuceUaDeoua, (1) 13^ ft., front end. 



ORLEANS COUNTY. 

Barton Landihg, Village, — Location, (I) clay, (2) yee, (3) 
yard, (4) yes. Bnilding, (1) 15 in., (2) yes, (3) 9d38^ each of 5 
rooms, (1) 29^ x V9 x 11^ ft., size of each of 5 rooms- Lighting, 
(1) 32 in., (2) 82 in., (3) 78 z 39 in., 4 each room, (4) sides and rear, 
(5) yes, (6> High, 41; Grammar, 36; Intermediate, 43; Ist 
Primary, 39; ad Primary, 38; (7) 169 total, (8) patent, (9) yes. 
Heating and Tentilation, (1) hot air furnace in basement, (2) chim- 
ney ventilatoro. Outbuildings, etc., (1) wood shed with priries at 
each end, (%) faucet and sink in basement, supply from village water 
aystem, no water closets, only privies at each end of wood ehed. 



Tbot. — Xorth Troy Incorporated School District: Location, 

(1) gaody loam, (2) no, (8) slightly elevated, pleasant, (4) yes, small. 
Building, (1) 3 ft., (2) yes, (3) 4 rooms, 10,800 ft., each, (4) 30 i SO 
X 12 ft. Lighting, (I) 20 in., (2) 3 ft., (3) 17 x 40 in., 6 in each 
room, (4) sides and rear, (fi) yes, (6) 42, (7) no answer, (8) U. S. f nr- 
nitnre, (9) yes. Hoatiog and ventilation, (1] hob air furnaces, (2) 
transom and ventilator shaft in chimney. Outbuildings, plumb* 
ing, etc., (I) none required, (2) plumbing up to date. Miscel- 
laneous, (1) 140 sq. ft., slate, two in each room, rear and side. In 
addition to fpur rooms, is a recitatlou room 20 x 22 ft, lighted in 
rear and well warmed. Building modern in style, has two wide 
staircases and large airy corridors. No, 3: Location, (1) gravel, 

(2) no, C3) pleasant, (4) yes. Building, (1) 1 ft., (2) yes, (3) 6640, 
(4) 24 X 23 X 10 ft Lighting, (1) 3 ft., (2) 3 ft., (3) 2 ft. 8 in. x 4 
ft. 6 in., 4 windows, {4) side, (5) yea, (6) 32, (7) 21, (8) old style, (9) 
yes. Heating and ventilation, (I) stove, C3) windows. Outbuild- 
tnge, plumbing, etc., (1] none, (2) none. Miscellaneous, (1) 16 sq. 
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ft., wood) frout. BuilJiui; in poor repair. Ifo. 3: Locaiion, (i) 
aandj, (2) no, (3) hilly, (4) no. Bailding, (1) 18 in., (2) yes, (3) 
3202, (4) 25J X 24i I 10^ ft. Lighting, (1) 3a in., (2) 30 id. , (3) 33 
z 60 in., (4) side, [5) yei, (6) 82, (7) 16, (9) old style, (9) yee. Light- 
ing, (1) stove, (s!) windows and doors. Outbuild in^s, plumbing, etc., 

(1) earth closets, {H) none. Mieoellaaeous,, (1) 78 sq. ft., 4 in num- 
ber, wood, front of windows. Building in good condition. Ifo. 4 : 
Location, (Unravel, (2) no, (3) pleasint, (4) no. Building, (I) 2 ft., 

(2) yes, (3) 67iO, <4) 26 x 22 ft. Lighting, (1) 2 ft, (2) 3 ft., (3) 2 
ft. 9 in. X 5 ft , 6 windows, (4) sides and rear, (5) yea, (6) 37, (7) 22, 
(8) patent seats, (9) no. . Heating and rentilstion, (1) store, (2) wia- 
dowe and doors. Outbnildings, plumbing, etc., (1) earth closetfl, (2) 
none> Miaoellaneons, (1) 140 sq. ft., 4 in no., front and side of 
windows. Ifo. 6: Location, (1) sandy, (<!] no, (3) hilly, (4) no. 
Building, (1) 1 ft., (2) yes, &) 4830, (4) 21 x 23 i 10 ft Lighting, 

(1) 3 ft, (2) 3 ft, (3) S X 5 ft, 6 windows, (4) side and rear, (5) yes, 
(6> 28, (7) 14, (8) old style, (9) no. Heating and ventilation, (1) 
BtoTe, (2) windows. Ontbnildinga, etc., (1) none, (2) none. Miaoel- 
laneons, (1) 8 sq. ft., front of windows. Bnilding in very good 
condition, water closet needed. No. 6: Location, (l> gravelly loam, 

(2) no, (S> hilly, (4) no. Bailding, (1) 1 ft., (2) yes, (3) 4847. (4) 21 
X 23 z 9 ft Lighting, (l) 26 in., (2) 3 ft, (3) 30 z 48 ft, 6 win- 
dows, (4) side and rear, (5) yes, (6) 24, (7) 10, (8) old atyk, (9) no. 
Heating and ventilation, (1) stove, (2) windows. Outbuildings, etc., 
(I) 1 earth closet, (2) none. Miscellaneous, (I) 64 sq. ft, wood, front 
of windows. No. 7: Location, (I) gravelly, (3) no, (3) hilly, (4) 
no. Building, (1) 1 ft, (2) yes, (3) 7200, (4) 24 z 25 i 12 ft. Light- 
ing, (1) 2 ft, (2) 3 ft 9 in., (3) 80 x 62 in., (4) aides and rear, (5) no, 
(6) 40, (7) 15, (8) old Style, poor, (9) yes. Keating and ventilation. 
(I) stove, (2) registers. Oatbuildinga, etc, (1) 1 earth closet, (2) none. 
MiscellsneouB, (I) 40 sq. ft, front of windows. Bnilding in poor 
repair. Upper Room, South Troy School Building, No.. 8 : Loca- 
tion, (1) sandy, (2) no, (3) pleasant, (4) yes. Building, (L) 1 ft., (2) 
yes, (3) 9320, (4) 37 x 34i z 10 ft. Lighting, (1) 8 ft., (2) 6 in., (3) 
84 z 61 in., 6 windows, (4) side, (5) no, (6) 34, (7) 21, (8) patent, 
good, (9) yea. Heating and ventilation, (I) furnace, (2) windows 
and doora. Outbnildinge, plumbing, etc., (1) poor earth closets, (3) 
none. Miscellaneous, (1) 72 sq. ft , 1, slate, 4 z 8 ft, 1, wood, 4 x 
10 ft., between windows. Lower Room, Same Building, No. 8 ; 
Building, (1) I ft, (2) yes, (8) 11,184, (4) 27 z 84J z 13 ft Light- 
ing, (1) 3 ft, (2) 3 ft., (3) 8 z 6 ft, 6 windows, (4) side of room, (5) 
yea, (6) 54, (7) 29, (8) patent, good, (9) yes. Heating and ventila- 
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tion, (I) fnraace, hot air, (2) winilowe and doora. Outbuildings, 
plumbing, etc., (1) poor earth cloeeta. Miscellaneous, (1) 6>i eq, ft., 
1 wood, 3x7 ft., 1 slate, 3 j S f t. 2fo. 11 : Location, (I) gravel, 
(2) no, (3) hilly, (4) no. Building, CD 18 in., (2) yea, (8) 4600, (4) 
20 I 23 X 10 ft. Lighting. (U 2 ft. 8 in., (i) 2 ft. 6 in., (3) Z ft. 8 
in- x4ft., (4) side and front, (S) yea, (6) 38, (7) 5. (8) old atyle, poor, 
(9) DO. Heating and rentilation, (1) atove, (2) windows and doora. 
Oatbnildingg, plumbing, etc., (1) wood shed and earth closets, {i) 
none. Miscellaneons, (1) 54 sq ft., wood. Poor condition of build- 
ing, . M. 12: Location, (1) clay, (2) no, (S) hilly, (4) yes. Build- 
ing, (1) 1 ft., (2) yes, (3) 5510, (4) 23^ z 23^ x 10 ft. Lighting, (1) 
1 ft., (2) 8 ft., (3) 3x5^ ft., 6 windows, (4) side, (5) yes, (6) 32, (7) 
14, (8) old style, poor, (9) yes. Heating and ventilation, (1) atove, 
(2] windows and doors. Outhaildings, plumbing, etc., [1] wood 
shed and two earth closeta, (2) none. Miscellaneous, (I) 71 aq. ft, 
wood, front of windows. 

DE. D. J. MOKRILL, 

Health Officer. 



Wrbtmobb.— JVo. 4: Location, (1) gravel, (2) no, (3) unpleas- 
ant, (4) yes. Bnildiug, (1) 18 in., (2) yes, {3) 5320, (4) 2S x 19 x 10 
ti. Lighting, (1) 35, (2) 32, (3) 9 x 13 ft., e windows, (4) sides, (5) 
yea, (6) 30, (7) 20, (8) patent, (9) yes. Heating and ventilation, fl) 
stove, (2) register over head. Outhnildings, etc., (I) shed and 
privy, (2) none. Miscellaneous, (1) 1, 3 x 9 ft., 1, 4 s 4 ft., wood, 
(2) good. Canl^ School, No. 6: Location, (1) loam, (2) no, (3) 
yes, (4) yes. Building, (Ij 2 ft., (2) yes, (8) 2735, {4} 19Jx 17 x 8i 
ft. Lighting, (1) 8 in., (2) 84 in., (3) 9 x 13 ft., 6 windows, (4) sides 
and rear, (6) no, (6) 26, (7) 27, (8) wood, (9) no. Heating and ven- 
tilation, (1) stove, (3] windows. Outbuildings, etc., (1) wood shed, 
(2) none. Miscellaneous, (I) 30 ft., between windows, ('i) bad con- 
dition. Milbrook School: Location, (I) gravel, (2) yes, (3) pleas- 
ant, (4) yes. Building, (I) 18 in., (2) yes, (3) 6075, (4) 27 x 25 x 9 
ft. Lighting, (1) 24 in., (2) 34 in., fS) 9 i: 18 in., 6 windows, (4) 
sides and rear^ (6) yes, (6) 54, (7) 15, (8) wood, *(9) yes. Heating 
and ventilation, (1) atove, (2) overhead. Outbuildings, etc., (1) 
shed and privy, (2) none. Miscellaneous, (1) 72 ft., wood. 
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KUTLAKD COUNTY. 

Bassos. —Center District: Location, (1) loam, (2) none, (3) 
pleaeaut. <4) jes. Bailding, (1) 2, {i) no, (S) 4080, (4) 15 x 33 z 6^ 
(t. Lighting, (1) 4 in., (2) 3, (3) 3 i 6 ft., 4 windows, t4) east, west 
and north, (o) yes, (6) 40, (?) 33, (8) patent, (9) none Heating and . 
ventilation, (1) wood, (3] trap door overhead. Ontbuildinge, etc., 
(1) closet, (2) none. Miscellaneoae, (1) 76^ sq. ft., aides. District 
No- 1: Location, (1) gravel, i'l) no, (3) pleasant, (4) none. Baild- 
ing, <1) 18 in., (2) no, (3) 4400, (4) 20 z 22 x 10. Lighting, U) 15 
in., (2) 3, (3) 2^ X 4J ft., 6 windows, {4> side and front, (5) yes, (6) 
40, (7) 20, (8) old style, (9) yes. Heating and ventilation, (1) Btove, 
wood, (2J trap overhead and register. Oatbuildiiigs, etc., (1) wood 
shed and closet, (2) -none, Misoellaneous, (1) slate and wood, 41 
aq. ft. District No- 2 : Loottion, (1) loam, (2) no, (3) pleasant, 
(4) no. Bnitding, (1) 6 in., (2) none, (S) 4572, (4) 22 z 18 z IS 
ft. Lighting, (1) 16 in., (2) 4 ft., (8) 3} x 4 ft., 7 windows, (4) 
north, sontb and east, (5) yes, (6) 32, (7) 11, (8) old style, (9) no. 
Heating and ventilation, [t) wood stove, (8) windows, Oatbnild- 
inga, etc., (I) wood shed and closet, (2) none. Miacellaneons, (I) 
wood, 28 sq. ft. Dittrict M. S : Location, (1) slate, (i) none, (3) 
pleasant, (4) none. Building, (1) 20 in-, (2) tvone, (3) 4400, (4) 20 x 
20 X 12 ft. Lighting, (1) 2, (2) 3, (3) 2 ft. 8 in. x 4 ft. 10 in., 6 . 
windows, (4) north, south and east, (5) jes. (6) 30, (7) 10, (8) old 
style, (9) no. Heating and ventilation, (I) wood, (2) windows. Out- 
bnildings, etc., (1) closet, (2) none. Miscellaneous, (1) wood, 31^ 
eq. ft. District JVo. 4; Location, (1) clay, (2) no, (3) pleasant, (4) 
jee. Bailding, (1) 2J, (2) no, (3) 5544, (4) 22 x 32 x 12 ft. Light- 
ing, (1) 4, (2) 3, (3) 3 X 54 ft., 6 windows, (4) east, west and north, 
(5] yes, (6) 38, (7) 12, (8) old style, (9) yes. Heating and ventila- 
tion, (1) wood, (2) trap door overhead. Ontbnildings, etc., (I) 
water closet, (i) none. Miscellaneous, (1) wood, 40 sq. ft. District 
No. 5: Location, U) loam, (2) none, (3) pleasant, (4) none. Build- 
ing. (1) 1, (2) none, (3) 3760, (4> 34J s 16 x 10 ft. Lighting, (1) 20 
in., (2) 3^ ft., (3) 4 ft 8 in. X 2 ft. 7 in., 8 windows, (4) east, west 
and south, (5) yes, (6) 26, (7) 10, (8) patent, (9) no. Heating and 
ventilation, (1) wood stoves, (2) trap door overhead. Outbuildings, 
etc , (1) privy, (2) none. Miscellaneous, (1) 30 sq. ft., slate. Dis- 
trict No. 6: Location, (1) loam, (3) none, (3) pteasiint, (4) none. 
Bailding, (1) 18 in , (2) none, (3) 4530, (4) 86 x 18 x 10 ft. Light- 
ing, (O 8 in., (2) 4 ft., (3) 4 ft. 11 in. X 3 ft. 2 in , 6 windows, (4) 
south, west and east, (5) yes, (6) 40, (7; 38, (8) patent, (9) no. Heat- 



by Google 



8TATK BOARD OP HBALTH. 30t> 

ing and ventitation, (1) wood stove, (i) trap door overhead. OuU 
buitdiugs, etc., CI) pHvy, (2) none. MieceltaDeous, (1) wood, 68 
sq. ft, sides. Districts Uos. 7 and 9: Location, (1) loam, -(2) none, 
13) pleasant, (4) yea. Boilding, (!) 2 ft., (2j none, (3) 3600, (4) 20 1 
18 X 10 ft. Lighting, (1) 1 ft., (3) 3 ft., (3) 4i x 2i ft., 6 windows, 
(4) south, eon th west and southeast, (5) yes, (6) 36, (7) 8, (8) patent, 
(9) no. Heating and ventilation, (1) wood stove, (S) windowa. Oat. 
boildings, etc., (1) privj, (2) none. Miscellaneoas, (1) 32 sq. ft., 
wood aides. District So. 10: Location, (1) slate, (2) no, [3) pleas- 
ant, (4) no. Building, (1) % ft., (2) none, (3) 4S40, (4) 20 x 32 z IL 
ft. Lighting, (1) 10 in., [2] 3 ft., (3) 4 ft. 2 in. x 3 ft. 8 in., 6 win- 
dows, {4) aides and rear, (5) yes, (6) 40, (7) 28, (8) patent, (9) yea- 
Heating and ventilation, (1) wood atove, (2) trap door overhead. 
Ontbnildiugs, etc., (1) privy, (2) none. Miscellaneona, (1) 25 sq.' ft., 
wood, sides. 



Oastlbton. — District No. 1: Location, (1) loam and gravel, 
(2) no, (3) open, (4) limited. Building, (1) H ft., (2) tight wall, (8) 
— , (4) 18 X 21 X 9 to 12 ft. high. Lighting, (1) 1 ft., {2) 3 ft., (S) 
33 X 48 in., 6 windows, (4) sides and rear, (6) yes, (6) 44, (7) 28, (8) 
patent, (9) no. Heating and ventilation, (t) stove, (2) windows 
and door. Outbuildings, etc., (1) 1 privy for both sexes, (21 none. 
Miscellaneoue, (1) 1,6x4 ft. and 1, 48 z 28 in., slate, front of seats 
and 2 windows, (2) condition good. North Breton, District No. 2 : 
Location, (1) gravel, (2) none, (3) open, (4) limited. Building, (l) 
IJ to 2 ft., (V) tight wall, (3) — , (4) 23 x 2IJ i 9 ft. 8 in. 
Lighting, (I) lf<, (2) 3, (3) 84 z SO in., 6 windows, (4) sides and 
pear, (5) yes, (H) 28, {7) 27, (8) patent, (9) no. Heating and venti- 
lation, (1) atove, (2) windows &ud door. Outbuiidinga, etc., (1) 
single closet, (2) none. Miscellaneous, (1) board, 3A x 15 ft., front, 

(2) not in very good condition. Benedict, District No. 3 : Loca- 
tion, (1) sand, {2) no, (3) open, (4) yes. Building, (1) 18 in., (2) 
tight wall, (3) —,(4) 29 x 25 x IL. Lighting, (1) 32 in., (2)36 in., 

(3) 33 X 60 in., 8 windows, (4) sides and rear, (5) yes, (6) 60, (7) 32, 
(8) patent, (9) small. Heating and ventilation, (1) stove, (2)ceiiiug, 
18 X li in. Outbuildings., etc., (1) closet, (2) none. Miscellan- 
eous, (1) 2 boards, 68 x 86 in., between windows and l slate, (2) good 
condition and arrangement. District No. 4, Primary Department: 
Location, (1) gravel loam, (2) no, (8) shaded, with path in front, 

(4) yes. Building, (I) brick, (2) tight wall and cellar under whole 
building, (8) — , (4) 33 x 21 x 16 ft. Lighting, (1) 42 in., (2) 27 
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in., 13) 90 X 46 in., 5 windows, U) — , (6) yea, (6) 40, (7) 30, t8) pat- 
ent, (9) yes. Heating and ventilation, (1) coal stove, (.-i) windows 
Mid door. Outbuildings, etc., (1) doable closet, for 3 depart- 
ment, (2) none. Miscellaneous, (1) 1, 334 x 42 in., 1, 66 x 43 in., 
], 132 z 30 in., 1, 108 x 42 in., sides and front, [2) excellent condi- 
tion, newly repaired. District No. 4, Intermediate DepariTnent 
Location, game as primary. Building, (4) S3 x 21 x 15. Lighting, 
(1) 42 in , (2) 27, (3) 45 x 90 in., 5 windows, (4) sides and rear, (5) 
yes, (6) 60, (7) 34, (8) patent, (9) yes. Heating and ventilation, (1) 
^al stove, (2) windows and transom ovor door. Ontbaildings, etc., 
(1) same as primary. Miscellaneous, (1) 1, front, 16 x Si ft., 1, side, 
16 ft. 4 in. X 3i and 1, 4 ft. 6 in. x 3^ ft, (2) good condition. 
Higher Department: Building, (4) 30 x 24 x 15 ft. Lighting, (1) 
42 in., (2) 27, (3) 90 x 45 in , 3 windows, (4) rear and side, (5) yes, 
(6) 36, (7)34, (8) patent, (9) yes. Heating and ventilatioD, (1) coal 
stove, (2) windows and transom over door. Outbuildings, etc., same 
as primary department. Uiscellaneons, (1) 1, 12 x 3^ ft., 1, 11^ x 
8^ ft., 1, 13} X H ft., 1, 11 X 3^ ft., slate, front and side, (2>8ame 
as other 2 rooms. District iVo. 6, Primary Department: Log»> 
tioD, (1) sand, (2) no, (3) clo^ to other building, (4) yea. Bailding, 
(1) 18 in. to 2 a, (2) tight wall, (3) — , C4) 30 x 17 i 9 ft Light, 
ing, (1) 18 in., (2) 36 in., (3) 56 x 31 in., 9 windows, W sides and 
rear, (6) yes, (6) 55, (7) 60, (8) modem, (9) no. Heating and venti- 
latioD, (1) 1 coal stove, [2j windows and doors. Outbuildings, etc, 
(1) double closet for 3 departments, (S) none. Miscellaneoua, (1) 6, 
3 are 86 X 24 Jn., 1 67 x 88 in., 1, 132 x 36 in., {%) building in bad 
condition and something must be done at once for oomlort of 
ecbolar, as well as protection, will undoubtedly be voted to do at 
the town meeting in March. Intermediate Department: Location, 
same as primary. Building, (1) ^ to 2 ft., (2) tight wall, (3) — , (4) 
83 X 21 X 12 ft. Lighting, (1) 28 in., (2) 36 in , (8) 74 i 46 in., S 
windows, (4) rear and side, (5) yes, (6) 44, (7) 36, (8) patent, (9) no. 
Heating and ventilation, (1) coal stove, (2) ceiling ..Outbuildings, 
etc., same as in primary. Miscellaneous, (1) 1, 144 z 48 in , 1, 
65 X 36 in., rear and side, (2) bad condition. High Department: 
Building U) i to 2 ft., (2) tight wall, (3) — , (4) 33 x 18 x 12 fL 
Lighting, (1) 28 in. , <2) 36, (3) 74 x 46 in., <4) rear and side, (51 yes, 
(6) 32, (7) 12, (8) patent, (9) no. Heating and ventilation, (1) coal 
stove, (2) register in ceiling. Outbuildings, etc-, same as primary. 
Miscellaneous, (1) I, 12 x 4 ft., and 16 x 2H ft., bad condition. 
Dittrict No. 6: Location, (1) sand, (2) no, (3) open, (4) limited. 
Building, (I) brick, (2) tight, (3) — , (4) 24 x 20 x 10 ft. Lighting, 
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(1) 20 in., (3)86 io., (3) 60 x 81 in, 6 vindowa, (4) rear and aide8,(6) 
yes, (('<] 32, (T) 21, (8) patent, (9) no. Heating and ventilation, (I) 
atove, (2) windows and doors. Ontbuildin^, etc., (1) 2 aingle 
closets, (2) none. MisceUaDeous, (1)3x7 ft, facing seats, (2) quite 
comfortable. District No. 7: Location, (1) slate, (2) no, (8] open, 
(4) limited. Bnilding, (1) 3 ft., front, tapera to ground on rear, ('I) 
tight wall, (3) — , (4) 27 x 21 i 9^ ft. Lighting, (I) 29 in., (8) 84 
in., (3) 51 X 30 in., 9 windows, (4) aide and rear, (5) yes. (6) 83, (7) 
22, (8) niodern, (9) none. Heating and ventilation, (1) stove, (2) 
windows, door, ceiling. 3 x 1 ft. hole. Ontbnildinga, etc, (1). 
double closet, (2) none. Miscellaneona, (1) 5 in ua, 3, 44 x 46, 
2, A2 X 46 in., 1, 73 x 46 in., {%) comfortable. District No. 9: 
Location, (1) gravel and slaty, {2) no, [3) open, (4) yes. Bailding, 
(1) 1 ft., (3) yes, (3) — , (4) 21 x 31^ x 8 ft. 10 in. Lighting, (1) 10 
in., (2) 33 in., (8) 54 x 81 in., (4) sides and rear, (6) yes, (6) 36, (T) 
19, (8) patent, (9) no. Heating and ventilation, (1) stove, (2) win- 
dows and door. Ontbnildinga, eto., (1) aingle closet, (2) none. 
Miscellaneona, (1) 1, 11 x 8^ ft., front, 1, 3 x 4 ft.,. aide, (2) fair 
condition. 



Fair RAVZH.—Graded School: Location, (1) land, (3) none, 
(8) church, (4) yea. Bnilding, (1) 15 in., (S) yea. (3) No. 1 room, 
air apace 9464, (4) 28 x a6x 13 ft.. No. 2, 6720, (4) 38 x 20x 10 ft.. 
No. 3, 6730, (4) 28 X 20 x IS ft.. No. 4, 6720. (4) 28 z 30 x 12 ft.. 
No 5, 7280, (4) 26 z 20 x 13 ft, No. 6, 8294, (4) 29 x 33 x 18 ft. 
No. 7, 10,273, (4) 32 x 84 z 14 ft.. No. 8, 9996, (4) 21 x 84 z 14 ft.. 
No. 9, 18,000, (4) 30 X 40 X 16, No. 10, 6432, (4) 26 x 19 x 13 ft. 
Lighting, (1) 35 io., all roome, (2) 28 in., all rooms, (3) 8 ft. 7 in. z 
3 f t fi in., all rooma, &0 windows all rooma, (4) sides and rear, (fi) 
yea, {6)80, (7) 80, (8) plain, (9) no. Heatingandventilation,(l)stov«, 

(2) windowB. Ontbnildinga, etc., (1) none, (2) dry oloaeta connected 
with foni air ventilation ahaft. Miscellaneous, (1) slate, 186, 
■idea. Dittrict itTo. 3: Location, (1) eand, (2) no, (3) good, (4) yea. 
Building, (1) 18 in., (2> yes, 13) No. 1, 6864, No. 2, 6864, No. 3, 
4263, (4) No. 1, 24x26 X 11 ft. No. 2,24x36 X Uft.Na 8,Bame, 
No. 1 room, Ifi x IJS ft 6 in. x 10 ft. 6 in.. No. 2 room, 15 x U ft. 6 
in. z 10 ft. 6 in. Lighting, (1) 15 in., (2) 36 in., (S) No. 3 room. 40 
X 66 in., 6 windowa, (4) aide and rear, (5) not stated, (6) 44. (7) 29, 
(8) patent, (9) yes. Heating and ventilation, (1) hot air furnace, 

(3) Maboney system. Ontbaildinga, etc., (1) privies, (2) none. 
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AftaoellaDeons, (1) 75 fi., sUte, DUtrief No. 3 : [jocatioii, (1) slate, 
(2) none, (8) good, (4) no. Building, (l) 12 in., (2) no, (3) 3960, 
(4) 20 I 20 I 9 ft. Lighting, (I) 16 in., (2) 3 ft. 5 in., (3) 32 x 49 
in., 7 windows, (4) eidee and rear, (6) jes, (6) 30, (7) 16, (8) patent, 
(9) no. Heating and ventilation, (1) gtovea, (2) windows. Onfc- 
buildings, etc., (1) privy and shed, (2) none. Miscellaueons, CD 30 
ft., side. District No. 4: Location, (1) loam, (2) no, (3) good, (4) 
no. Bnilding, (1) 13 in., (2) no, (8) 5290, (4) 33 x 23 x 10 ft. 
Lighting, (1) 36 in., (2) 22 in , (3) 31 i 56 in., 6 windows, (4) sides 
and rear, (5) .yes, (6) 82, (7) 15, (8) old style, (9) no. Heating and 
ventilation, (1) stoves, (3) windows. Oathnildingg, etc., (I) ahed 
andprivy,(2) none. Miscellaneoos, (1)52 ft. 



HuBBA^BDTON. — DistHct NO. 1: Location, (1) loam, (2) no, (3) 
large yard, (4) yes. Bnilding, (I) 3 ft., (2) yes, {8) 7852, (4) 27 x 
23 I 13 ft. Lighting, (1) 4 ft, (2) 3 ft, (3) 5 i 2 ft. 8 in., 8 win- 
dows, (4) rear and side, (5> yes, (6) 40, U) 9, (8) patent, (9) yes. 
Heating and ventilation, (I) stoves, (2) ceiling. Ontbatldings, etc., 

(1) privy and shed, (2) none. Hiscel Ian eons, (1) 3'> ft., end. IHs- 
trict No. 3: Location, (1) slate, (2) no, (3) roadside, (4) no. 
Bnilding, (1) 2 ft., (3) yee, (3) 2786, (4) 19 x 18 x 2. Lighting, (1) 
1 ft., (2) 4 ft, (3) 4 X 2 ft., 7 windows, (4) sides and rear, (5) blinds, 

(6) 40, (7) 10, (8) patent, (9) no. Heating and ventilation, (1) 
stove, (2) windows. Ontbnildings, etc., (1} privy and shed, (2) 
none. Miacellaneons, (1) slate, 7 ft., end of room. District No. 4 ; 
Location, CD slate, (2) no, (3) buildings, (4) no. Bnilding, (I) 2, 

(2) _ (3) 5472, (4) 24 X 24 X 9J. Lighting, (1) 1 ft. : 6 in., (2) 3 
ft. 6 ini, (3) 4i X 2 ft. 8 in., 8 windows, (4) — , (5) blinds, (6) 40, 

(7) 24, (8) "patent, (9) no. Heating and ventilation, (1) stove, (2) 
windows. Ontbnildings, etc, (I) privy, (2) none. Miscellaoeons, 
(1) 22 ft., slate, opposite windows. District No. 6 : Location, (1) 
loam, (2) no, (3) pleasant, (4) yes. Building, (1) 1 ft, (2> — , (3) 
2697, (4) 17x17 x9J ft. Lighting, (1) 3ft., (2) 3 ft, (3) 3 ft. 4 in. 
X 3ft. 6 in., e'windows, (4) — , (5) no, (6) 24, (7) 11, (8) old, (9) 
yes: Heating and ventilation, (i) stove, (2) windows. Outbuild- 
ings, etc., (1) privy, (2J none. Miscellaneous, (1) 15 ft. slate, end' 
of rooKi. District No. 7: Location, (1) loam, (2) no, (3) road- 
side, C4) no. Bnilding, (1) 1 ft, (2> no, (3) 2890, (4) 17 x 17 x 10 
ft. Lighting, (1) 2 ft., (2) 3 ft 4 in., (3) 4 ft.8 in. x 2 ft. 6 in., C4) 
— , (5) no, (6) 26, (7) 23, f8) patent, (9) yee. Heating and ventiJa- 
tion, (1) stove, (2) windows. Ontbnildings, etc., (I) privy, (2) none. 
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Miacell&neoiiB, CD slate, 21 ft,, opposite wiudowa. District No. 9 : 
Location, (1) loam, (3) no, (3) open, (4) no. Bailding, (1) 1 ft., (3) 
— , (3) 2527, (4) 19 X 19 I 7. Lighting, (1) 1 ft., (2)3, (3) 3 x 2 ft. 
8 in., (4) — !, (5) no, (6) 32, [7) 17, (8) patent, (9) no. Heating and 
Tentilation, (1) stove, [i) windows. Outbuildings, etc., (1) privj, 
(2) none- Miscellaneous, (1) So ft., slate. District No. 11 : Lo- 
cation, (1) slate, (2) no, (3) open, (4) yes. Building, (I) S ft., (2) 
yee, (3) 3910, (4) 23 1 17 x 10 ft. Lighting, (1) 2 ft. 8 in., (2) 2 ft. 
10 in., (3) 4 ft. 6 in. X 2 ft. 6 in., 8 windows, (4) — , (5) blinds, (6) 
24, (7) 12, (H) common, (9) no. Heating and ventilation, (1) store, 
(2) windows. Outbuildings, etc., (1) privy, (2) none. Miscellan- 
eous, (1) 15 ft., slate, (2) TentilatioQ poor in all buildings, privies 
in bad condition. 



MiDDLETOWN. — Locfttion, (1) gravel, (3> no, (3) ple<tsaut, (4) 
small. Bnilding, (1) 18 in., (2) no, (3) 11,228, (4) 43 x 29 x 9 ft. 
Lighting, (1) 2 ft. 2 in., (2) 2 ft, (3) 60 x 85 in., 14 windows, (4) 
sides and rear, (5) jes, (6) 64, (7) 41, (8) patent, (9) yes. Heating 
and ventilation, (1) stove, (2) windows. Oiitbuildings, etc., (1) privy 
and shed, (2) none. Miscellaneous, (1) 155 sq. ft., wood, facing 
windoHB, (2) unsuitable for school purposes. Primary Room: 
Building, (3) 4437, (4) 39 i 17 x 9 ft. Lighting, (1) 15 in., (2) 27 
in., (3) 66 X 35 in., 5 in room, (4) sides and rear, (5) yes, (6) 34, (7) 
38, (8) pat«nt, (9) yes. Heating and ventilation, (1) stoves, (2)' 
windows. Outbuildings, etc., (1) — , (2) — . Miscellaneous, (I) 72 
aq, ft., slate and wood, between windows. _ Intermediate: Build- 
ing, (8) 6786, (4) 29 X 26 X 9 ft. Lighting^ (1) 15 in., [2) 27 in., 
(3) 66 x35 in., 6 in room, (4) sides and rear, (d) yes, (6] 38, (7) 
25, (8) patent, (9) yes. Heating and ventilation, (1) stove, (2) win- 
dows. Miscellaneous, (1) 51 sq. ft., slate and wood, facing fvindows. 



POPLTNBY. — District 1 ! Location, (I) gravel, (2) no, (3) 
village, (4) yes. Building, (1) 2 feet, (2) yes, (3) six rooms, 10,500 
each, one room 6800 cubic feet, (4) 28 x 25 x 11. Lighting, (1) 
2 feet 9 in,, (2) 2 feet, (S) 3 x 7 feet, 4 windows, each room, (4) 

, (5) yes, (ti) 270, (7) , (8) patent, (9) no. Heating 

and ventilation, (1) steam, (2) windows. Outbuildings, etc., (1) 
privies, (2) none. Mieceilaneous, (1) slate, sides and front. Dis- 
trict No. 2: Location, (1) gravel, (2) no, (8) village, (4) no. 
Bnilding, (1) 2 feet Sin., (2) yes, (3) two rooms, S3 16 cubic feet 
(14) 
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each, <4) 27 i 28 x 11 feet. Lie;htiiig, (I) 1 foot e iu., (2) 3 feet 
8 in., (3) 3 X 7 feet, 7 window?, (4) sides and rear, <5) no, (6)44,(7) 
87, (&) patent, (9) no. Heating and TentiUtion, (I) atovea, (2) 
windows. Ontbnildings, etc., (1) privy, (3) none. MiscellaDeoas, 
slate, arooud tbe room. District No. B s Location, (1) loam, (Si) 
no, (3) highway, (4) no. Building. (1) 1 foot, (3) no, (3) 4761, 
(4) 28 z 23 z 9. Lighting. (1) 1 foot, (2) 2 feet 2 in , (8) 2 feet 
S in. X 5 feet, (4) each end, (6) no, (6) 28, (7) 14, (8) patent, (9) 
no. Heating and ventilation, (1) stove, (2) windows. Ontbnild' 
ingB, etc., (1) shed and privy, (3) none. Misoella neons, (1) 27 
feet, front and sid^a. District Jfo. 4: Location, (1) gravel, (2) 
no, (3) hilly, (4) no. Baiiding, (I) 1 foot, (2) no, (3) 2565, (4) 15 
1 19 X 9. Lighting, (I) 1 foot, (2) 2 feet 4 in., (3) 8 feet 6 in. i 
2 feet 4 in., 4 windows, (4) sides and rear, (5) no, (6) 99, both 
rooms, <7) 80, (8) patent, (9) no. Heating and ventilation, tl) 
atoves, (2) windows. Ontbnildings, etc., (1) privies, (2) none. 
Miscellaneous, (1) elate, 27 feet and 12 feet, opposite windows. 
Distrivt JVo. 6: Location, (1) loam, (2) no, (3) hiliy, (4) no. 
Building, (1) 1 foot, (2) no, (3) 2566, (4) IS x 19 x 9. Lighting, 

(1) 1 foot, (2) 3 feet, (3) 2 feet 6 in. x 5 feet, 6 windows, (4) front 

and sides, (6) yes, (S) 28, (7) 30, (8) patent, (9) . Heating 

and ventilation, (I) stovea, (2) windows. OutbnildingB, etc., (1) 
privy, (2) none- Miscellaneous, (1) 32 feet, slate, each side and 
front. District No. 9 : Location, (1) gravel, (3) no, (3) hilly, (1) 
no. Bnilding, (T) 1 foot, (2) no, (3) 2160, (4) 15 x 16 x 9. Light- 
ing, (1) 1 foot, (2) 2 feet 6^ in., (3) 3 x 5 feet, 4 windows, (4) each 
aide, (5) no, (6) 16, (7)-8, (8) patent, (9) no. Heating and venti- 
lation, (1) stoves, (2) windows. Outbuildings, etc., (1) privy, (2) 
none. Miscellaneons, (I) 24 feet, slate, between windows. District 
No. 11 : Location, (1) gravel, (2) no, (3) fair, (4) no. Bnilding, 
(1> 1 foot, (2) no, (3) 2160, (4) 15 x 16 x 9. Lighting, (1) 1 foot, 

(2) 2J, (3) 4 X 3 feet, 6 windows, (4) sides, (5) yes. (6) 16, (7) 8, (8) 
patent, (9) no. Heating and ventilation, (1) stoves, (2) doors and 
windows. Ontboildings, etc., (1) privy and sbed, (2) none. Mis- 
cellaneous, (1) slate, side and front, 27 feet. District No, 12: 
Location, (1) loam, (2) no, (8) swamp, (4) highway. Bnilding, 

(1) 1 foot, (2) no, (3) 2700, (4) 20 x ISj x 7J. Lighting, (1) 8 in., 

(2) 27 in., (3) 2^ x 4^, 6 windows, (4) front and sides, (6) yes, (6) 
20, (7) 16, (8) patent, (9) no. Heating and ventilation, (1) stove, 
(2) doors and windows. Outbuildings, etc., (1) open privy, (2) 
none. Miscellaneous, (I) 9 square feet, sides. District No. 15: , 
Location, (1) gravel, (2) no, (3) rocks, etc., (4) no. Building, (1) 
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1 fool, (2) no, (3> 1688. (4) 16 x 15 x 7^. Lighting, (1) 4 in., (2) 
8 feet 6 in., (3) 2 x 2 teet 4 in., 6 windows, (4) sides, (5) yes, (6) 
28, (7) 23, (8) patent, (9) no. Heating and ventilation, (1) stove, 
(2) doors and windows. Outbuildings, etc., (Dopen privy, (2) none. 
Misoel Ian eons, [1] 24 feet, slate, front. Ditirict No. 5; Location, (1) 
gravel, (i) no, (3) good, (4) no. Building, (1) 1 in., (2) no, (3) 
3400, (4) 20 X 20 I 8 feet 6 in. Lighting, (1) li, (2) 2^, (3) 2 x 4 
feet, (4) sides and rear, (6) no, (6) 32, (?) 22, (8) patent, (9) no. 
Heating and ventilation, (1) stove, (2) doors and windows. Out- 
baildings, etc., (1) privy, (2) none. MiBcellaneons, (1) 30 gquare 
feet, slate, front and sides. DUtrict No. 17 ; Location, (1) gravel, (2) 
no, (3) pleasant, (4) no. Building, (1) 1 foot, (2) no, (3) 4725, (4) 
25 z 21 X 9. Lighting, (1) 8 in., (2) 4 feet, (3) 5 x 4 j feet, 8 win- 
dows, (4) sides, (5) yes, (6) 18, (7) 10, (8) patent, (.9) no. Heating 
and ventilation, (1) stove, (2) doora and windows. Outbnildings, 
etc., (1) privy, (2) none. Miscellaneons, (1) slate, 24 feet, front. 



EUTL4ND City. — Park Street Building: Location, (1) sand, 
(2) no, (8) residences, (4) yes. Building, (l)* 5, (2) yes, (8) 4 rooms 
each 9856, (4) each 82 x 28 x 11 ft. Lighting, (1) top ceiling, (2) 
3, (») 8 ft. 2 in. X 8 ft., G windows in each room, (4) rear and side, 
(5) shatters, (6) room 1, 41 ; room 2, 49 ; room 8, 26 ; room 4, 22 ; 
(7) 125, (8) patent, (9) yes. Heating and ventilation, outbnildings, 
etc., (1) Fuller & Warren's exhaust and cremating closet. Miscel- 
laneous, (1) side wall, slate, (2) this is the most perfect school 
building we have in the city. Church Street Building: Location, 
(1 ) clay, (2) no, (3> residences, (4) yes. Bnilding, (1 ) 4, (2) yes, (3) 
8 rooms in building 4800—11,644, (4) 30 x 20 x 8—24 x 87 x 13. 
Lighting, (1) 1 ft., (2) 'i^ ft, (3) 3 x 6, 2^ 1 5 ft., 9 windows lower 
story and 7 upper, (4) rear and side, (5) yes, (6) 56 lower story, 49 
upper, (7) 350, (8) patent, (9) yes. Heating and ventilation, (1) 
hot tur, (2) windows. Outbuildings, etc., (1) none, (2) flush closets 
and urinal. Miscellaneous, (1) slate and painted wood. Court 
Square: Location, (1) sand, d) no, (3^ residences, (4) yea. Build- 
ing, (1) 2J ft., (2) yea, (3) 6160, (4) 20 x 28 x 11. Lighting (1) 1 
ft., (2) 2} ft, (3) 2^ I 3^, 6 windows, (4) rear, front and sides, (5) 
yes, (6) 68, (7) 120, (8) patent, (9) yes. Heating and ventilation, 
(1) hot air, (2) windows. Outbuildings, etc., (1) none, (2] flush 
closets and nrinals. Miscellaneous, (1) slate. Ward 2, Madison 
Street Building: Location, (1) sand, (2) no, (3) residences, (41 yes. 
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Building, (1) 2i ft., (2) yee, (8) 4 rooms each 14,820, (4) each 88 x 
26 I 15. Lighting, (1) IJ ft, («) 2J ft., (3) 3J x 8, 6 wiadows in 
each room, (4) side and rear, (5> yes, (6) 48, (7] 150, (8) patent, (9) 
yes. Heating and ventilation, (1) steam, (2) windowa and vent to 
Ghimoe;. Outbuildinga, etc., (t) none, (2) flush closet and nrinals. 
Miscellaneous, (I) slate, side walls. Pine Street Building. Loca- 
tion, (1) clay, (S) no, (3) residences, (4) jea. Building, (1) 1 ft., 

(2) yes, (3) 4 rooms each 10,762, (4) each 32 z 28 x 12. Lighting, 
(1) 1 ft., (2) 3 ft., (3) 3i X 8, 7 windows in oach room, (4) rear, 
front and aide, (5) yea, (6) 49, (7) 163, (8) patent, (9} yea. Healing, 
TentilatioD, outbnildings, etc., Smead'a system. Miacellaneoos, 

(1) slate. Watkins Avenue, ward 10. Location, (1) annd, (2) no, 

(3) residences, (4) yea, Bailding, (1) 4 ft., f2) yea, (3) 4 rooms 
each 10,753, (4) each 32 x 28 X 12. Lighting, (1) flush with ceil- 
ing, (2) 2^ ft., (3) 3^ X 8 ft., 6 windows each room, (4) rear and 
side, (i) yes, (6) 42 down stairs, 35 up stairs, (7) 128, (8) patent, (9) 
yee. Heating and ventilation, (1) hot air, (2) Faller & Warren's 
exhauat. Oatbuildings, etc*, (1) none, (%) flush closet and urinals. 
MiBcellaneouB, (I) side vails, alate. School Street Building. Loca- 
tion, (1) sand, (2) no, (3) residences, (Dyes. Building, (1) 4 ft., 

(2) yes, (3) 4 rooms each 5742, (4) 34 x 18 x 11 each. Lighting, 

(1) flnah with ceiling, (2) 3 ft., (3) 3^ x 7 ft., 7 windows in room, 

(4) rear, front and aide, (5) yea, (6) 48, (7) 143, (8) patent, (9) yes. 
Healing, ventilation, outbuildings, etc., Smead's system. Mis- 
cellaneous, (1) alate on side walls. Woodstock Avenue Building. 
Location, (I) clay, (2) no, (3) residences, (4) yes. Building, (1) 18 
in., (3) yes, (8) 9375, (4) 25 s 25 i 15 ft. Lighting, ( I) 4^ ft., (3) 
2i ft,, (3) 2i X 6, 6 windows, (4) rear and side, (5) yes, (6) 40, (7) 
62, (8) patent, (9) yes. Heating and ventilation, (1) stoves, (2) 
windows. Outbuildings, etc., (1) closets in separate building, (2) 
old pattern water closets and urinals. MiscellaneouSi (1) painted 
wood and state, (2) old 1 story wood bailding withont basement. 
Parochial School, Green Street. Location, (1) sand, (2) no, (8) 
residences, (4) yes. Building, (1) 3 ft., (2) yes, (3) 4 rooms each 
4840 (4) 32 X 20 X 11 ft. each. Lighting, (1) 1 ft., (2) 3 ft., (8) 
S^ X 6 ft., (4) side and rear, (6) yes, (6) 26, (7) 150, (8) patent, (9) 
yes. Heating and ventilation, (1) steam, (2) windows. Outbuild- 
ings, etc , (1) none, (2) flush closet and urinals. Miscellaneous, (1) 
slate on side walls. Parochial, Meadow Street. Location, (1) 
rock, (3) no, (3) residences and church, (4) yea. Building, (1) 3 ft, 

(2) yes, (3) 4 rooms each 6300, (4) 21 x 20 x 15 ft. each. Lighting, 
(1) 3 ft., (2) 3 ft., (3) 4 X 6 ft., 5 in room, (4) rear and aide, (5) 
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jes, (6) 40, (7) 150, (8) patent, (9) job. Heating and yentiUtioD, 
(I) steam, (3) windows. Outbuildings, etc., (1) none, (3) flnsh 
closets and nrinals. UiscellaneoaB, (I) on side walls. Boulevard 
Building, City. Location, (t) sandy loam, (2) no, (3) residences, 
(4) yes. Building, (1) 15j ft.. (2) yes, (3) 6 rooms each iq.782, 
(4) 83 X 28 X 13 ft. each. Lighting, (1) 1 ft., (2) 3 ft., (8) 3 ft. 10 
in • X 8 ft. & in. each room, (4) rear and side, [5] yes, (6) 49, (7) 
260, (8) patent, (9) yes. Heating and ventilation, (I) Buffalo 
Forge Co. Outbuildings, etc., (l> none, (2) finsfa closet and 
urinals. Migcellaneons, (1) slate on side walls. Centtr Street 
High School Building. Location, (1) clay, (2) no, (3) residences, 
(4) yes. Building, (1) 4 ft, C2) yes, (3) 4 rooms, No. 1, 13,676 j 
No. 3, 60,000 ; No. 3, 9744 ; No. 4, 8130 ; (4) 4 rooms, 39 ,x 29 
X 15 ft., 50 X 40 X 30 ft., 29 x 28 x 12 ft., 29 x 30 x 14 ft. light- 
ing, (1) 2 ft., (2) 3 ft, (3) 10 I SJ ft. , (4) rear and side, (6) yes, (6) 
178 in high school, 133 in other, (7) 310, (&] patent, (9) yes. 
Heating and ventilation, (1) steam, <2) windows, registers and fans. 
Outbuildinge, eta, (1) none, (3) flash closets and nrinals. bliscel- 
laneons, (U slate, side walls. 



RuTiAKD Town. — Location, (1) clay, (2) yes, (3) meadows, (4) 
yea. Building, (I) 1 ft, (S) yes, (3) 7285, (4) 83 x 21 i 15 ft 
Lighting, (1) 2 ft, (3) 3 ft, (3) 2^ z 4 ft. 6 in room, (4) side and 
rear, (5) yes, <6)33, (7) 13, (8) double seats, (9) yes. Heating and 
ventilation, (1) wood stove, (3) windows. Ontbuildings, plumbing, 
etc., (1) dry closets, (2) none. Miscellaneous, (1) elate, between 
windows. District No. 16: Location, (1) clay, (3) yes, (3) mead- 
ows, (4) yes. Building, (1) 1 ft, (3) yes, (3> 6930, (4) 21 x 32 x 15 
ft Lighting, (l)Si ft, (2) 3 ft, (3) 2 ft 8 in. x 4 ft, 6 in room, 
(4] sides and rear, (5) yes, (6) 33, (7) 14, (8) donble seats, (9) yes. 
Heating and ventilation, (1) wood stove, (3) windows. Outbuild- 
ings, plumbing, etc., (1) dry closets, (2) none. Misoel Ian eons, (1) 
slate, between windows. Center Rutland: Lociition, (1) aandy, 
(2) yes, (3) residences, (4) yes. Building, (I) 5 ft, (2) yes, (S) 
4 rooms each 8640, (4) 24 x 34 x IS ft Lighting, (1) 3) ft, (3) 
8 ft., (3) 3 X 6 ft., 6 in room, (4) side and rear, (5) yes, (6) 38, (7) 
90 in 4 rooms, (8) patent, (9) yes. Heating and ventilation, (1) hot 
air, (31 windows. Outbuildings, plnmbing, etc., (1) dry cb}8ets,(2) 
yes. Miscellaneous, (1) slate, on side wall. District No. 5, TOwn 
of Rutland: Location, (1) sandy, (2) yes, (3) meadows, (4) yea. 
Building, (1) li ft, (2) no, {3j 2720, (4) 17 x 20 x 8ft. Lighting,(l) 
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3 ft., {«) 24 ft., (3) Si X 3i ft., 6 windows. (4) front and sides, (5) yes, 
(6> 13, (7) 11, (8) patent, (9> yea. Heating and TentiUtion, (1) wood 
stoves, (3) windows, Oatbnildings, plambing, etC', (!) dry ctoseta 
(3) none. Miecellaneons, (1) slate. District JVo. U: Location, 
(1) day, (3) yes, (3) farming community, (4) yes. Building, (1) 31 
ft., (2) no, (3) 5940, (4) 37 x 33 x 10 ft. Lighting, CO 3 ft., (2) 3 
ft., (3) 2J X 4 ft.. 7 windows, (4) sidea aud bacli, (5) no, (6) 33, (7) 19, 
(8) patent, (9) yes. Heating aud ventilatioQ, CO wood stove, (3) 
windows. Outbuildings, plumbing, etc., (1) dry closets, (2) none. 
MiBCellaneous, 0) slate, front of seats. District No. 13 : Loca- 
tion, (0 sandy, (2) yes, (3) meadows, {4} yes. ■ Building, (I) on the 
ground, (2) no, (S) 2601, (4) 17 x 17 x 9 ft. Lighting, (1) 1 ft., (3) 

4 ft, (3) 3 ft. 6 in. X 8 ft. 6 in., 5 windows, (4) rear and sides, (6) 
yea, (6) 10, (7) 6, (8) patent, (9) yes. Heating and Tentilation, (1) 
wood stoves, (3) windows. Miscellaneous, (1) slate. 



WASHINGTON COUNTY. 

Oabot No. 1, Whittier Sill: Location, (1) dry, (2) no, (3) 

good, (4) no. Bnilding, (1) 2 ft., (2) yes, (8) 8990,(4) 21 x 19 x 
10 ft. Lighting, (1) 3 ft., (2) 3 ft., (3) 3 x 5 ft., 6 windows, (4) 
sides, (5) yes, (6) 34, (7) 11, (8) wood, (9) no. Heating and ven- 
tilation, (1) wood stove, (3) none. Oatbuildings, eta, (1) privy 4 
feet from window, ('.!) none. Miscellaneous, (1) 40 square feet, 
wood, near window. District No. 2, PetervUle: Location, (1) 
moist, (2) no, (3) good, (4) no. Building, (1) on ground, (3) no, 
(3) 5060, (4) 33 X 23 X 10 ft. Lighting. (1) 2 ft., (2) 3 ft., (3) 2^ x 
4^ ft., 6 windows, C4) sides and rear, (5) yes, (6) 80, (7) 14, (8) pat- 
ent, (9) no. Heating and ventilation, (I) wood stove, (2) no. 
Outbuildings, etc., (1) privy 1 ft. from window, (2) none. Miscel- 
laneous, (1) 35 square feet, wood, facing window. No. 3, Hooker- 
vilU: Location, (0 moist, (2) no, C3) good, (1) no. Building, (1) 
18 in., (2) no, (8) 4536, [4) 24 x 31 x 9 ft. Lighting, (I) 2 ft, (2) 
2 ft., (3) 3 ft. 10 in. x 5 ft., 5 windows, (4) sides, (5) yes, (ti) 32, 
(7) 39, (8) patent, (9) no. Heating and ventilation, (1) wood stove, 
(3) no^e. Outbuildings, etc., (1) privy joins house, (2) none. 
UiscellaneouB, (1) 45 square ft,, wood. No. 4, East Oabot: 
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Location, (1) drj, (2) no, (3) good, (4) no. Bailding, (I) on gronnd, 
(2) no, (3) 7800, (4) 28 x 25 x 10 ft, Lighting, (I) 18 in., {i) 3ft., 
(8) 2 ft., 8 in. X 5 ft, 8 windows, (i) aides and rear, (5) no, (6) 
32, (7) 16, (8) patent, (9) no. Hesting and ventilation, (1) wood 
etoTe, (2) none. Outbuildings, etc., (1) priry joining honse, (2) 
none. Miscellanooua, (t) 54 sq. ft., wood, facing window. No. fi, 
I%e Plaint: r/>cation, (1) dry, (ii) no, (3) good, (4) yea. Baild- 
ing, (n on gronnd, (2) no, (8) 2976, (4) 26 x 17 x 8 ft. Lighting, 
(1) 1 ft., (2) 8 ft. 6 in., (3) 3 ft., 8 in. X 7 ft. 7 windows, 
(4) front, rear and side, (5) yes, (6) 80, (7) It, (8) patent, (9) no. 
Heating and Tentilation, (1) wood stove, [i) registers overhead. 
Outbuildings, etc., (1) privy, ('J) none. Uiscellaoeous, (1) 60 sq. ft., 
wood. Dutriet No. 6, Walden Road: Location, (I) dry, ('i) no, 
(8) good, (4) no. Bailding, (1) on ground, (2) no, (3) 52i>0, (4) 
26 X 30 X 10 ft. Lighting, (1) 8 ft., C2) 3 ft., (3) 2 ft. 6 in. x 4 ft., 
6 windows, (4) rear and sides, (5) yes, (6; 24, (7) 7, (8} old style, (9) 
no. Heating and ventilation, (1) wood stove, [D windows. Oat- 
bnildingi, etc., (1) woodshed and privy, [i) none. Miscellaneous, 

(1) 30 ft., wood. District No. 1, West Bill: I^ation, (1) dry, 

(2) no, (3) good, [4)no. Building, (i) 2 ft., (2) yes, (8) 4680, (4) 
20 xr26 X 9i ft. Lighting, (1) 18 in., (2) 3 ft., (3) 2 ft. 10 in. i 
5 ft., 6 windows, (4] sides and rear, (5) yes, (6) 48, (T) 16, (8) old, (9) 
DO. Heating. and ventilation, (1) wood stove, (3) windows. Out- 
buildings, etc., CI} privy, {i) none. Miscellaneous, (1) 35 ft., wood. 
District No. 8, Burnap Hill: Location, (I) dry, (2) no, (3) good, 
(4) no. Bnilding, (1) 3 ft, (2) no, (3) 4300, (4) 33 x 24 x 8 ft. 
Lighting (1) 10 in., (2) 3 ft., (3) 2 ft. 8 in. x 4 ft, 6 windows, (4) 
sides and rear, (5) yes, (6) S3, (7) 13, (8) patent, (9) no. Heating 
and ventilation,-(I) wood stove, (2) none. Outbuildings, etc., (1) 
privy near window, (2) none. Miscellaneons, (1) 42 ft., wood, 
near window. District No. 9, Lower Cabot: Location, (I) dry, 
(2) no, C3) good, (4) yes. Building, (I) 2 ft., (3) yes, (3) 8568, (4) 
84 X 24 X lOi ft. Lighting, (1) 18 in., (2) 2 ft. 6 in., (3) 2 ft. 10 
in. X 6 ft. 10 in., 8 windows, {i) sides and rear, (51 yes, (6) 48, (7) 
22, (8) patent, (9) yes. Heatingand ventilation, (1) wood stove, (2) 
windows. Outbuildings, etc., (1) woodshed and privy connected, 
(2) none. Miscellaneous, CI) 70 ft., wood, near windows, (3) hall 
above District No. 10, Upper Village: Location, (l) low wet 
gronnd, (2) needed, C3) near frog pond, (4) yes. Bnilding, (1) 2 ft., 
(2) yes, C3) 8510, (4) 37 x 23 x 10 ft Lighting, (1) 1 ft 6 in. (3) 
2 ft 6 in., (3) 3 It 6 in. . x 6 ft. 6 in., 6 windows, (4) rear and 
front and side, (6) yes, (6) 39, (7) 20, (8) patent, (9) no. Heating 
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and ventilation, (1) wood stove, (3) air flae and register. Oat- 
bnildings, etc., (1) woodshed and privy, {2] none. Migcellaneons, 
(1) 1S5 ft., wood, near window. Primary Grade, No. 10. 
Bailding, (a) SfiOO, (4) 25 x 32 x 10 ft. Lighting, (1) 6 in., (2) 2 ft 
6 in., (3) 3 ft. 6 in. X 6 ft, 6 in., 8 windows, (4) rear and side, (5) 
yes, (6) 48, (?) 20, (b) patent, (9> yes. Heating and ventilation, (I) 
wood stove, (S) register in chimney H ft. from floor. Miscellan- 
eoas, (1) 85 sq. ft., wood, near window. 



DUXBVB.Y .—School Sttilding 2fb. 1: Location, (1) clay, (2) 
no, (8) open oonntry, (4) yes. Building, ( Dover town hall, (2) yes, 
(8) 10,259. (4) 34 X 20 X lOJ ft. Lighting, (1) IJ ft., (2) 3 ft., (3) 
3 X 6} ft. transom, 2x3 ft., 10 windows, (4) side and rear, (5) yes, 
(6) 30, C?) 30, (8) patent, (9) yes. Heating and ventilation, (1) hot 
air furnace, (2) into flue. Ontbaildings, etc., (1) none, (3) dry 
closets. Misoellaneons, (I) 28 sq. ft, and 40 ft., patent composition. 
No. 2: Location <1) loam and olay,(2] no, (3) open country, (4) small. 
Building, (1) 12 ft., (2) no, (3)4437, (3) 22x22xdift. Lighting, 
(1) 2i ft., (2) %i ft., (3) 2 ft 7 in., x 4 f t 8 in., 6 windows, (4) side 
and back, [b) yes, (6) 24, (7) 16, (8) patent, (9) no. Heating and 
ventilati<)n, (0 wood etove, [2) windows. Ontbnildingej plumbing, 
etc, (1) water closets, (2) water closets only. MiBcellaneous, tl) 
1, 18 sq. ft., 1, 10 sq. ft, front -No. 3 : Location, (IJ gravel, (2) 
no, (3) open country, (4) no. Building, (1) 12 ft, (2) yes, (3) 5263, 
(4) 21 X 27 I 9 ft Lighting, (1) 1 ft 9 in., (2) 2 ft. 8 in., (3) 2 ft. 
10 in.' X 5 ft, 8 windows. (4) sides and rear, (5) partially, (6) 29, (7) 
14, (8) patent, (9) no. Heating and ventilation, (1) wood stove, (2) 
windows and doors. Outbuildings, plumbing, etc., (1) dry closets. 
Miscellaneous, (1) 41 sq. ft, on front and sides. So. 4: Location, 
(Dloaqi and gravel, (2) no, (3) open country, (4) small. Building, 
(1) 1 ft., (2) yes, (3) 4809, (4) 24 x 25 x 10 ft Lighting. (1) 2 ft 5 
in., (2) 2 ft. 10 in., (3) 3 ft. 7 in. s; 4 ft. 8 in.. 8 windows, (4) sides 
and rear, (5) yea, (6) 40, (7) 12, (8) old style. (9) no. Heating and 
ventilation, (1) wood stove, (2) windows. Outbuildings, plumbing, 
etc., (]] dry closets, (2) none. Miscellaneous, (I) dry closete, (2) 
none. Miscellaneous, (1) 1, 39 sq. ft, 1, 73 ft, situated one front 
and one side. No. 5: Location, (1) loam, (3) no, (3) near woods, 
(4) small. Bnilding, (1) 1 ft, (2) yes, (3) 5052, (4)23x24 xS^ft 
Lighting, (1) 1 ft. 6 in., (2) 8 ft. 3 in., (8) 3 ft 9 in. x 4 It. 8 in., 8 
windows, (4) side and rear, (5) no, (C) 32,(7) 17, (8) p&tent, (9) no. 
Heating and ventilation, (1) wood stove,' (2) windows. Outbuild- 
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logs, plumbing, etc., (l)none, (2) dry closets. Miscellaneons, (1) 1, 
34, 1, 10, 1, 9 It., slate, front. No. 6: Location, (1) grayel, (2) no, 

(3) open country, (4) Binall. Building, (1) 1 ft., (2) no, (3) 5290, 

(4) 28x23 1 10. Lighting, ll) 1 ft. 8 in., 12) 2 ft. 6 in., (3) 5 ft 8 
in. X 3 ft. 10 in., 6 windows, (4) sides and rear, (5) no, (6j 40, (7) 
18, (8) old style, (9) no. Heating and Tentilation, (1) wood stove, 
(3) windows. Oatbnildings, etc., (1) dry closets, (2) nothing. 
Miscellaneons, (1) 36 in., front of room, wood. No. 7 : Location, 

(1) gravel, (2) no, (3) open country, (4) no. Bnilding, (1) 1 ft, (2) 
DO, (3) 5071, (4) 34 X 26 X lOJ ft Lighting, [I) 2 ft., (3) 3 ft, (3) 
i ft 7 in. X 4 ft 9 in., 8 windows, (4) sides and rear, (5) yee, (6) 48, 
(7) 20, (8) old style, (9] no. Heating and ventilation, (1) wood 
stoves, (3) windows. Oathnildiogs, pltunbing, etc., (1) dry closets, 

(2) none. Miseellaneons, (1) 9^ x 3 and 4J x 8 ft,, wood one side, 
patent composition. No. 9 : Location, (1) sand and gravel, (2) no, 

(3) farms, (4) no. Bnilding, (1) 1 ft 6 in., (2) no, (3) 8110, (4] 38 ' 
X 38 z 10 ft. Lighting, (1) 4 ft., (2) S f t 2 in., (8) 2 ft 10 in. x S 
ft. 4 in., 8 windows, (4) sides and back, (5) yes; (6) 40, (7J 20, (8) 
patent 19) yes. Heating and ventilation, (1) wood stove, (2) win- 
dows, etc. Ontbaildiogs, etc., (I) horse shed, wood shed and earth 
closet Miscellaneons, (I) S^ z 6 ft, 3x5 ft., 3x5 ft., 2i z fi ft, 
front and each side. 



Mabshfibld. — Dittrict No. 1 : Location, (1) dry, (3) no, (3) 
tillage land, (4) yes. Building, (I) 16 in., (2) yes, (3) 5280, (4) 
34 X 24 z 16. Lighting, (1) 81 in., (3) 32 in., (3) 80 in., x 64 in., 
6 windows, (4) sides, (5) yes, (6) 24, (7) 14, (8) patent, (9) yes. Heat- 
ing and ventilation, (1) stovo, (3) overhead. Outbuildings, etc., 
{D privy, <2) none. Miscellaneous, (1) 118 feet, wood, end, (2) con- 
dition good. District No. 2: Location, (1) dry, (2) no, (3) ceme" 
tery and tillage, (4) no. Building, (l) 15 in., (3) yes, (3) 6000, (4) 25 
x24 X 10. Lighting, (I) 28 in., (2) 28 in., (3) 30 1 54 in., 6 windows, 
(4) rear and front (5) yes, (6) 40, (7) 9, (8) old style, (9) yes. Heating 
and ventilation, tl) stove, (3) overhead. Outbuildings, etc., (1) 
privy and shed, (2) none. Miscellaneons, (1) 36 feet wood, end. 
District No. 3 : Location, (1) dry, (3) no, (3) pasture and orchard, 
(4) yes. Building, (1) 10 in., (2) yea, <3) 4410, (4) 21 z 21 x 10. 
Lighting, (1) 31 in., (2) 31 in., (3) 30 x 42 in., 6 windows, (4) each 
side, (6) yes, (6) 24, (7) 9, (8) patent, (9) yes. Heating and venti- 
lation, (1) stove, (2) windows. Ontbuildings, etc., (1) privy, (2) 
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none. MiBcelUneous, (1) 86 feet, wood, end. Ditlriet No. 4 : 
Location, CI) dry, (2) no, (8) village, (4) jea. Building, (1) i5 in., 
C2)yea, (3) 7700, (4) 28 x 35 x 11. Lighting, (I) 12 in., (2)82 in., 

(3) 3 X 6i feet, 6 windows, (4) aidea. (5) yes, (6) 49, (7) 29, (8) 
patent, (9) yes. Heating and ventilation, <1) etove, (2) windows. 
Outbuildings, etc., {!) privy and shed, [i] none. Miscellaneons, 
(1) 60 feet, end. District No. 6 : Location, (1) dry, (2) 
DO, r8) village, (4) yes. Building, (I) 15 in., (3) yes, (3) 5?7&, (4) 
21 X 25 X 11. Lighting, (1) 12 in., (2) 32 in., (8) 3 feet 6} in., 5 
windows, (i) sides, (5) yes, (6) 45, [7} 28, (8) patent, (9) yes. Heat- 
ing and ventilation, (1) stove, (3) windows. OntbnildingB, etc., 

(1) privy and shed, (2) none. Miscellaneous, (1) 24 feet, wood, end. 
District No. 6 : Location, (1) dry, (2) no, (3) pastnre and woods, 

(4) no. Building, fl) 10 in., (i) yes, (3) S840, (4) 20 x 24 x 8. 
Lighting, (1) 10 in., (2) 8 feet, (3) 30 x 48 in., 7 windows, (4) rear, 

■ front and side, (6) yes, (6) 32, (7> 17, (3) old style, (9) no. Heat- 
ing and ventilation, (1) stove, (2) register. Outbuildings, etc., (1) 
privy and shed, (2) none. Miscellaneous, (1) 80 feet, wood, end 
and side, (3) poor condition. District No. 7: Iiocation, (1) dry, 

(2) no, (3) paatare and tillage, (4) no. Building, [I) 10 in., \i) yes, 

(3) 4959, (4) 19 z 29 X 9. Lighting, (1) 14 in., (2) 30 in., (3) 32 z 
54 in., 8 windows, (4) aide and rear, (5) yes, (6) 40, (7) 15, (8j old 
style, (9) no. Heating and ventilation, (1) stove, (2) register. Out- 
buildings, etc., (1) privy and shed, (2) none. Miscellaneous, (1) 
43 feet, wood, end and side, (2) poor condition. District No. 8 : 
Location, (1) swampy, (i) no, (8) pasture and tillage, (4) no. 
Building, (1) on ground, (2) no, (8) 2916, (4) 18 x 18 x 9. Light- 
ing, (1) 6 in., (2) 3 feet, (3) 2x4 feet, 5 windows, (1) sides and 
rear, (5) yea, (6) 32, (7) 19, (8) old style, (9) no. Heating and ven- 
tilation, (]] stove, (2) windows. Outbuildings, etc., (1) shed and 
privy, (3) none. Miscellaneons, (1) 3S feet, wood, between windows, 
(2) unlit. District No. 9: Location, (1) dry, (2) no, (3) tillage, 

(4) no. Building, (1) 14 in., (2) yes, (3) 2726, (4)'a3x 18x9. 
Lighting, (1) 24 in., (2) 30 in., (3) 2 x 4 feet, 8 windows, (4) rear, 
front and sides, (5) yes, (6) 24, (?) 22, (8) patent, {9) no. Heating 
and ventilation, (0 stove, (2) windows Outbuildings, etc., (I) 
piivj and shed, (2) none. Miscellaneous, (1) 24 feet, felt, end, (2) 
fair condition. District Ao. 10: Location, (1) dry, (8) no, (8) 
woods and stumps, (4) no. Building, (I) on gronud, (2) no, (8) 
8960, (4) 22 I 18 X 10. Lighting, (I) 18 in., (2) 3J feet, (3) 3x5 
feet, 4 windows, (4) sides, (d) yes, (R) 24, (7) 16, (8) old style, (9) 
no. Heating and ventilation, (1) stove, (2) overhead. Outbnild- 
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iDgB, etc., (I) privy and shed, li) none. HiscellaneonB, (1) 31 feet, 
board, side, (2) unfit. District No. 11 : Location, (1) dry, (2) no, 
(3) pastare, U) yes. Bnildin);, (D IS in., (2) yes, (d) 6912, (4) U 
X 24 I 12. Lighting, (1) 2 feet, (2) 3 feet, (3) 30 x 66 in.. 6 win- 
dows, (4) sides, (5) yes, (6) 82, (7) 31, (8) pab^nt, (9) yes. Heating 
and ventilation, (1) stove, Ci) register. Ontbaildings, etc., (I) 
privy and shed, (2) none. Miacellaneona, (1) 46 feet, wood, end 
and sides, (2) good condition. 



Waterbuby. — Qrqded School Building, Intermediate Room : 
Location, [I] sandy loam, (2) no, (3) in village, (4) no. Building, 
" (l)lift., (8)yee, (81 10,875, (4)21 1 36 x llj. Lighting, (I) C in., 
(2) 2 ft. 6 in., (3) 6 x 8^ f t , 3 windows, (4) in rear, (5) yes, (6) 94, 
(?) 41, (8) patent, (9) no. Heating and ventilation, (1) coal fnr- 
nace, (3) windows and doors. OntbnOdings, etc., (1) privies and 
wood shed, (2) none. Miscellaneoue, (1) 4 x 24 and 4 x 28 ft. High 
School D^artment, Same Building : Bnilding, (31 14,304,(4)38 
z S4 X 12 ft. Lighting, (1) 2 ft. 6 in., (3) 3 ft., (4) back and front, 
(51 yes, (6) 66, (7) 61, (8) patent, (9) yes. Heating and ventilation, 
(1) coal stove, (21 windows. Outbuildings, plumbing, etc., (1) 
privies, (21 none. Miscellaneous, (I) S| x 9 ft, on side, 6x3^ ft. 
back, 3^ X 5 ft. side, 8J x 17 front. Orammar Department: Build- 
ing, (3) 5693, (4) 16 x 36 x Hi ft. Lighting, (I) three, 6 in., two 
6 in., (21 3 ft , (4) aides and back, (5) yes, (6) 41, (Tj 41, (8) patent, 
(9) no. Heating and ventilation, [U coal stove, (2i windows. Out- 
buildings, plumbing, etc., (11 privies, (2) none. Miscellaneous, (1) 
3i X 21 ft., front, 3^ x 12 ft., side, 3i x 20 ft., back. Becitation 
Room: Bnilding, (3) 4152, (4) 24 x 12 x Uft. Lighting, (1) 2ft., 
(21 S ft., (3) 6 X Si ft., one 2 X 6 ft., in roof, (41 side and overhead, 
(S) in part, (61 15, (7) recitation room, (8) common, (91 yea. Heat- 
ing and ventilation, (11 coal stove, (21 windows. Ontbuildtngs, 
plumbing, etc., (1) privies, (2) nona Miscellaneoua, (I) 3 x 15 fL, 
side, 4 X h ft., back, 14 x 6^ ft., side. Frimary Department, 
Rooms Outside: Location, (I] loam, (2) no, [3) barns, eta, (4) no. 
Bnilding, (1) 1 ft. 6 in ., (2) yes, (31 6071, (4} 29 x 24 x 7 ft. Light- 
ing, (1) 8 in , (2) 2 ft. 8 in., (3) 4 ft 2 in. x 2 ft. S in!, 8 windows, 
(4) rear, side and front, (51 yes, (6) 44. (7) 46, (8) patent, (9) no. 
Heating and ventilation, (1) farnaoe, (2) into stove pipes. Oat- 
buildings, etc., (1) privies, (2) none. Miscellaneous, (I) 6 x 2i ft., 
3x4ft., 3ix6ft.,2ix 6 ft., 3 x 11 ft., 3 x 9 ft., 8 x 5 f t School 
Building No. 2: Location, (1) luam, (2j no, (3) farming, (4) no. 
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Building, (1) 1 ft, (2) no, (3) 4270, {4) 22 x 23 i 8 ft. Lighting. 

(1) IS in., (2) 2 ft. 8 in., (3) 2 ft. 8 in. i 4 ft. 1 in., 6 windows, (4) 
sides and back, C6) yes, (6) 32, (7) 18, CS) old style- (9) no. Heat- 
ing and ventilation, (1) wood stoves, (2) windows. Outbaildinge, 
plnmbing, etc., U) none except privy. Miscellaneons, (1) 32 eq* 
ft and 24 sq. ft. front. iVo. 3: Location, (1) gravel, 12) no, (3) 
farming, (4) small. Building, (1) ) ft., C21 yes, (3) 4611, (4] 23 x 
21 X 9 ft. Lighting, (1) 2 ft. 4 in., (2) 2 ft. 2 in., (3) 2 ft 9 in. i 5 
ft., (4> rear and side, (5) yes, (6)88, (7)21, (8) patent, (9) no. Heat- 
ing and ventilation, (1) wood stove, (2) windows. Outbuildings, 
plumbing, etc, (1) none, (2) privy. ■Mieoollaneone, (1) one 4"^ 6 ft, 
one, 4 X 10 ft, side and back. JVo. 4 : Location, (1) gravel, (2) 
no, (3) fanning. (4) no. Building, (1) 2 ft., (2) yes, (3) 8891, (4) 
24 X 20 X 8 ft. Lighting, (1) 21 in., (2) 2 ft 10 in., (3) 4 ft 2 in- 
1 8 ft. 8 in., 6 windows, (4) rear and sides, (6) yea, (6) 34, (7) 6, <8) 
old style, (9) no. Heating and ventilation, (1) wood stove, (2) win- 
dows. Outbuildings, etc., (1) privy, (S) none. Miscellaneous, (1) 
48 sq. ft., front, 32 sq. ft, side. No. 5: Location, (1) loam, (2) 
no, (3) farms, C4) no. Building, (1) 1 ft 6 in., (3) yea. (3) 1993, 
(4)40x29x 10 ft, Lighting, (1) 2 x 24 ft. (2) 23 in., (3) 3 ft 5 
in. X 7 ft 5 in., 8 windows, (4) sides and rear, (5) yea, (6) 50. (7) 27, 
(8) patent, (9) one. Heating and ventilation, (1) wood stove, (2) 
windows. Outbnildings, plumbing, etc , (l) privy, (2) none. Mis- 
cellaneous. (1) 24 sq. ft each side, 20 aq. ft., 72 sq. ft,, front. No. 
6: Location, (I) gravel, (2) no, {■ ) farming, (4) small. Buildings 
(1 1 ft, (2) no, (3) 3502, (4) 24 x 18 x 8J ft Lighting, (I) 1 ft., 

(2) 2 ft. 8 in., (3) 2i x 4^ ft., (4) sides and rear, (5> yes, (6) 26, (7) 
13, (8) old style, (9) no. Heating and ventilation, (1) wood stove, 
(8) windows. Outbuildings, plumbing, etc., (1) privy, (8) none. 
Miscellaneoua, (I) 21 eq. ft., front. JVb. 7: Location, (I) gravel, 
(2) no, [3) farms, (4) no. Bnilding. (0 1 ft 6 in., (2) yes, (3) 3533, 
(4) 21 X 21 X 8^. Lighting, (1) 1 ft. 6 in., (8) 2 ft 8 in., (3) 2 ft 
8 in. X 4 ft 1 in., 6 windows, (4) sides and rear, (5) yes, (6) 20, (7) 
21, (8) patent, (9) no. Heating and ventilation, (1) wood stove, (8) 
windows. Outbuildings, plumbing, etc., (1) privy, (3) none. Mis- 
cellaneonsj (I) 10 ft. 10 in. x 2 ft 9 in., front. No- 8: Location, 

(1) gravel, (2) no, (3) farms, (4) no. Bnilding, (1) 8 ft, (2) no, (3) 
4584, (4) 25 X 21 X 9 ft^ Lighting, (I) 1 ft 6 in., (2) 2 ft, (3) 2 ft. 
7 in. X 4 ft. 6 in., 8 windows, (4) sides and rear, (5) none, (6) 28, (7) 
13, (8) old style, (9) no. Heating and ventilation, (I) wood atove, 

(2) windows. Outbuildings, plumbing, etc., (1) privy, (2) none. 
Miscellaneons, (1) 2x 7 ft and 4 3 8 ft No. 9: Location, (I) 
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gravel, (i) no, (3) farms, (4) no. Boilding, (1) 1 ft., (2) no, (8) 4234, 
(4) 23 I 22 I 8J ft. Lighting, (1) If ft., (2) 2 ft. 6 in., (3) 2 ft. 7 
in. X 4 ft., 6 windows, (4) aides and rear, (S) yes, {6> 28, {7) 16, (8) 
patent, (9) no. Heating and veotilation, (1) wood stove, (2) vin- 
dowB. Outbuildings, plumbing, etc., {1) privy, (2) none. Uiscol. 
laneous, (1) 4 z 10 ft., front. Ifo. 10: Location, (1) gravel, (2) 

(3) no, farms, (4) no. Building, (1) 18 in., (2) yes, (3) 3452, (4) 21^ 
X 21 1 8 ft. Lighting, (1) 6 in., (2) 8 ft. 3 in., (3) 2i x 4i ft., 6 

■windows, (5) yes, (S) 26, (7) 6, (8) old style, (9) no. Heating and 
ventilation, (I) wood stove, {2) windows. Outbuildiugs, plumbing 
etc., (1) priry, (2) none. Hiscellaneona. 4 z 12 ft. front. Ao. 11 j 
Location, (1) gravel, (2) no, (3) farms, (4) no. Building, (1) 1^ ft., 
(2) yes, (3) 8562, {4) 80 x 26J, x UJ ft. Lightiug, (I) 3 ft. 6 in., 
(2) 2 ft. 9 in., (3) 3 X 6 ft, 6 windows, (4) sides, (6) no, (6) 41, (7) 
28, (8) patent, (9) no. Heating and ventilation, (1) furnaoo, (2\ 
poorly. Outbuildings, etc., (1) privy, (2) none- Miscellaneous, (1) 
103 sq. ft., sides and front. No. 11, Annex : Iiocation, (1) gravel, 
(2) no, (S) farms, (4) no. Building (1) 2 ft., (%) yes, (3) 1840, (4) 13 
1 16 X 10 ft. Lighting, (1) 2 ft., (2) 1 ft. 1 in., (3) 2 x 6 ft. and 3' 
X 6 ft. , 3 windows, (4) side and back, (5) yes, (6) IT, (7) 18, (8) pat- 
ent, (9) no. Heating and ventilation, (1) wood stove, (2) doors and 
windows. Outbuildings, plumbing, etc., (1) privy, (2) none. Mis* 
cellaneous, (1) 4 x 10 ft., side. No. 12: Location, (1) gravel, (2) 
no, (3) farms, (4) email. Building, (I) 1 ft. (2) no, (3) 3176, (4) 19 
X 19 X 9 ft. Lighting, (I) 1 ft. 4 in., (2) 2 ft. 6 in., (3) 3 ft. 2 in. x 
5 ft , 6 windows, (4) sides and rear, (5) yes, (6) 12, (7) 8. (d) patent, 
(9) no. Heating and ventilation, (1) wood stove, (2) windows. 
Ontbnildings, plumbing, etc., (I) privy, (2) none. Miacellaneousr 
(1) R ft. X 3 ft., board, front. No. 13 j Location, (1) gravel, (2) 
no, (3) farms. (4) no. Building, (1) 1 ft. 6 in., (2) yes, (3) 4135, (4) 
23 X 32 X 8 ft. Lighting, (1) 1 ft., (2) 3 ft. 4 in., (3) 2 ft. 6^ in. z 
4 ft. 6 in., 6 windows, (4) 6, (5) yes, (6) 30, (7) 8, (8j old style. (9) 
no. Heating and ventilation, (1) wood stove, (2) windows. Out- 
buildings, plumbing, etc., (1) privy, (2) none. Uiscellaaeous, [1)36 
x24ft.,wood. No. 14: Location, (1) gravel, (2) no, (3) farms, 

(4) no. Building, (1) 10 in., (2) no, (3) 2830, (4) 17 x 23 x 7) ft. 
Lighting, (1) 6 in., (2) 3 ft. 4 in., (3) 4 ft. 4 in. x 2 ft. 9 in., 6 win- 
dows, (4) side and rear, (5) yes, (6) 20, (7) 13, (8) patent, (9) no. 
Heating and ventilation, (I] wood stove, (3) windows. Outbuild- 
ings, etc., (I) privy, (2J none. Miscellaneous, (1) 28 sq. ft., front. 
No. 16: Location, (I) gravel, (3) no, (3) woods and farms, (4) small. 
Building, (IJ 6 in., (3) no, (8) 2395, (4) 17 x 19 i 8 ft. Lighting, 
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(1) 9 in., (2) 3 ft., (S) 2 ft. 7 in. x 4 ft. 1 in., 6 wicdowa, (4) Bide and 
rear, (6) yes, (6) 16, (7) 12, (8) patent, (9) no. Heating and venti- 
lation, (]) woodatove, (2) windowa. Oatbuildings, plambing, etc., 
(1) privy, (3) none. Miacellaneoas, (I) 2 ft. 4 in. x 5 ft. 2 in., eide. 



WoBOKBTEE. — Orammar and Primary Department 2fo. 1 : 
Location, (1) gravel, (2) no, (3) healthy, (4) no. Bailding, (1) 18 
iD.,f2) ye?, (3)6864, (4)36 z 24x11. Lighting, (I) 1 foot, (2) 8 feet 
9 in., (3) 6 feet 3 in. x 2 feet 2 in., 8 windowa, (4) eidea, (5) yea, 
(6) 33, (7) 24, (8) patent, 9 yea. Heating and ventilation, (1) fur- 
nace, (2) chimney. Outbaildings, etc. , (1) privy, 10 feet from hoQBe, 
(2) none. MiacellaneouB, (I) 6" x 2, aides. Grammar Department, 
same dimenaion aa Primary. Seating capacity, 30 ; aoholars, 27. 
District No. 3, Read's : Location, (1) gravel, (2) no, (3) woods, (4) 
woods. Bailding, (1) 6 in., (2) no, (3) 2040, (4) 10 x 17 x 8. Light- 
ing, (I) 1 toot, (2) 3 feet, (3) 4} x %\ feet, 5 windowa, (4) sides and 
rear, (&) no, (6) 18, (7) 8, (8) wood, (9) no. Heating and ventila- 
tion, (I) stoves, (2) windows. OatbnildingB, etc., (I) privy, (2) none. 
Miscellaiieona, (t) one 3x8 feet, wood. District Jfo. 4, Hamp- 
ahire Hill: Location. U) gravel, (2) no, (3) pleasant, (4) yes. 
Bailding, {]) 10 in., (2) no, (3) 3402, (4) 18 x 21 x 9 ft. Lightings 
i\) ^ ft., (2) 3 ft., (3) 2 ft. 9 in. X 4 ft. 9 in., 6 windowa, (41 sides 
and rear, (5) yes, (6) 24, (7> 13, (8) wood, (9) no. Heating and 
ventilation, (1) stove, (2) windows. Ontbnildinga, etc., (1) doable 
privy, (2) none. Miecellaneone, (1) 21 ft., wood. District Jfo. 
5, Breiotler Brook: Location, (1) gravel, (2) no, (3) pleasant, (4) 
.yea. Building, (1) 15 inches, [2) none, (3) 4761, (4) 23 x 23 x 9 ft. 
Lighting, (J) 2 ft., (2) 2 ft. 9 in., (3) 2 ft. 10 in. x 6 f t., 6 windows, 
(4) side, (5) yes, (6) 32, (7) 21, (8) benches, (9) yea. Heating and 
ventilation, (1) stove, (3) windows. • Ootbaildings, etc., (I) doable 
privy, (2) none. Miiscellaneoas, (1) board, 40 ft. District No. 6, 
Wheeler: Location, (l)gravel, (2) no, (3) good, (4) yea. Building, 
(1) 16 in., (2) no, (3) 3969, (41 21 x 21 i 9. Lighting, (1) 2 ft. 3 
in. , (2) 2 ft. 2 in., (3) 2 ft. 6 in. x 4 ft, 4 in. , 6 windows, (4) sides, 
(6) no, (6) 24, (7) 17, (8) old, (9) yea. Heating and ventilation, (1) 
stove, (2) windows. Outbuildings, (1) privy, double, (2) none. 
MiBcellaneous, (1) 3 x 9 wood, front. 
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WINDHAM COUNTY. 



DtTMifERSTOK.— i>is/n'c( No. 1: Locatiou, (I) clay, <2) no, f8) 
oommon, (4) yes. Bniiaing, CD 12 in., (2) yes, (3) 6480, (4) 37 z 
24 I 10 ft. Lighting, (]) 18 in., (2) 1 ft., (3) ? x 9 ft., 7 windows, 
(4) sides and rear, (5) yes, (6> 32, (7) 17, (8) patent, (9) yes. Heat- 
ing and ventilation, (1) wood stove, (%) windows. OatbnildinfiB, 
etc., (1) wood shed and privy, {%) none. Miacellaneous, (0 €2^ ft., 
wood. District No. 2: Location, (1) gravel, (U) no, (3) pleasant, 
(4) yes. Bnitding, (1) 12 in., (2) yea, (3) 3442^ ft., (4) 32^ i 17 i 9 
ft. Lighting, (1) 18 in., (2) 3 ft., C3) 6 ft. x 4i ft., 7 Vrindows, (4) 
sides and rear, (5) yes, (C) 28, (T) 12, (8) patent, (9) yes. Heating 
and ventilation, (1) wood stove, (2) windowa Onthnildings, etc., 
(I) shed and privy, (2) none. Miscellaneoas, (I) 15 aq. ft., wood, 
end. District No. 5 : Location, (1) clay, (2) yes, (3) farming, (4) 
yes. Building, (13 12 in., (2) yes, (3) 4488, (4) 24 i 17 z 11 ft. 
Lighting, (1) 2 ft. 6 in., (2) 3 ft. 6 in., (3) 6 x 4J ft., 6 windows, {4) 
rear and sides, (5) yes, (>?) 28, (7) 15, (8) patent, (9) no. Heating 
and ventilation, (1) wood stove, (2) windows. Oatbnildings, etc., 
(1) privy, (2) none. Miscellaneous, (1) 3Ii^ sq. ft., end. District 
No. 6 : Location, (1) sandy loam, (2) no, (S) west river, (4) ample. 
Building, (1) 8 in,, (2) yes, (3) 5326, U) 29 x 19 z 10 ft. Lighting, 
(1) 26 in., m 3 ft, (3) 6x4^ ft. 9 windows, (4) sides and ends, (5) 
yee, (6) 40, (7) 35, (8) common, (9) yes. Heating and ventilation, 

(1) wood stove, (2) windows. Ontbuildings, etc., (1) wood shed and 
privy, (21 none. Miscellaneous, (1) 48 sq. ft., wood, end. District 
No. 8 ■- Location, (1) gravel, (2) no, (3) pleasant, (4) yes. Boild- 
ing, (1) 16 in., (2) yes, (3) 5210, (4) 26 x 21 xlOft. Lighting, (1) 
2 ft., (2) 2 ft. 6 in., (3) 4J x 6 ft., 6 windows, (4) sides and rear, (5) 
yes, (6) 38, (7) 21, (8) patent, (9) yea. Heating and ventilation, (1) 
wood stove, (2) windows. Outbuildings, etc., (I) privy, (2) none. 
Miscellaneous, (1) 56 sq. ft, wood, end. District No. 1, Wtat: 
Location, (1) gravel, (2) no, (8) maple grove, (4) yes. Building, (1) 
16 in, (2) yee", (3) 5230, (4) 27 x 20 z 10 ft. Lighting, (1) 27 in., 

(2) 33 in. , (8) 4^ X 6 ft. 8 windows, (4) sides and ends, (5) yes, (6) 
16, (7)35, (8) common, (9) yes. Heating and ventilation, (1) wood 
stove, (2) windows. Oatbnildings, etc, (I) wood shed and privies, 

(3) none. Miscellaneous, (1) 96 aq. ft, wood and plaster, end. 
District No 5, West: Location, {1) rock, (2) no, (3) woods, (4) 
no. Building, (1) 2 ft., (2) yea, (3) 4U8J ft., (4) 35J x 19 x 8J ft. 
Lighting, (1) 15 in., (2) 3 ft, (3) 2 ft. 3 in. x 4 ft. 3 in., 8 windows, 

(4) sides and rear, (5) blinds, (6) S4, (7) 15, (8) patent, (9) yes. 
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Heating and vestilation, (I) wood stove, (2) wiDdowa. Oatbnild- 
ings, etc., (1) vood shed, (2) none. Miscellaaeoud, (I) 70 sq. ft., 
rubber and cloth, end. 



Qraftoit. — Valley School: Location, (1) sandy, [i) no, (8) 
4840, (4) 22 X 22 T 10 fL Building, (1) 1 ft., (2) no, (3) 4347, t4) 
23 X 21 X 9 ft. Lighting, (1) li ft., {i) 3J ft., (3) 48 x 37 in., 4 
windows, (4) side of seats, (5) yes, (6) 13, (7) 10, (8) chairs, (9) yes. 
Heating and ventilation, (1) stoves, [2; windows and hole in ceil- 
ing. Outbaildin£B plumbing, etc., <1) earth closets. Miscellan- 
eous, (I) 60 sq. ft., (2) board, soapstone finish, between windows, 
Houghton School: Location, (1) gravelly, (2) no, (3) good, (4) yes. 
Building, (1) 18 in., (2) yes, (3) S420, (4) 20 x 19 x 9 ft. Lighting, 

(1) 9 in., (2) 3^ ft, (3) 57 x 27 in,, 6 windows, (4> sides and back, 
(5) yes, (6) 24, (7) 16, (8) board seats and desks old style, (9) yes. 
Heating and ventilation, (1] stove, (2) windows and doors. Out- 
buildings, etc., (1) earth closets. Miscellaneous, (L) 26 sq. ft., (3) 
painted board, soapstone finish. Hamilton School: Location, (1) 
sandy, (2) no, (3) good, (4) yes. Building, (1) 6 in., (2) yes, (3) 
2712, (4) 19J I 16f X 9 ft Lighting, (!) 10 in., (2) ^ ft., (3) 4i 
X 2i ft., (4) side and back. (6) no, (6) 26, (7) 10, (8) old style, (9) 
yes. Heating and ventilation, (1) stove, (2) windows. Outbuild- 
ings, etc., (1) earth closets. Miscellaneous, (1) 30 sq. ft-, slate 
and board, opposite windows. Eastman School: Location, (1) 
sandy, (2) no, (3) good, (i) yes. Building, (1) 6 in., (2) no, (3j 
3600, (4) 28 X 20 X 9 ft. Lighting, (1) li ft., (2) 3J ft., (3) 48 x 
27 in., 6 windows, (4) side and back, (5) yes, (6) 24, (7) no pupils, 
(8) chairs, (9) yes. Heating and ventilation, (l) stoves, (2) win- 
dows. Outbuildings, etc., (1) water closets. Miscellaneous, (1) 36 
ft., board, painted, opposite windows. Pettengill Bridges School; 
Location, (i) sandy, (2) good, (3) no, (4) ye». Building, (1) 1 ft., 

(2) yes, (."J) 6129, (4) 21 1 28^ x lOJ. Lighting, (I) IJ ft., (2) aj 
ft., (3) 6^ X H ft., 6 windows, (4) side and back, (5) yes, (6) 50, (7) 
24, (8) chairs, (9) yes. Heating and ventilation, (1) stove, (2) win- 
dows. Outbuildings, etc., (1) earth closets. Miscellaneous, {i) 134 
ft., (2) soapstone, painted, opposite windows. Grammar School: 
Location, (1) sandy, (2) no, (3) good, (4) good. Building, (1) 1 ft., 
(2) yes, (3) 7339, (4) 26i x 27 x lOJ ft. , Lighting, (1) 1^ ft. (2) 25 
it,, (8) &\ X 3i ft, 6 windows, (4) sides and back, (S) yes, (G) 60, (7) 
15, (8) chairs, (9) yes. Heatingand ventilation, (I) stove, (2) win- 
dows. Outbuildings, etc., (1) earth closets. Miscellaneous, (1) hoard. 



by Google 



STATE BOARD OF HEALTH. 225 

102 sq. (t., opposite windows. Primary School: Location, (1) 
gravelly. (3) no, (8) good, (4) yes. Bailding, (1) 1 tt., (3) yes, (3) 
6129, (4) 31 X 28J x lOJ ft. Lighting, (I) 1^ ft., (2) 3J ft., (3) 6^ 
s 3i ft., 6 windowB, (4) side and baolt, (5) — , (6) 50, (7) 24, (8) 
— , C9) yea. Keating and ventilation, tl) stove, (3) windows. Ont- 
bnildinga, etc., (1) earth closeta. Miscellaneonfi, (1) 184 sq. ft., 
opposite windows. Walker School: Location, (1) gravel. (2) no, 

(3) good, (4) yes. Building, (1) f ft, (2) yes, (3) 3960, (4) 33 xaO 
x9ft. Lighting, (0 J ft., (3) 3i ft., (3) 52 I 28 in., 8 windows, 

(4) Bides and bacli, (5) no, (6) 32, (?) 24, (8) home made, (9) yes. 
Heating and ventilation, (1) stove, (3) windows. Ontbuildings, 
plumbing, etc., (I) earth closets. Misoellaneous, (I) painted 
boards, IS ft., opposite windows. 



LoHDONDBRRT.^Z>i»^n'c^ JVo. 1: Location, (t) gravel, (3) no, 
(S) high, (4) no. Building, (1) 1 ft., (2) no, (S) 7500, (4) 35 i25 x 
12 ft. Lighting, (I) 5 ft. 10 in., (2) 2 ft. 7 in., (3) 4 ft. 8 in. x 2 
ft 6 in., 6 windows, (4) sides and rear, (5) yos, {6)'82, (7) 11, (8) 
board, ("9) yes. HeatiDg and ventilation, (1) stoves, (2) windows. 
Outbuildings, etc., (I) water closet connected with house, (2) none. 
Miscellaneous, (1) 50 ft., wood, painted, front. DUtrict No. 3j 
Location, (I) gravel, (2) no, (3) good, (4) yes. Building, (1) 1 ft., 
(2J no, (3) 6336, (4) 24 i 24 x 11 ft. Lighting, (UZ ft. 4 in., (2) 3 
ft., (3) 4 ft. 8 in. X 2 ft. 7 in., 6 windows, (4> rear and sides, (6) 
blinds, (6) 36. (7) 9 to 15, (8) boards, (9) yes. Heating and venti- 
lation, tl) stove, (2) windows. Ontbuildings, etc., (I) privy, (3) 
none. Miscellaneous, (1) Ift ft. District No. 4; Location, (1) 
loam, (2) yea, (3) pleasant, (4) no. Building;, (I) 1 ft rear, none 
front, (2) none, (3) 4100, (4) 20 x 24J ft x 8 ft 4 in. Lighting, 
(1) 4 in., (2) 2 ft. 11 in., (3) S ft 10 in. x 4 f t 10 in., 6 windows, 
(4) sides and rear, (5) yes, (6) 24, (7) 11, t8) patent, (9) no. Heat- 
ing and ventilation, (1) stove, (2) windows. Ontbaildings, etc., (t) 
privy, (3) none. Miscellaneous, (1) 36 sq. ft, front, board. Dis- 
trict No. 6 : Location, (I) sand and rock, (2) no, (3) good, (4) no. 
Building, (1) 2 ft., (2) yes, (3) 3800. 14) 20 x 19 x 10 ft Lighting, 

(1) 184 in-r(2) 30i in., (3) 5 ft 8 in. x 3 ft 10 in., 5 windows, (4) 
sides and rear, (5) yes, (6) 24, (7) 7, (81 board,' (9) yea. Heating 
and ventilation, (1) stove, (2) windows. Ontbuildings, etc, (1) shed, 

(2) none. Miscellaneous, (1) &2 ft, front District No. 8 : Loca- 
tion, (1) gravel, (2) no, (3) good, (4) no. Bailding, (1) I ft, (2) 
no, (3) 6174, (4) 21 x 21 z 14 tt Lighting, (1) 7 ft. inolnding 

(15) 
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dome, (2> 3 ft., (3) 3 ft. 4 in. z 3 ft. 7 in., 6 windows, (4) aide, (5) 
yea, (6) 32, (7) 17, (8) wood, old, (9) none. Heating and ventilation, 

(1) stove, (3) windows. Ontbuildings, etc., (1) privy, (3) none. 
MiBcellaneoDa, (1) none. District No. 9: Location, (1) gravel, (2) 
no, (3) good, (4) highways. Building, (1) 1 ft, (2) none, (3) 5280, 
(4) 24 X 22 X 10 ft. Lighting. (1) 21 in., (9) 3 ft., (3) 8 ft. x 8 ft. 9 
in., e windows, (4) rear and sides, (5) yea, (6) 33, (7) 13, (8) patent, 
(9) yea. Heating and ventilation, (I) stove, (2) windows and venti- 
latora in ceiling. Outbuildings, etc., CI) ahed and privy, (2) no. 
Miscellaneous, (1) 20 ft., front. District No. 11 : Location, (1) 
gravel, (2) no, (3) good, (4) no. Building, (1) 1 ft., (2) no, (3) 5125, 

(4) 22 ft. 10 in. X 22 ft. 3 in. x 10 ft. 3 in. Lighting, (1) 3 ft 3 in., 

(2) a ft. 8 in., (3) 5 ft. x 3 ft. 9 in., 6 windows, (4) rear and sides, 

(5) yes, (6) 40, (7) 13, (8) patent, (9) yea. Heating and ventilation, 
(1) stove, very ^(f condition, (2) windows. Outbuildings, etc., (I) 
ahed, privy, (2) no. Miecellaneons, (I) 12 aq. ft. front. District 
No. 12, Graded .School, Higher Department: Location, (I) gravel, 
(2J no, (/!) good, (4) yes. Building, (1) east eud, 3 ft.; west end, 1 
ft. 4 in., (3) yes, (8) 6706, (4) 25 x 29 x 9i ft. Lighting, (I) 3 ft., 

(3) 2 ft. 3 in., (3) 4 ft. 8 in. x 3 ft. 7 in., 8 windows, (4) side and 
front, (6) yea, (6) 44, (7) 19, (8) board, (9) yes. Heating and venti- 
lation, <1) stove, <3) windows and ventilators in ceiling. Outbuild- 
ings, etc., (1) privy and cloaet, (2) none. Miecellaneoua, (I) 90 ft., 
side and front. District No. 12, Lower Di^artment: Location and 
building, same ae higher department. Lighting, (1) 10 in., (2) 13 in. , 
(3) 4 ft. 8 in. X 3 ft. 7 in , 8 windows, (4) rear and sides, (5) yes, 

(6) 64, (7) 26, (8) patent, (9) yes. Heating and ventilation, (I) 
stove, (2) windows. OutbuiKJinga, cic, (I) same iks in higher de- 
partment. Miscellaneous, (i) 60 ft. District No. 13, Village: 
Location, (I) loam, (3) fair, can be improved, (3) good, (4) small. 
Building, (I) 18 in., (2) no, (3) .1940, (I) 37^ x 24 x 9 ft. Lighting, 

(1) II in., (2) 2 ft. 9 in., (3) 5 ft. x 2 ft. 9 in., 8 windows, (A) sides 
and rear, (5) yes, (6) 62, (7) 39, (R) boards, (9) jes. Heating and 
ventilation, (1) stove, (3) windows. Outbuildings, etc., (1) privy, 

(2) no. Miscellaneous, (1) 40 ft., front and side. 

Newfanb. — Schofilhouse: Location, (1) sandy, (2) no, (3) 
pleasant, (4) yes. Building, (1) 15 in., (2) yes. (3) 4631i, (4) lOJ x 
23 ft 3 in. X 19 ft Lighting, (I) 3 ft 8 in., (2) 3 ft, (3) 5 ft 2 
in. X 3 ft 8 in., 8 windows, (4) sides and rear, (S) no, (6) 16, (7) 13, 
(8) patent, (9) yes. Heating and ventilation, (l) wood stove, (2) 
ventilators. Outbuildings, etc., (1) privy, (2) none. MIsoel Ian eons, 
(1) 40 sq. ft, wall. JVo. 2: Location, (I) sandy, (3) no, (3) pleaa. 
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ant, (4) yes. Building, [I) 18 in., iH) jea, (3) 4300, (4) 28 x 27 x 8 
ft. 9 in. Lighting, (t) 18 in., (a) 18 in., (3) 6 ft. x 3 ft., 8 win- 
dows, (4) sides and rear, (3) yes, (6) 30 double seats, (7) 19, (8) 
common, [<J) yes. Heating and ventilation, (I) stove, (2) vents 
near ceiling- Outbaildings, etc., (1) privy connected with wood 
Bhed, (2) none. Miscellaneons, (1) sq. yarde. No. 3: Location, 

(1) 1 gravel, (2) no, (3) pleasant, (4) yes. Building, (1) 1 ft., (2) 
yes, (3> 48C6S, (4) 26i x 19J x 10 ft. Lighting, (I) 2 ft 3 in,, (2) 
2 ft. 8 in., (3) 4 ft. 1 in. x 2 ft. 6 in., 8 windows, (4) sides and 
back, (5) only one, (6) 26, (7) 10, (8) old style, t&) yes. Heating 
and ventilation, (1) stove, (2) windows. Outbuildings, etc., (I) one, 

(2) none. Misceltaneous, (1) 41 J{ sq. ft., wood, which needs re- 
pairing, near windows. iVo. 4; Location, (1) sand, (2) no, (3) 
farming, (4) small play ground. Building, (1) 12 in., (2) no, (3) 
7500, (4) 30 K 25 K 10 ft. Lighting, (!) 2 ft. 2 in., {3) 3 ft. 1 in., 

(3) 2^ x 45 ft., 8 windows, (4) sides and rear, (5j 5 shades, (6) 30, 

(7) I&, (S) old style, CJ) yes. Heating and ventilation, (1) stove, (2) 
windows and lopeningin attic. Outbuildings, etc., (1) elosetcon- 
nected with L, (2) no. Miacellaaeons, (1) 32 sq ft.,- front and 
sides. Ho. 5 : Location, (I) gravel, (2) no, (3) farming, (4) y^. 
Building, (1) 2ft., (2) yes, (3) 3456, (4) 24 i 16 x 9 ft. Lighting, 
(1) 16 in., (2) 2 ft., (3) i ft. 8 in. x 2 ft. 6J in., 6 windows, (4) 
rear and sides, (5) no, (6) — , (7) 13, (8) board, (9) yes. Heating 
and ventilation, (1) stove, (2) door and windows. Outbuildings, 
etc., (1) privy, poor condition, (3) no. Miscellaneons, (O wood, 26 
sq. ft. No. G: Location, (1) sand, (2) no, (3) farming, (4) yes. 
Building, (1) 2 ft., (3) yes, (3) 11,550, (4) 35 x 30 x 11 ft. Light- 
ing, (I) 28 in., (3) 36 in., (3) 5i i 3 ft., 8 windows, (4) sides and 
rear, (l>) blinds, (6) 50, (7) 29, (8) patent, (9) yea. Heating and 
ventilation, (1) stove, (2) windows. Outbuildings, etc., (I) double 
privy, (2) DO. Miscellaneous, (I) 85 sq. ft. No. 7; Tx>cation, (1) 
sand, (2) no, (3) woodland, (4) yes. Building, (1) 16 in., (2) yes, 
(3) 3849, (4) 191 x 19J x lOi ft. Lighting, fj) 27 in., (2) 40 in., (8) 
31^ X &6i in., 6 windows, (4) sides and rear, (6) yee, (6) 18, (7) 16, 

(8) old style, (9) no. Heating and ventilation, (1) stove, (3) win- 
dows. Outbuildings, etc., (1) none, water closet attached, (2) no. 
Miscellaneous, (1) 39 sq ft. No. 8 : Location (1) sand, (3) no, (3) 
farming, (4) small. Building, (I) 1 ft., (2) yes, (3) 6500, (4) 26 x 
35 X 10 ft. Lighting, (1) 2 ft. 2 in., (2) 2 ft., (3) 3J x 5 ft., 8 win- 
dows, (4) sides and rear, (5) yes, (6) 42, (7) 27, (8) old style, (9) yes. 
Heating and ventilation, (1) stove, (2) windows. Outbuildings, 
elo^ (1) none, (2) no. Miscellaneous, (I; 48 sq. ft. No. 9: Xioca- 
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tioD, (1) sab soil, (2) no, (8)rBrniiDg, (4) yes. Bailding, (1) 18 in., 

(3) yes, CS) 6090, U) 29 i 21 x 10 ft. Lighting, (1) 2J ft., (2) 3. (3) 
^ X ii ft., 8 windows, U) side and rear, (5) yes, (6) 18. (7) 10, (8) 
patent, (9) yes. Heating and ventilation, (I) stove, (2) windova 
and door. Outbuildings, etc., (1) none, (2) no. Miscellaneous, 
(l)44 8q. ft. Jfo. 10: Location, (I) slate, (2) no, (3) woodland. 

(4) yes. Building, (1) 10 in., (2) yes, (3) 3615i, (4) 22 x 17 x 9}- 
Lighting, (1) 2 ft. 3 in., W 8, (3) 4 ft. 5 in i 2 ft 7 in., 6 win- 
dows, (4) aide and back, (5) blinds, (H) 3i, (7> sev^n, (8) old style 
(9) yes. Heating and ventilation, (1) old stove and pipe, (2) Open- 
ing in ceiling. Outbnildings, etc., (1) no, <2) no. Miscellaneous, 
(1) 88 sq. ft. 



RooKiNOHAU. — Saxton's Biver, Higk School Building, Dis- 
trict No. 1: Location, (1) sand, (2) no, (3) pleasant, (4) yes. Build- 
ing, (1) 3 ft., (3) yes, (8) 9000, (4) 30 x 30 x 10 ft. Lighting, (1) 3 ft.. 

(2) 2, (3) 34 X 70 in.', 4 windows, (4) sides, (5) yea, (6) 64, (7) 40, (8) 
patent, (9) yee. Heating and ventilation, (1) stove, (2) windows. 
Outbuildings, etc., (I) privy, (3) none. Miscellaneons, (1) 36 sq. 
ft., 2 board and 2 paper. Lower Room. Building, (3) 8830, (4) 30 
X 28 X lOi ft. Lighting, (1) 3, (3) 2, (3) 34 x 70 in., 4 windows. (4) 
sides, (3) yee, (6) 40, (T) 40, (f) patent, (9) no. Heating and venti- 
lation, (1) Btove, (2) windows. Ontbuiidings, etc., (1) privy, (2) 
none. Miacellaneona, (1) 72 sq. ft., slated paper. Lower Room. 
Building, (3) 8040, (4) 24 x 24 x I0,| ft. Lighting. (1) 3, (2) 2. (3) 
80 X 74 in, 5 windows, (4) aides and rear, (5) yes, (6) 42, (7) 40, (8) 
patent, (9) no. Heating and ventilation, (1) stoves, (3) windows. 
Outbuildings, etc., (I) same as high school. Miscellaneous, (1) 66 
ft, slated paper. District No. 3: Location, (I) sand, (2) no, (3) 
pleasant, (4) yes. Building, (I) 1 ft., (3) yej, (3) 7056, (4) 34 x 28 
I lOift. Lighting, (1) 4, (V)'2, [3) 33 x 48 in., 5 wfudows, (4) rear 
and sides, (6 yes, (6) 33, (7) 18, (8) patent, (9) yea. Heating and ' 
ventilation, (1) stove, (2) windows. Outbuildings, etc, (0 wood 
shed and 2 privies, (2) none. Mlscellaneoua, Cl) 60 ft., board, front 
and aide of pupils. District No. 3: Location, (1) rocky, (2) no, 

(3) good, (4) yes. Building, (1) 2, (3) yes, (8) 4275, (4) 25 x 19 x 
9. Lighting, (1) 18 in, (3) 3 ft. 9 in.. {3) 33 x 48 in., 7 
windows, <4) sides al), <5) yea, (6) 15, (7) 13, (8) patent, (9) no. 
Htating and ventilation, (I) stove, (2) windows. Outbuildings, 
etc., (1) wood shed and privy, o2(f. Miscellaneous, (I) board, 80 ft., 
front of seats. District No. 4; Location, (I) sand, (2) no, '(8) 



by Google 



STATE BOARD OP HEALTH. 229 

pleaaact, (4) yea. EnilditiK, (1) I ft., (3) no, (3) 5750, (4) 25 x 23 x 
10 ft. Lighting, (I) 3 ft. 9 in., (2) 2 ft. 7 in., (S) 31 x 50 in., 6 
windows, (4) aides and rear, (ft) yea, (6) 36, (7) 15, {8) old style, (9) 
no. Heating and ventilation, (I) stove, (2) windows. Ontbnild- 
ings, etc., (1) privy, (2) oone. Miacelianeoue, (I) 47 ft., board, 
front and eidc. District No. 5: Location, (1) gravel, (2) no, (3) 
pleasant, (4) yes. Building, <l) 18 in., (2) yes, (3) 5040, H) 38 x 20 
X 9 ft. Lighting, (1) 2, (2) 2 ft. 6 in., (3) 31 x 54 in., 7 windows, 
(4) sides all, (5) yes, (6) 22, (7) 15, (8) patent, (9) no. Keating and 
ventilation, (1) stove, (2) windows. Outbuildings, etc., (1> shed 
and privy, (2) none. Miscellaneous, (1) 189 sq ft., board, side and 
front. District JVo. 6: Location, (1) rocky, (2) no, (3) pleasant, 
(4) email. Building, ;i) 1 ft. 6 in., CI) yee, (3) 3600, (4) 20 x 20 i 9 
ft. Lighting, (I) 1 ft. S in., (2) 3 ft. 6 in., (3) 24 x 50 in., 6 win- 
dows, (4) aides snd rear, (5) yes, (6) S2, (7) 15, (8) patent, (9) yes. 
Heating and ventilation, (1) stove, (2) windows. Outbuildings, 
etc., (1) shed and privy, (2) none. Miscellaneous, [I) 1 board, 18 
ft., 1 slate, 18 ft., front and side. District No. 7: Location, (1) 
rocky, (3) no, (3) pleasant, (4) yes. Building, (1) S in.,\2] none, 
(8) 2940, (4) 28 X 15 X 7 ft. Lighting, (1) 8 in., (2) 2 ft. 1'. in., (3) 
28 X 40 in., 6 windows, (4) rear and sides, (5) no, (6) 16, (7) 12, (8) 
patent, (9) no. Heating and ventilation, (1) stove, (2) windows. 
Outbuildings, etc., tl) ahed and privy, (2) none. Miscellaneoue, (1> 
13 ft,, board, front of seats. District No. 8: Location, (I) gravel, 
(2) no, (3) pleasant, (4) yes. Building, (1) 2 ft., (2) yes, (3) 7800, 

(4) 30 X 2G X 10 ft. Lighting, (1) 1 ft. 9 in., (3) 3 ft. 10 tn., (3) 81 
X 35 in., 6 windows, (4) sides, (5) yes, (6) 66, (7) 50, (8) patent, (9) 
yes. H-eating and ventilation, (1) stove, (3) windows. Outbuild- 
ings, etc., (1) 2 privies and shed, (2) none. Miscellaneous, (1)177 
ft., slated paper, front and side. SasUon's River, Grammar De- 
partment: Location, (I) dry, (2) no, (3) good, (4) yes. Building, 
(1) 3 stories, 1 ft-, (2) yes, (3) 7350, (4) 35 x 21 x 10 ft. Lighting, 
(t) I ft 6 in., (3) ft., [3) 2i x 3^ ft., 7 windows, M) rear and sides, 

(5) yes, (6) 42, (7) 28, (8) patent, (9) yes. Heating and ventilation, 

(1) coal furnace, (2) into chimney. Outbuildings, etc, <l) 2 water 
closets, (2) none. Miscellaneous, (I) 168 sq. ft., cloth and board, 

(2) this room is in 2d story and best school room in Rockingham. 
Intermediate Department: Location, (1) dry, (2) none, 13) good, 
(4) yes. Building, (I) 1 ft., (2) yes, (3) 6237, (4) S3 i 2L x 9 ft. 
Lighting, (1) 1 ft., t3) 3, (3) 3^ x 3i ft., 7 windows, (4J rear and 
side, (b) yes, (6) 82, (7) 35, (8) patent, (9) yes. Heating and venti- 
lation, (I) furnace coal, (2) modern. Outbuildings, etc., (1) annex 
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for closets, d) none. Miecellaneotis, (1) IGSeq. ft., wood, opposite 
windows. Primary, on Northeast 8ide: Location, (0 dry, (2) no, 

(3) good, (4) yes. Building, {IJ 1 ft.. (2) yes, (8) 6675, M) 35 x 21 
s 9 ft. Lighting. (I) 1 ft., (2) 3, (3) same size and 7 windows, (4) 
rear and side, (5) yes, (C) 54, (7) 36, (8) patent, (!>) yes. Heating 
and ventilation, (I) furnace, (2> windows. Ontbuildings. etc,, {1) 
annex for closet, (2) none. Miscellaneous. (1) 1 168 sq. ft., wood. 
District No. 4, Flag Hill: Location, (1) dry. (2) no, (3) farming, 

(4) no. Building. (I) 1 ft., (2) yes, <3) 3330, (4) ISJ x 18 x 10 ft. 
Lighting, (1) 2, {2) 3, (3) 2 x 4 ft., 6 windows, (4) sides and rear, (."i) 
yes, (6) 22, (") 10, (8) patent, (9) no. Heating and ventilation, (l) 
wood stove, (a) windows. Oatbuildinga, etc. (1) privy, {'i) none. 
Mieceilaneoue, CI) 42 sq. ft. District No. 5, Rockingham Meadows: 
Location, (1) dry, (2) no, (3) rnral, (4) highway. Building, (1) 18 
in., (/) — , (3) 3830J, (4) IPJ i 17 x 9 ft. Lighting. (1) I ft., (2) 
S ft., (3) 2 K 4 ft., 6 windows, (4) sides and rear, (5) yes, (6) 24, (7) 
11, (8) old style, (9) one good one. Heating and ventilation, (1) 
wood stove, (2) windows. Outbuildings, etc., (I) wood shed and 
water closet, (2) none, water closet poorly looked after. Miscel- 
laneous, (1) 42 sq. ft., front, (2) considered a good house and would 

■ be now if well ventilated. Mast of Rockingham Cvnter on Turn- 
pike to Bellows Falls: Location, (t) dry, (2) no, (3) good, (-i) yes. 
Building, 0) 18 in. ,(2) yes, (3)5740, (4) 23J x23 x4ft.. lOin. Light- 
ing, (I) 3, (2) 3, (3) S s 6 ft., 6 windows, (4) aides, (5) yefl, (0) 30, 
(7) IS, (8) old style, fair, (9) no. Heating and ventilation, (I) wood 
stove, (2) through ceiling, windows and door. Outbuildings, etc., 
(I) privy, (2) none. Miscellaneous, [1) 90 sq. ft., slate and wood 
front, (2) water closet, foul. Webb District on Connecticut River: 
Location, (i) dry, (2) none, (■■() rural, (4) highway. B'.iildiiig, (I) 1 
ft, (2) no, (8) 2856, (4) 21 x 17 i 8 ft Lighting, U) 1, (2) 2, (3) 
2J X 6 ft., 6 windows, (4) sides and rear, (5) yes, (6) U, (7) 15, (8) 
good, (9) DO. Heating and ventilation, (I) wood stove, (2) ceiling, 
windows and door. Outbuildings, etc., (1) wood shed and closet 
attached to house, (2) none, water closet not cared for, in bad con- 
dition. Miscellaneous, (1) slate, front, ample. Lawrence Mills: 
Location, (1) gravel, (2) no, (8) pleasant, (4) yes. Building, (1) 15 
in., C3) yes, (3) 4376, (4) 23 x 19 x 10 ft. Lighting, (I) 3 ft., (2) 
2i, (3) 2 I 6 ft., 6 windows, (4) sides, (5) yes, (6) 20, (7) 10, (8) 
single seats, (9) yes, rather poor. Heating and ventilation, (I) wood 
stove, (2) windows, door. Outbuildings, etc., (1) privy, not in good 
condition, (2) none. Miscellaneous, (I) 54 sq. ft., slate. Bartons- 
ville Schoolhouse, Stone Building: Location, (1) low and moist. 
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wa(er Btiinda orouDd buildiug in wet weather, (3) no, (3) rural, (4) 
no, bighwa;. Building, (t) down to gronnd, ['i) no; water nnder 
building, bonse damp, (3)4151^, (4) 23 z 19 x 9} ft. Lighting, (I) 
18 in., t^) 3 ft., (3) 2^x 4 a., ? windowe, (4) rear, front and sides, 
(5) blinds, (U) 27, (7) 17 in winter, 2 last fall, (8) single, (9) no. 
Heating and ventilation, (I) wood stove, (2) ventilator over door 
and stove. Outbuildings, etc., (I) privy, {'i) none. Miscellaneous, 
(1) 87 sq. ft., elate, front, (2) this building located on wet soil, 
close to road, no basement, water standing nnder Hoor as near as I 
could ascertain. Rockingham Center: Location, (1) dry, (3) oo, 
(3) near road, (4) highway. Building, (I) 1 ft., «) no, (3) 3726, (4) 
28 X 18 X 4 ft. 9 in. Lighting, (1) 15 in., {H) 18 in., (3) 27x45 in., 
. 9 windows, (•!] sides and rear, (5) yes, (<>) S4, (7) 18, (S) patent, (9) 
yes, small. Heating and ventilation, (t) wood stove, (2) ventilator 
in ceiling, windows, door. Outbuildings, etc., (1) wood shed and 
closet, filthy and bad, ['£) none. Miscellaneons, (1) slate, front, (2) 
the closet at this house iu bad condition, shall report all these 
closetB to directors to be cleuned in spring. Gambridgeport: Lo- 
cation, [I) gravel, (^) no, (:}) good, (4) yes. Building, (I) 18 in, 
school in 3d story, no fire below makes room cold, (2) yes, (3) 6156, 
(4)27 X 19x 13 ft. Lighting, (1}4, (2) 18 in., (3) 3x 6 ft., 9 
dows, (4) sides and rear, (5) yes, (6) 54, (7) 31, (8) patent, (9) yee. 
Heating and ventilation, f 1] 2 wood stoveB, (2) ventilator in coiling, 
windows. Outbuildings, etc., (I) two good ones, (2) none. Mis- 
cellaneous, (1)96 sq. ft., K't) not well located for convenience from 
village. 



SxRArroH. — District No. 2: Location (1) sand, (2) no, (8) 
swamp and forest, (4) yes. Building, (l) 1 ft., (2) yes, (3) 259H. 
(4) 3t)J X 17i X 73. Lighting, (1) 3 in., «) S ft., (3) 4 ft. x 2 ft. 8 
in., (t windows, (4) side and rear, (5) no, (6) 34, (7) 8, (8) board, (9) 
no. Heating and ventilation, (I) stove, C2) windows. Outbuild' 
Inge, etc, (I) closet, 40 ft. from door and shed, (2) none. Miscel 
laneons, (I) <)696 eq. in., board, front, {'l) seats too far from desks. 
District No. 8: Location, (l) dry, (2) no, (3) fields, (4) yes. 
Building, (I) 1 ft, i-i) yes, (3) 2592|, (4) 13 x h% x 8^ ft. Light- 
ing, (I) 1 ft. 8 in., (2) 2 ft. 2 in., (3) 4 ft. 8 in. x 2 ft. 6 in., 5 win 
duws, (4) sides and rear, (5) yes, (6) 12, (7) 12, (H) board, (9) 
Heating and ventilation, CO stove, (2) windows. Ontbuildings, 
etc., (I) privies and shed, (2) none. Miscellaneous, (1) 3736 sq. in, 
front and between windows. Distriet No. 5: Location, (1) dry 
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loam, (2) no, (3) foreat aod road, (4) no. Building, (1) IJ ft., (2) 
yes, (3) 3225, (4) 20 ft. 6 in. x 18 ft. 4 in. x 8 ft. Lighting. (1) 1 
ft. 9 in., (2) 2 ft, 10 in,, (3j 2 ft. 8 in. i 4 ft,, 6 windows, (4) sides 
and rear, (5) no, (6) 15, (7) 12, (8) ancient, (9) no. Heating and 
Tentilation, (1) stove, (3) windows. Outbuildings, etc., (1) shed 
and privy, (2) none. Miscellaneous, (I) 6ti96 sq. in, front, {'i) not, 
well li{j[hted, uneanitary surroundings. District !fo. G: Location 
(1) gravel, (2) no, (3) fields, (4) yes. Building. (1) 18 in., (^) yes, 
(3) 4271, {4J 23 X 31 X 9 ft. Lighting, (1) I ft. 9 in., (2) 2 ft. 7 
in., (3) 4 ft. 8 t'n. x 2 f t. 8 in., 6 windows, (4) sides and rear, (5) 
yes, (fi) 34, (7) 5, (Sjaacient, (9) yes. Heating and ventilation, (1) 
stove, (2) windows. Outbuildiags, etc., (I) shed, privy, (i) none. 
Miscellaneous, (1] board, front, rear 5448 sq. iu-, (2) good condition. 



TowNSHEND. — ScJiOol Building No. 1: Location, (1) cobbles, 
dry. (2) no, (3) farming, (4> yes. Building, (I) 2 ft., (2) yes, (3> 
9450, (4) 35 X 27 X 14. Lighting, <1) 9 in., (S) 38 in., (3) 31 x 37 
in., 8 windows, (4) sides and rear, (6) yes, (6) 40, (7) 30, (8) patent, 
(9) yes. Heating and ventilation, (1) stove, (2) windows. Out- 
buildings, plumbing, etc., (1) privy under same roof, (2) none. Mis- 
cellaneous, (1) 90 sq. ft., opposite window, board. Nu. 2: Loca- 
tion, (I)porus, «) no,.(3) tillage land, (4) yes. Building. (1) 16 in., 

(2) no, (3) 2240, (4) 15 x 24 x 9 ft. Dgbting, tl) 1 ft,, (2) 2 ft., 

(3) 2i X 6 ft., 6 windows, (4) side and rear, (5) yes, (6t 25. (7) 7, (8) 
board, (9) yes. Heating and ventilation, (1) wood stoves, (2) win- 
dows. Outbuildings, plumbing, etc., (1) none. Miscellaneous, (1) 
43 sq. ft, board. Ho 3: Location, (1) elevation, (2) no, (3) til- 
lage, (4) no. Building, (l) IG in., (8) yes, (3) 4777, (4) 32^ x 25 x 
8i ft. Lighting, (1) 6 in., (2) 4 ft., (3) 4 ft. x 32 in , (4) side and 
rear, <5) yes, (6) 30,(7) 16, (8) board, (9) yes. Heatitigand ventila- 
tion, (1) wood stoves, (2) windows. Outbuildings, plumbing, etc., 
(1) none, (3) none. Miscellaneous, (1) 35 sq. ft., wood, opposite 
windows. No. 4; Location, (1) gravel, (2) no, (3) farming, (4) 
yes. Building, (1) 12 in., (2) no, (3) 1764, (4) 14 x 14 x 9 ft. Light- 
ing, (I) 6 in., (2) 45 in., (3) 4 x 4 ft., 6 windows, (4) sides and rear, 
(5) yes, (6) 24, (7) not in use, (8) board, t9) yes. Heating and venti- 
lation, (I) wood stove, (3) windows. Outbuildings, plumbing, etc., 
(1) privy, 12) none. Miscellaneons, (1) 30 sq. ft., opposite win- 
dows. No. 6. — Two Rooms, Village: Location, (1) dry, <2) no, 
(S) park, (4) yes. Building, (1) 24 in., (2) yes, <8) 9987, (4> 31 s 29 
X 11 ft. Lighting, (I) 26 in., (2) 33 in., (3) 75 x 30 in., 6 windows, 
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(4) Bidea and rear, (5) yes, (6) 41, (7) 39, <8) patent, (9) jea. Heat- 
ing aud ventilation, (I) fnrnace, the ventilation is tiirongh the far- 
nace. so that the expired air goes into bot air chamber and over the 
reat of the building. Upper Room, No. 6: Building, (3) 10,788, 
(4) 31 X 29 I 12 ft. Lighting, (1) 49 in., (a) 20 in., (3) 72x89 in., 
6 windons, (4) sides and rear, (5) yes, (6) 38, (7) 31, (8) patent, (9) 
jes. Healing and ventilation, (I) funiace. District JVo. 7: Lo- 
cation, (1) dry, (2) no, (3} shadj lawn, (4) yes. Building, (1) 1 ft., 
(2) yee, (3) 4fil7, (4) 21i i 21 J x 10 ft. Lighting. (1) 20 in., (2) 33, 
(8) 5fi X 34 in,, 6 windows, (4)' sides and rear, (5) yes, (ti) — , (7) 7-, 
(8) patent, (9J yea. Heating and ventilation, (1) wood atovea, (2) 
windows. Outbuildings, etc-, (0 privy. Miscellaneous, (I) 45 sq. 
ft. The building is a new one and in good repair, bu t the heating 
and ventilation are very poor, bag been condemned by myself in a 
report to the town at its annual meeting, yet, the necessary repaire 
are not made. There is one unused schoolliouse that I have not 
measnred and examined, but it will not vary materially from that of 
Nos. 3, 3 and 4. 

Respectfully submitted, 
F. L. OSGOOD, HeallhOCQcer. 



Vernon. — No. 2: Location, (1) sandy, i'i) no, (3) pleasant, 
(4) yes. Building, (1) 15 in., (2) yes. (3) 10,179, (4) 29 x 37 x 13 
ft. Lighting, (I) 4 ft. 7 in.. (2) yes, (3) 2 ft. 16 in. x 5 ft. 8 in. s2 
ft. 9 in., fi windows, (4) each side and i-ear, (5) blinds, (0) 60, (7) 13, 
(8) patent, (9) yes. Heating and ventilation, (1) wood stove, (2) by 
flues over windows. Outbuildings, plumbing, etc., (I) none, (2) 
3 earth closets, from cloak room. Miscellaneous, (0 44 sq. ft., 
opposite windows. No. 3: Location, (l) sandy loam, W> no, (3) 
pleasant, (4) no. Building, (1) 16 in., (2) no, (3) 53fi5, (4) 31 x 23 
ft., with alcove, 6 x 13 x 9§ ft. Lighting, CI) 1 ft. 1 in., Cs) 3 ft. 2 
in., (3) 4 ft. 6 in. x 2 ft. 6 in. , 6 windows, (4) each side and rear, (5) 
blinds, (6) 24, (7) 10, (8) patent, (9) yes. Heating and ventilation, 
(1) wood stove, (2) registers. Outbuildings, plumbing, etc., (1) 
wood shed and earth closets in same, {2) none. Miscellaneous, (1) 
73 sq. ft., opposite windows, No. 4 : Location, (I) sandy loam, (2) 
110, tS) cultivated fields, (4) yes. Building, (1) 18 in., (2) yes, (3) 

4782, (4) . Lighting, (1) 1 ft. 7 in., (2) 2 ft. 

10 in., (8) 4 ft 10 in. X 2 ft.' 7 in., 8 windows, (4) each side and 
rear, (5) yes, (C) 48, (7) 32, (8) patent, (9) no. Heating and ventila- 
tion, (1) wood stove, (2) registers. Outbuildings, etc., (1) sheds and 
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earth cloaeto, (2) uo. Miscellaueoas, (1) &2 ft, wood, opposite wiu- 
dow8. Mo. 7: Location, (1) gruvolly, {i) no, (3) Solda, (4) yes. 
Building, (1)18 in., (a) yea, {:!) 6U0, (4) 23 x 24 ft. and alcove. 5 i 
12 I 10 ft. Lighting, (1) 2 ft. 8 in., (3) 3 ft. 9 in., (3) 2 ft. 6 in. x 
.') ft. 4 in., 6 wiudows, (4) sides and rear, (b) blinds, (C) 38, (?) 10, 
(8) old style, (9) yes. Hoatitig and rentilatiou, (1) wood stove, (2) 
ventilators id ceiling. Outbuildings, plumbing, etc., (1) wood sbed 
and earlh closets, (3) none. Misotillaneous, (1) 38 sq. ft-, wood 
and 23 sq. ft., on plastering, front and side of windows. No. 5: 
Jiocation, (1) sandy, (3) no, (3) nnpleasant, (4) yes. Building, (1) 
10 in., (3) uo, (3) 4345, (4) 19 x 24^ Jt 9J ft. Lighting, (I) 2J ft.. 
[i) 2 ft. 8 in., {-i) 4 ft. 3 in. x 3 ft 3 in., 6 windows, (4) each aide 
and rear, (5) yes, Ci) 30, (7) 18, (8) patent, (9) no. Ueutiiig and 
ventiiutiun, (I) wood stove, («) opening in ceiling. Outbuildings, 
plumbing, etc., (I) earth closet, 25 ft., away, ('<!) none. Miscellan- 
eous, (I) 48 Eq. ft., wood, sideof windows, (2) driven well, excellent 
water, |iutnp audsink. 



Westminster, — Diairicl No. 1 ; Location, (I) sand, (3) no, 
(3) good, (4) no. Building, (t) 1 ft., (-2) yes, (3) 5772, (4) 26 a 24 i 
H ft. Lighting, <1) 3 ft., (3) 2^, (3) 43 x 3 ft., 8 windows, (4) sidos 
and rear, (5) no, (6)33, (7) 15, (-) old style, (9) yee. Heating and 
ventilation, (1) stove, (3) windows. Outbuildings, etc-, (1) pnvy, 
(3) none* Miscellaneous, (1) 13^ x 4 ft., front, wood. District 
No. 3: Location, (l) sand, (3) no, (3) good, (4) no. Building, (I) 
2, (2) yes, (3) 8560, U) 86 x 25 x 9* ft. Lighting, (I) 2, (2) 3 ft, 6 
in., (3) 3 X 5 ft., 8 windows, U) sides and rear, (5) no, (6) 40, (7) 19, 
(8) board, (9) jes. Heating and ventilation, (0 stove, (3) windows. 
Outbuildings, etc., (I) privies, 2 open, (l) no. Miscellaneous, (1) 9 
I SJ ft., 7 X 2i ft,, 5i X 3 ft., wood, front and rear. District No. 
3: I^ocation, (I) sand, (2) no, (3) good, (4) no. Building, (t) 
6 in., (2) no, (S) 3403, (4) 21 x 18 x 9 ft. Lighting, (1) 16 in,, 

(2) 3J ft., (3) 5 X 3 ft., 8 windows, (4) sides, rear and front, (5) no, 
(6) 12, (7) 12, (8) board, <d) no. Heating and ventilation, (1) stove, 

(3) windows. OntbuildingB, etc, (1) privy, open, (3) no. Miscel- 
laneous, (I) 3 X 5 ft., 3 X 3, 5 x3 ft,, wood, side and front. Dis- 
trict No. 8, 2 Booms: Location, (1) sand, l2) no, (3) goo !, (4) yea. 
Building, (1) 1 ft., (2) yes, (3) 7276, (4) 33 x 21 x 10^ ft. Lighting, 
(1) 2, (3) 3 ft. 3 in., (3)3x5, 6 windows, (4) sidesand rear, [5] no, (6) 
38, (7) 28, (8) board, (9) no. Heating and ventilation, (I) furnace, 
hot air, (3) ventilator in floor. Outbuildings, etc, (l) 2 open privies. 
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(2) no. MiBCellaneoua, (1) 24 x 8J ft., wood, front, JVo. 8, 2d 
Room, Junior Pupils: Building, (3) 7938, (4) 36 x 2] x lOJ ft. 
Lighting, (I) 2 ft., (2).S ft. 3 in., (:i) 8x5 ft., fi windows, (4) eideB 
and rear, (5) no, (6) 34, (7) 32, (S) common, (9) no. Heating and 
ventilation, (I) hot air furnace, (■.') windows. Miacellaneous, (1) 1, 
12J X 3i ft., 3, 17 X 3^ ft., wo.>d, side and rear. District No 7 : 
Location, (I) sand, (2) yos, (S) goo^, (4) no. Building, (I) 6 in., 
(a) no, (3) 7000, (4) 35 x 33 i 8^ ft Lighting, (I) 2 ft., c^) 2, (3) 
2i X ii ft., 8 windows, (4) aides and rear, (5) no, (6) 34, (7) 32, (8) 
common, (9) jes. Heating and ventilation, (I) stove, (2) windows. 
Outbuildings, etc., (1) open privy, (2) no. MiBcellaneous, (1) 8^ x 
3^ ft., i\ X 3|ft:„ wood, front and aide. District No. 9 : Location, 

(1) alluvial soil, (2) no, [3) healthr, (4) no. Building, (0 10 in., (3) 
yes, (3) 3550, (4)—. Lighting, (1)5 in,, (2) 3 ft. 6 in, (3) 4i x SJ 
ft., 6 windows, (4) sides and rear, [5] no, ((!) 20, (7) 14, (8) board, 
(9) no. Heating and ventilation, (I) stove, (•;) windows. Outbuild- 
ings, etc , (1) open privy, (3) none, Miscellaneous, (I) 5 x 9 ft,, 
wood, front. District No* 14: Location, (I) sand, (3) no, (3) 
healthy, (4) no. Building, (1) 1 ft, (3) yea, (3) 8100. (4) 81 x 25 x 
lOi ft. Lighting, (I) 1 ft. 6 in., (2) 3, (3) 3x6 ft., (J windows, (4) 
sides and rear, fS) no, (6) 40, {7> 23, (8) common, (9) no. Heating 
and ventilation, (B stove, (2) top of room. Outbuildings, etc , (I) 
2 open privies, (3) no. Mii^cellaneous, (1) 1, 4 x 14 ft., 3, 3 x 
6 ft., wood, front and sidea. Junior Room, No. 14: Loca- 
tion, (I) sand, (2) no, (3) 2d story of a dwelling house, (4) no. 
Building, (1) <5 in., (3) no, (3) 1050, (4) 9 x 13 x 9 ft. Lighting, Cl) 
2 ft., (3) 2, (3) 3j X 5 ft., 4 windows, (4) side and rear, (?•) no, (6) 
16, (7) 16, (8) common, (9) no. Heating and ventilation, [l] stove, 

(2) no. Outbuildings, etc., (I) none, (3) none. Miacellaneoua, (1) 
5x7 ft., wood, aide. 

Baltiuoke. — Location, (1) gravel, (3) no, (3) pasture, (4) yes. 
Building, (1) 18 in., (2) yes, (3)4410, (4)21 x 21 x 10 ft. Light- 
ing, (1) 2 ft. 1 in.,<2) 3 ft. 1 in., (3) 2 ft. 6 in. x 4 ft. 8 in., 8 win- 
dows, (4) aides and rear, (5) no, (6) 30, (7) 13, (8J patent, (9) yes. 
Healing and ventil.'ttion, (1) stove, (3) ceiling. Outbuildings, etc , 
(1) privy, (3) none. Miscellaneous, (I) 47 sq. ft., sida 



Bethel.— Be^Ae? VUlagB, Primary Building, Graded Schoiil: 
Ijocation, (1) gravel, (2) no, (3) church and steep bank on river 
side, (4) yes. Building, (1) 18 in., (2) yes, (3) 5040, (4) 24 x 21 x 
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10 ft Lighting, (1) 26 iu., 01) 26 io., (3) 5 ft. 5 in. x 30 ft., 8 
windows, (4) Bidee and rear, (5) yea, (6) 42, (7) 42, (8) pateot, (9) 
yes. Heating and ventilatiofi, (I) wood stove, (2) windows. Out- 
buildings, etc., (,1) privy, (2) none. MiBcellanoous, (1) 100 ft., 
aides. Qraded and High School Building, Whilcomb: Location, 

(1) gravel, (2) no, (it) dwellings, (4) yes. Building, (1) IS in., (2) 
yes, (S) 13,868 iu each 2 rooms, 11,1 9H in other 3, (4) 2, 12 x 19 
z 38^ ft., 2, 34 X 12 2 33j ft. Lighting, (I) 2 ft. 7 in., all rooms, 

(2) 22 in , alt rooms, (3) 3 ft 9 in. x 7^ ft., all rooms, 24 windows, 
all rooms total, (4) aides, (5) yes, (6) iH in each 2 rooms, 35 in other 

2 rooms, 166 all, (7) 150, (8) patent, (tO yes. Heating and ventila- 
tion, (I) wood stoves, (3) windows and ceiling. Outbuildings, etc., 

(1) privy, (2) no. Miscellaneous, (1) 416 ft,, sides. District N^o. 
5 : Location, {1) gravel, (2) no, (3) rural, (4) no. Building, (1) 10 
in., (2) no, (3) 5405, (4) 35 x 19 X II ft. Lighting, (1) 3 ft., [2) 2} 
ft., (3) 2t X a ft., 7 windows, (4) sides and rear, (5) yes, (6) 32, (7) 
20, (8) old style, (9) yes. Heating and ventilation, (I) stove, ('i) 
windows and door. Outbuildings, etc., (1) wood shed and privy, 

(2) none. Miscellaneous, (1} 45 ft., sides, opposite windows. Dis- 
trict No. 6: Location, (1) gravel, (a) no, (3J church, (4) yes. Build- 
ing, CD 14 in., (2) no, (3) Syai, (4) 33 x 20 x SJ ft. Lighting, (J) 
4 in., (2) 3 ft., (3) 5 X 3 ft., 6 windows, (4) sides-and rear, (5) yes, 
(6) 18, (7) 10, (8) old style, (9) no. Heating and ventilation, (1) 
stoves, Ci) windows and door. Outbuildings, etc., (1) privy, (2) 
none. Miscellaneous, (I) 36 ft, opposite windows. District No. 
8: Location, (1) sand, (2) no, (3) rural, (4) yes. Building, (1) 25 
in., (3j yes, (3) 4397, (4) 22 x 21 x 9j ft. Lighting, (J) 16 in., (2) 
2i ft., (3) 5 X 8 ft, 8 windows, (4) rear and sides, (5) yes, t6) 32, (7) 
13, (8) old style, (9) yes. Heating and ventilation, (1) stove, (2) 
windows and door. Outbuildings, etc., (I) privy, (2) none. Mis* 
cellaneoue, (1) 30 ft., wood, opposite windows. No. 8: Location, 
(I) gravel, (2) no, tS) rural, (4) yes. Building, (I) 10 in., (2) no, 

(3) 4410, (4) 21 X 21 X 10 ft. Lighting. (1) 10 in., (2) 3 ft., (3) 5 x 

3 ft., 6 windows, (4) sides and rear, (5) yes, (6) 28, (7) 18, (8) old 
style, (9) yes. Heating and ventilation, (0 stove, (2) windows and 
door. Outbuildings, etc., (I) privy, (2) none. Miscellaneous, (1) 
45 ft., wood, opposite windows. District No. 9: Location, (1) 
moist, (2) no. (3) rural, (4) no. Building, (l) 8 in., (2) no, (3) 2972, 

(4) 21^ X 18i X 7 ft. 10 in. Lighting, (I) none, (2) 28 in., (3) 5 x 
2J ft., 7 windows, (4) sides and rear, (5) yes, (C) 30, (7) 4, (8) old 
style, (9) no. Heating and ventilation, U) stove, (2) windows and 
door. Outbuildings, etc., (1) privy, (2) none. Miscellaneous, (1) 
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43 ft., wood, corner of room, (2) unfit for schoolhouse. District 
2fo. 11. Location, (]) moiBt, (3) no, (8) rural, (4) no. Building, 

(1) to in., (2) no, (3) 6120, (4) 36 x 20 x 8* ft. Lighting, (1) 4 in., 

(2) 2J ft., (3) 6 X a| ft., 6 windows, (4) sides and rear, (5) no, (6) 
34, (7) 14, (8) old style, (9) yes. Heating and ventilation, (1) stove, 
(8) windows and door. Outbuildings, etc., (I) privy, <3) none. 
Miscellaneous, (I) 38 ft., wood, between windows, (2) fair condition. 
District No. 14: Location, (1) moiet, (i) no, (3) rural, (4) yes. 
Building, (1) none, (3) no, {3) 3584, (4) Tf x 18 x 19^ ft. Light- 
ing, (1) 8 in., (3) 3 ft,, (3) 3 x 2 ft., 6 windows, (4) sides and rear, 
(5) no, (6) 15, (7) 7, <8) chairs, (9) no. Heating and ventilation, 
(1) stove, (3) windows and door. Outbuildings, etc., (1) privy, (2) 
Done. Mi seel I ftn eons, U) 21 fL, wood, opposite windows, (2) not fit. 



PoMFRET. — District No. 1: Location, (1) sandy loam, (3) no, 
(S) rural, (4) yes. Building, (1) 18 in., (2) yea, (3) 8008, (4) 26 x 
22 X 14 ft. Lighting, (I) 3, {2} 3, (3) 8 x 4 ft , 6 windows, (4) sides, 
(51 yes, (6) 30, (?) 16, (8) patent, (9) yes. Heating and ventilation, 
(1) stove, jacketed, (2) register in chimney. Outbuildings, etc, (1) 
2 privies and shed, (2) water room. Miscellaneous, (I) 100 sij. ft., 
slate, front. District No. 2: Location, (1) loam, (3) no, (8) fields, 
(4) no. Building, (1) 2 ft., (2) yes, (3) 3300, (4) 20 x 20 x 8 ft. 
Lighting, (1) 4 in., (9) 3J ft., (3) 3^ x 4 ft., 6 windows, (4) sides and 
rear, (5) yea, (6) 24. (7) 17, (S) patent, (9) yes. Heating and venti- 
lation, (1) stove, (2) windows. Outbuildings, etc., (I) 2 privies 
and wood shed, (2) none. Miscellaneous, (I) 43 ft., wood, side and 
front. District No. 3: Location, (1) sand, (2) no, (3) maple grove 
and cemetery in rear, (4) yes. Building, {!) 2 ft., (3) yea, (3) 4500, 

(4) 25 X 18 I 10 ft. Lightint;, (l) 3, (2) ^ ft., (3) 4i x 2J ft., 6 
windows, (4) sides, (5> yec, (6) 37, (7) 18, (8J patent, (9) yes. Heat- 
ing and ventilation, (I) stove, (3) register in chimney in rear wall 3 
ft., above floor. Outbuildings, etc., (I> privies on either side of 
Bchool, (3) none. Miscellaneous, (I) 100 ft., wood, front and rear. 
District No. 4: Location, (1) sand, (3J no, (3) maple grove, (4) yes. 
Building, (1) 2 ft., (2) yes, (3) 5400, (4) 25 x 24 x 9 ft. Lighting, 
(1) 2 ft. 6 in., (3) 2, (3) 2^ x 4^ ft., 6 windows, (4) side and rear, 

(5) yea, (G) 26, (7) 18, (8) patent, (9) yes. Heating and ventilation, 
(1) stove, (2) register in chimney. Outbuildings, etc, (1) privies 
and shed, (2) none. Miscellaneous, (1) 16 ft., board, front Dis- 
trict No. 5: Location, (1) sand, (3) no, (3) fields, (4) no. Build- 
ing, (I) 3 ft., (2) yes, (3) 5750, (4) 25 i 2S x 10 (t. Lighting, (1) 
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1 (t., li) 8, (S) 8 ft X 6 ft., 5 windows, (4) side and front, (S) yes, 

(6) 36, (7) 36, (8) patent, (9) yes. Heating and ventilation, (I) store, 
(2) register in chimney. Outbuildings, etc-, (1) 3 priviea and shed, 
(2) none. Miscellaneous, (1) 50 ft., board and cloth, side and front. 
District No. 6: Location, (1) sand, (2) no, (3) fields, (4) yea. 
Building, (1) 2 ft., (2) yes, (3) 2934, (4) 18 x 18 x 9 (t. Lighting, 
(1) 2 ft., (2) 3, (3) 2^ z 4 ft., 4 windows, (4) sides, (5) yes, (6) 16, 

(7) 1% (8) patent, (9) yea. Heating and ventilation, (1) stove, (2) 
register in cbimney. Oatbnildinge, etc., (1) privies and shed, (2) 
none. Miscellaneous, (1) 100 ft., board, front and side. District 
No. 7: Location, (1) sand, (2) no, (3) fields, (4) no. Bnilding, 

(1) 2 ft, (2) yes, (3) 3880, (4) 18 x 16 x 10 ft. Lighting, (1) 2 ft., 

(2) 3 ft., (3) 2^ X 4^ ft., 6 windows, (4) side and rear, (6) yes, (6) 
10, (7) 5, (8) old, (9) no. Heating and ventilation, (1) stove, (2) 
windows. Outbuildings, etc., {!) privy, (2) none. MiscellaneouB, 
(1) 54 ft., wood front. Disfrtct No. 8: Location, (I) sand, (2) 
no, (3) fields, (4) no. Building, (1) 3 ft, (2) yes, (3) 3520, (4) 20 
X 18 X 7 ft. Lighting, (1)'3 in., (2) 3 ft., ^3) 2 j x 4 ft., 4 win- 
dows, (4) Bides, (5) yes, (6) 25, (7) 8, (8) patent, (9) no. Heating 
and ventilation, (1) etove, (2) register. Outbuildings, etc., (1) 
privy and shed, (2) none. Miscellaneous, (I) 30 ft., board, side 
and front. 



Sprinofibld. — Location, (1) sand, (2) no, (3) healthful, (4) 
yes. Building, (1) 5 ft., (3) yes, (3) report incomplete. 



Stockbridge. — District No. 1: Location, (1) gravel, sand, 
(i) no, (3) park, (4) yea. Bnilding. (I) 2 ft, (2) yea, (3) 8373, (4) 
28 X 26 X 11 ft. 6 in. Lighting, (1) 3 ft. 4 in., (2) 2 ft. 7 in., (3) 
3x6 ft., 6 windows, (4) sides, (5) blinds, (6) 48, (7) 20, (8) patent. 
(9) yes. Heating and ventilation, (1) stove, (z) windows. Out- 
buildings, etc, (1) privy and shod. Miscellaneous, (1) 61 ft., 
wood, 48 ft , plastered sides. District No. 3: Location, (1) clay 
and sand, (2) yes, (3) church and dwellings, (4) yes. Building, 
(1) 20 in., (2) yes, (3) 7920, (4) 24 x 30 x 11 ft. Lighting, {1> 3 
ft., (2) 2 ft. 6 in., (3) 3 X 6 ft., 6 windows, (4) aide and rear, (5) 
blinds, (6) 48, (7) SO, (8) patent, (9) yes. Heating and ventila- 
tion, (1) stove, (2) windows. Outbuildings, etc., (1) shed and 
privy, (2) none. Miscellaneous, (1) 136 ft., front District No. 6: 
Location, (1) sand, (3) no, (8) cemetery and highway, (4) yes. 
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Building, (1) 2 ft., (2) yes, (3) 4370, (4) 23 i 19 x 10 ft. Light- 
ing. (1) 2> (8) 2 ft. 1(1 in., (3) a ft. 8 in. X 5 ft. 4 in., 4 windowB, 
(4) aides, (5) blinds, (6) 24, (7) 8, ^8) common, (9) yes. Heating 
and yentilatioD, (I) Btove, (2) windows. Oatbaildiiigs, etc., (1) 
privy ftud shed. Uiscellaneons, (1) 48 sq. ft , front. District No. 
10: Location, (1) gravel, (2) no, (8) meadow, (4) yee. Building, 
(1) 20 in., (2) yes, (3) 6072, (4) 24 x 23 x 11 ft. Lighting, (1) 2 
ft. 6 in., (2) 3 ft. S in., (3) 2 ft. 6 in. x 5 ft. 4 in., 4 windows, (4) 
sides, (5) yes, (6) 32, (7) 20, (8) patent, (9) yes. Heating and 
ventilation, (1) stove, (2) windows. Oatbuilding8,etc, (I) privy and 
8hed,(2) none. Mi see Hun eons, (1) 60 sq. ft., wood, front. 



Weston Village. — Location, (1) gravel, (3) no, (3) good, (4) 
yes. Building, (1) 3, (3) yes, (3) 3 rooms, eaiih 10,578. (4) 28^ x 
27 X 13S. Lighting, (1) 20 in., (2) 3, {3) 9 x 2^ ft., 8 windows in 
each room, (4) sides and rear, (5) yea, (6) high school, 46; pri- 
mary, 50, (7) high school. 40; primary, 46, (8) patent, (9) yes. 
Heating and ventilation, (1) box stove in each room, (2) registerin 
chimney. Outbuildings, etc , (1) extension playroom 23 x 25 ft.,' 
wood shed, basement and privies, (2) none. Miscellaneous, (1) 98 
sq. ft, in each room, painted boards. Island: Location, (1) eandy, 
(i) no, (3) good, (4) yea. Building. (1) 14 in., (3) yea, (3) 7208, 
(4) 2fii J 24 X llj ft. Lighting, (1) 4, (2) 3 ft 6 in., (3) 30 x 52 
ill., 9 windows, (4) sidea and rear, (5) no, (6) 46, (7) 10, (8) old) (9) 
no. Heating and ventilation. (1) box stove, (2) no. Outbuildings, 
etc., (1) wood shed, 2 priviea, (3) none. Miscellaneous, (1) 29 sq. 
ft., boards. Bennett: Location, (I) gravel, (3) no, (3) pleasant, 
(4) yes. Building, (1) I ft., (2) yes, (3) 5933, (4) 19 x 81 x 10 ft. 
Lighting, {1) 2, (2) 3, (3) 25 X .46 in., 10 windows, (4) sides and 
rear, (5) no, (6) 26, (7) 21, (8) patenl, (9) no. Heating and venti- 
lation, (1) stove, (2) register in ceiling and windows. Outbuild- 
ings, etc., (1) wood shed and privy, (2) none. Miscellancons, (1) 
66 sq. ft, boards and stated cloth. Shattuclc: Location, (I) 
gi-avel, (2) no, (S) good, (4) yes. Building, (I) 1 ft., (3) yea, (3) 
2812, (4) 19 X isi X 8 ft. Lighting, (1) 9i in., (2) 3| ft., (3) 30 x 
52 in., 6 windows, (4) sides and rear, (5) yea, (6) 36, (7) 20, (8) 
patent, (9) no. Heating and ventilation, (1) stoves, (3) register in 
ceiling. Outbuildings, etc., (l) wood shed and privy, (3) none- 
Miscellaneous, (1) 25 sq. ft., boards. Lovejoy: Location, (1) 
gravel, (2) no, (3) good, (4) no. Building, (1) 1 ft., (2) yee, (3) 
2719, (4) 19 X 19 X 7 ft. Lighting, (1) 5 ft 6 in., (3) 3J ft., (3) 30 
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X 52 in.. 6 wiudows, (4) sides and rear, (5) yes, (6) 24, (7) 12, (8) 
old, (9) yee. Heating and ventilation, (1) stoves, (2) windows. 
Ontbnildinga etc., (1) wood shed and priv;, (2) none. Utscellan- 
eons, (1) 23 eq. ft., board. Marble: Locntion, (1) gravel, (3) no, 
(3) good, (4) yea. Building, (1) 1 ft. 6 in., (3) yeB, (3) 3519, (4) 
28 X 18 s 8^, Lighting, (1) 11 in., (2) 3 ft., (3) 30 x 52 in., 6 
windows, (4) rear, front and side, (5) yes, (6) 24, (?) 9, (8) old, (9) 
no. Heating and ventilation, (1) box stove, (2) register in ceiling. 
Oatbnildings, etc., (1) woodabed and privy, (2) none. Misceltan- 
eous, (1) 23 sq. ft,, slated cloth and painted boards. Hideout: 
Location, (1) clay, (2) no, (3) fair, (4) no. Building, (I) 15 in., 
(a) yee, (3) 2291^, (4) 19^ x 15 x 7J ft Lighting, (1) 4 in., (2) 2J ' 
ft., (3) 30 X 53 in., 4 windows, (4) roar and front, (5) yes, (6) 12, 
(7) 9, (8) old, (9) no. Heating and ventilation, (1) stoves, (2) 
opening in ceiling. Outbuildings etc., (1) wood shed and privy, 
(2) none. It i seel Ian eons, (1) 23 sq. ft., slated cloth and painted 
boards. There are two other schoolhouaes in town which are in 
fairly good condition, but in which no schools are held at present. 
From time to time the town is improving its school bntldings, so 
they are gradually growing better. In some cases the underpin- 
ning is rather loose, so that during the cold months there is even 
too much air circulating under the buildings. 

In other coses water closets are not quite what plight be 
desired. An entire change to modern single seats would make the 
rooms more comfortable, and at the same time more attractive. It 
would be better if we could have more departments in the village 
school. Such improvements would have a good influence upon the 
people in town, and by malting school days more pleasant, might 
lead to a higher education of the young people. 

SECEBTARY OF BOARD OF HEALTH. 
Weston, Vt., Nov. 9th, 1897. 
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BBPOBT8 UNIDENTIFIED. 
I. 
High School, District No. 1: Location, (1) gravel, (3) no, (3) 
healthy, (4) yea. Building, (1) 2 ft., (2) yea, (3) 13.387, (4) 86 x 
391 X 12f Lighting, (l) 3 ft., (2) 3 ft. 4 in., (3) 34 x 60 in., 10 
windows, (4) aides and roof, (5) yes, (6) 70, (7) 52, (8) patent, (9) 
yea. Heating and ventilation, (1) atove, jacketed, (2) throngh 
roof. OtitbnildingB, etc., (l)Bhed and privy, (3) none. Miscellan- 
eous, (I) No. 1, 3 ft. 5 in. X 9 ft; No. 2, 4 x 13 ft; No. A, 3 ft. 4 
in. X 12 ft, right, left and front, board, (2) good room, supplied 
with pail and cup, recitation room 3326 ca. ft., blackboard 34 in, 
X 12 ft., stove, etc. Intermediate Departvient: Building, (3) 
10,179, (4) 36 X 29 I 9f ft. Lighting, (I) 20 in., (2) 34 in., (3) 34 
X 60 in., 6 windows, {4) rear and aide, (5) yes, (6) 66, (7) 25, (8) 
patent, (9) no> Heating, ventilation, ontbniJdtnga, etc., aame as 
high school. Miscellaneous, (1) 7$ x 5 ft., front, between win- 
dows, wood, 4 X 12 ft., between windows and side, wood. Pri- 
mary Department: Building, (3) 3876, (4) 34 x 17 x OJ. Light- 
ing, (t) 24 in., (2) 34 in., (3) 34 x 60 in., 4 windows, (4) rear and 
Bide, (6) yea, (6) 34, (7) SO, (8) old style, (9) no. Heating and ven- 
tilation, outbnildings, etc., aame as high school Miscellaneous, (1) 
1, 32 in. I 9 ft., 32 in. x 7 ft., 29 x 42 in., front, rear and aide, 
(2) washdish, pail and cup, poor accommodation. District JVb. 2: 
Location, (1) hardpan, (2) no, (3) healthy, (4) yes. Building, (1) 6 
in., (3) no, (3) 5244, (4) 24 x 23 x H ft. Lighting, (1) 21 in., (2) 

3 ft. 3 in., (3) 60 x 33 in., 6 windows, (4) aides and rear, (5) yes, 
(6) 46, (7) 16, (8) patent, (9) no. Heating and ventilation, (!) 
stove, (2) windows. Outbuildings, etc., (I) privy and ahed, (2) 
none. Miscellaneona, (1) 3x9 ft., 3x6 ft., front and left, board, (3) 
water pail, wash dish and cup, very good room. District No. A: Loca- 
tion, (1) hardpan, (3) no, (3) low land, (4) yes. Building, (1) 2 ft., 

(2) yea, (3) 4493, (4) 32 x 2U x 9^ ft. Lighting, (I) 22," (2) 3^ ft., (3) 

4 ft. X 34 in., 6 windows, (4) sides and rear, (5) yes, (6) 48, (7J 22, (8) 
patent, (9) no. Heatingand ventilation, (l) atove, t2) door and win- 
dows. Ontbuildings, etc., (1) privy and shed, (2) none. Miscellaneous, 
(1) 3 ft. 10 in., front, between windows, (3) building in good con- 
dition. District No. 6: T^ocation, (1) hardpan and rock, (2) no, 

(3) healthy, U) yea. Building, (I) 6 in., (2) no, (3) 46.^7, (4) 23 x 
224 ft. 9 in. Lighting, ID 3 ft. 3 in., (2) 2 ft. 10 in., (3) 4J ft. i 2 
ft. 7 in., 6 windows, (4) aide and rear, (5) yea, (6) 30, 17) 15, (8) pat- 
ent, (9> DO. Heatingand ventilation, (1) stove, (2) door and win- 

(16) 
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dowB. Ontbuildinga, etc., (1) shed and privy, (3) none. Miecel- 
laneoua, (1) 6x3^ ft., 5 x 3 ft. wood, between windowH. District 
No. 7 : Location, (1) hardpan, (:;) yea, (3) wet land, (4) yes, Build- 
iniC. (I) 2 ft., (2) yes, (3) 7526, {4) 29f x 22 x 11^ ft- Lighting, (1) 
a ft. 10 in., (2) 3, (3) 4 X 2 ft. 8 in., 8 windows, (4) aidea, (6) yes, 
(6) 40, (7) 32, (81 patent, (9J no. Heating and ventilation, (1) 
Btove, (2) windows. Outbuildinga, etc, (1) shed and privy, (2) 
none. M iacellaneona, (1) 7 ft. 6 in. x 2 ft. 10 in., 3x7 ft., wood, 
aide and front, (2) good achool building. Diatrict JVo. 8: Loca- 
tion, (1) hardpan, (2) no, (3) healthy, (4) yes. Building, (I) t ft., 
(2) yes, (3) 9182, (4) 33 x 26^ x lOJ ft. Lighting, (1) 27 in., (2) 32 
in., (3> 5 X 2 ft. 10 in., 8 windows, (4) side and rear, (5) yea, (6) 46, 
(7} 20, (8) common, (9) no. Heating and ventilation, (1) stove, {%\ 
wiiidowa. Ontbnildinga, etc., (1) shed and privy, (2) none. Mia- 
cellaneons, (1) 6 ft. 3 in. x 2 ft. 2 in., 9 ft. 6 in. x 3 ft. 6 in., side, 
fropit, wood. District No. 9: Location, (I) hardpan, <2) no, (3) 
healthy, (4) yes. Bailding, (1) 6 in., (i) no, (3) 6496, (4) 39 x 24 
X 9i ft. Lighting, (I) 18 in., (2) 32 in., <:i) 5 x 2 ft. 9 in., 7 win- 
dows, (4) 4 aidea, (5) yes, 16) 40, (7) 20, (8) patent, (9) no. Heating 
and ventilation, (1) stove, (3) windows. Outbuildings, etc., (1) abed 
and privy, (2) none. MiseellaieouB, (I) 3 i 8 ft., S i 7 ft, front, 
left and between windows, bt-ard, (2) good building. Privy 
neglected, not been cleaned since last report. 



11. 

District No. 1 : Location, (1) gravel, (2) no, (3) good, (4) yes. 
Building, (1) 2 ft., {2) yes, (3) 6073, (4) 23 x 24 x 11 ft. Lighting, (1) 
2 ft. 4 in., (2) 3, (3) 31 x 64 in., 9 windows, each side, (4) sides and 
rear, (5) no, (6) 25, f7) 7, (8) patent, (9) no. Heating and ventila- 
tion, <1) stove, (2) none. Outbuildings, etc.. (1) privy and shed, (2) 
none. Miscellaneoua, (1) 48 sq. ft., front and end. District No. 3: 
Location, (1) gravel, (2) no, (3) pleasant, (4) small. Building, (I) 
18 in., (2) yes, (3) 7084, (4) 28 x 23 x 11 ft. Lighting, (1) 3 ft., 
(2) 3 ft. 4 in., (3) 31 x 64 in., 5 windows, (4) sides and rear, (5) yee, 
(6) 30. (7) 19, (8) patent, (9) no. Heating and ventilation, U) wood 
stove, (2) windows. Outbuildings, etc., (I) privy, (2) none. Mis- 
cellaneous, (I) 28ft., aide and end. District No. 3 : Location, (I) 
gravel. (2) no, (3) pleasant, (4) yes. Building, (1) 2 ft.. (2) yes, (3) 
S065, (4) 19^ I 27J x 9J ft. Lighting. (1) 81 in , (2) 26 in., (3) 30 
X 60 in., 6 windows, (4) sides and rear, (5) yea, (6) 20, (7) 17, (8) 
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patent, (9) no. Heating and ventilation, (1) wood stove, (2) win- 
dowB. Ontbaildinge, etc., (U privy, (3) noue. Misceilaneoas, (t) 
73 sq ft. District No. i; Location, (1) loam, (2J no, (3) good, 
(4) yes. Building, (1) 2 ft., (3) no, (8) 5280, (4) 24 x 30 x 11 ft. 
Lighting, (1) 2 ft. 4 in., (2) 3 ft. 4 in., (3) 30 x 60 in., 6 windows, 

(4) 3 Bides. (5) no, (6) 82, (7) 10, (8) old style, (9)'no. Heating and 
ventilation, (1) stove, (2) none. Ontbnildings, etu., (1) 1 poor 
privy, (2) none. Miscellaneous, (1) 45 ft., wood and plaster, Dts- 
trici No. St Location, (1) sand, (2) no, (3) pleasant, (4; yes. 
Building, (1) 2 ft., [2) yes, (3) 2 rooms, 7920, 7808, (4) 24 x 29 z 10} 
ft. Lighting, (1) 31 in., (2) 25 in., (3) 32 z 73 in., 9 windows, (4) 
sides and rear, (5) yee, (6)39, (7) 27, (8) patent, (9) no. Heating 
and ventilation, (1) wood stove, (2) windows. Outbuildings, etc., 

(1) privy, (2) good, with water tank. Miscellaneous, (1) 102^ ft., 
wood, between windows. District No. 6 : Location, (1) dry, (2) 
no, (3) pleasant, (4) yes. Building, (1) 6 in., (3) no, (3) 6864, (4) 
26 X 24x 11 ft. Lighting, (l) ^ ft., (2) 25 in., (3) 30 x 64 in., 6 
windows U) sides and rear, (5) no, (6) 32, C7) 24, (8) old style, (9) 
no. Heating and ventilation, (l) wood stove, (2) windows. Out- 
buildings, etc., (1) privy, (2) none. Miscellaneous, (I) 46 ft., wood, 

. front. District No. T: Location, (1) gravel, (2) no, (8) good, (4) 
yes. Building, (1) 18 fn., (2) no, (3) 2816, (4) 18 x 18 x 9 ft. 
Lighting, (1) 3 ft. 6 in., (2) 2, (3) 31 x 56 in., 6 windows, (4) sides 
a&d rear, (5) no, (6) 11, f7) 10, (8) old style, (9) no. Heating and 
ventilation, (1) stove, (2) overhead. Ontbuildings, etc., (1) privy, 

(2) none. Miscellaneous, (I) 54 ft,, front and side. District Ho. 9: 
Location, [1) gravel, (2) no, (3) pleasant, (4) small. Building, (1) 2 
ft., (2) yea, (3) 5260, (4) 21 x 26 x 11 ft. Lighting. (1) 3 ft. 
6 in., (2) 2, (3) 30 x 72 in., 7 windows, (4) sides and rear, 

(5) yes, (6) 47 and 85 in 3 rooms, (?) 33 and 28, (8) pa- 
tent, (9) yes. Heating and ventilation, (1) stove, (2) win- 
dows. Outbuildings, etc., (1) privy and wood shed, U) none. 
Miscellaneous, (I) upper room 72 ft., lower 62 ft., wood. District 
No. 10: Location, (I) gravel, (2) no, (3) good, (4) yes. Building, 

(1) 6 in., (2) no, (3) 7456, (i) 18 x 34 x 8 ft. Lighting, U) 10 in., 

(2) 3 ft., t3) 37 X 48 in., 6 windows, (4) 3 sides, (5) yes, (6) 36, (7) 
U, (8) old wood, (9) no. Heating and ventilation, (1) stove, (2) 
overhead. Outbuildings, etc., (1) privy, (2) none. Miseellaneous, 
(1) 8 sq. ft. District No. 11 : Location, (1) gravel, (2) no, (3) 
unpleasant, (4) no. Building, (1) 6 in., (2) no, (3) 2720, (4) 17 x 30 
X 8 ft. Lighting, (1) 18 in., (2) 31 in., (8) 29 x 62 in., 6 windows, 
(4) eidea and rear, (5) yes, (6) 27, (7) 10, (8) old style, (9) no. Heat- 
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iDg and ventilation, (1) wood atove, (2) no windows. Outbaildings. 
«to., (1) privy, (2) none. MiBcellaneouB, (1) 43 ft., wood. District 
No. Vi: Location, (1) sand, (2) none, (3) good, (4) yes. Bnilding, 

(1) 2 ft., (2) yes, (3) 7084, (4) 23 x 28 x II ft. Lighting, (I) 3 ft, 

(2) 3 ft. 6 in., (SMO x 68 in., 10 windows, (4) sides and rear, (5) 
yea, (6)32, (7) lfi,'(8) patent, (9) yea. Heating and TentilatioD,(l) 
Btovc, (2) overhead and windows. Outbuildings, etc , (I) shed and 
privy, (2) none. Miscellancons, (1) 36 sq. ft., wood between win- 
dows. District No. 13: Location, (1) gravel, (2) no, (3) raspberry 
field. U) no. Building, (1) on gronnd, (2) no. (3) 4296, (4) 19 x 23 
X 8 ft. Lighting, (1) 8 in., (2) 3 ft., (3) m x 53 in., 8 windows, (4) 
rear front and sides, <S) yes, (0) 30, (7) 12, (8) old style, (9) no. 
Heating and ventilation, (I) stove, (2) windows. OuthnildingB, 
etc., (1) shed and privy, (2) none. Miscellaneous, (1) 90 sq. ft., 
wood, lighted end. 



District No. 1: Location, (!) loam, (3) no, (S) rural, (4) yes. 
Building, (1) 1 ft., (2) no, (3) 6912, (4) 24 x 24 x 12 ft. Lighting, 

(1) 1 ft. 6 in., (2) 3 ft. 6 in., (8) 3 ft. 4 in. x 7 ft., 4 windows, (4> 
sidfis, (5) no, (6) 88, (7) 25, (8) patent, (9) yes. Heating aiid venti- 
lation, 0) wood stove, (2) windows. Outbuildings, etc., (I) privy, 

(2) no. Mi seel Ian eon 8, CI) 18 ft., zinc, painted, (2) light bad, win- 
dows in corners of room. District No. 2: Location, (l) loam, (2) 
n-., (3) rural, (4) yes. Bnilding, (1) 1 ft., (2) yes, (3) 10,309, (4) 36 
X 30 X 13 ft. Lighting, (1) 2 ft. 7 in , (2) 3 ft., (3) 4 ft. 6 in. x 7 ft. 
5 in., 4 windows, (4) sides, (5) no, (ti) 46, (7) 22, (8) patent, (u) yee. 
Heating and ventilation, (I) wood stove, (2) top of room. Out- 
buildings, etc., (I) wood shfd and privy, (3) none. MisceDaneous, 
(1) 64 ft., wood. District No. 3: Location, (1) loam, (2) no, (3) 
Kood, (4) yes. Building, H) 6 in , (2) no, (3) 6768,(4) 23 ft. 6 in. 
X 24 X 12 ft. Lighting, (1) 1 ft., (2) 3 ft. 8 in., (3) 4 x 6 ft. 4 in., 
4 windows. (4) sides, (5) no, (6) 4«, (7) 48, (8) patent, (9) yes. 
Heating and ventilation, (1) coal stove, (2) 2 ventilators. Out- 
buildings, etc., (1) privy, (3) none. Miscellaneous, (1) 54 ft., 
wood. District No. 4: Location, (I) sandy, (2) crossroads, (3) 
yes, (4) yes. Building, (1) 6 in., (2) no, (3) 7344, (4) 26 ft. 6 in. 
I 34 X 12 ft. Lighting, (1) 2 f 1. 1 in., (3) 3ft. 6 in., (3) 4 ft. 4 in. 
x 7 f t. 5 in., 4 windows, (4) sides, {ft) blinds, (6) 40, (7) 18, (8) pat- 
ent, (9) yes. Heating and ventilation, (1) wood stove, (2) win- 
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clows and ventilatore. Oatbnildings, etc., (1) privj, (i) nonr. 
MiBcellaneoue, (1) 10 &q. ft. wood. District No. 5: Location, (1) 
loam, (2) no. (8) rnral, (4) yes. BnildiDg, (I) 6 in., (2) no. (3) 
5888, (4) 24 X 2S X 11. Lighting, (I) 2 ft 8 in , («) 3, (8) 2 ft. 8 
in. z 5 ft., 4 windows, (4) side and rear, (5) blinds, (6) 40, (7) 25, 
(8) patent, (9) jea. Heating and lentilatiou, (1) wood stoTe, (2) 
ventilator. Outbuildings, etc., (I) privy, (2) none. Hiscellan- 
eous, (1) wood, 32 and 27 ft, zinc, painted. Dtitrict No, 6: Lo> 
cation, (1 ) loam, (2) no, (3) rural, (4) yea. Building, (I) 6 in., (2) 
no, (3) &ib-i\, (4) -ib ft 6 in. x 21 x 11 ft Lighting, (I) 2 ft 10 
in., (2) 2 a. 8 in., (3) 5 ft 6 in. x 2 ft 6 in., 4 windows, (4) sides, 
(5) blinds, (6) 30, (7) 20, (S) patent, (9) yes. Heating and venti- 
lation, (1) wood stoTc, (2) ventilator top of rcom. Outbnildinge, 
etc., (1) privy, {i> none. Miscellaufioaa, (I) wood, 28 sq. ft Dis- 
trict No. 7: Location, (I) clay, (2) no, (3) highway, (4) yes. 
Building, (1) 1 f t , (2) no, (3) 7481, (4) 23 ft Sin. z 23 ft 5 in. x 
J3 ft G in. Lighting, (1) 5 ft. 9 in., (2) 2 ft 9 in., (3) 2 ft. 8 in. 
X 5 ft, 8 windows, (4) aides and ends, (5) no, (6) 36, (7) 18, (8) 
patent, (9) no. Heating and ventilation, (1) wood stove, (2) venti- 
lator at the end. Outbuildings, etc., (1) wood shed and privy, {Z) 
no. Miaoellaneone, (1) 47 sq. ft. 
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List of Health Officers* 



ADDISON (JOUHTT. 

SAKE or TOWS. MAMB. rOBT OFFIOK- 

Additon Dr. L.C. Seeiier Addison. 

Bridport E. H. Bl^dell Uridport. 

Bdrtol E.L. Walker Briatol. 

CorDW&ll E. O.Porter Corowall. 

Kerrlaburg G. V. Keynolds PerrUburg. 

Goaben R. A. SewiotiB, Esq Uoshen. 

Oranville Roll In Flint, Esq Granville. 

Hancock Mr. H. HobloBon Hancock. 

Loioester. J- G. Barker Lei oester Junction. 

LinoolD Dr. J. H. Dodse Unoolu. 

MIddlebury D. C. NobVe Middlebury, 

HonktoD W. a. Wisell Monkton. 

New Haven G. R. Sanborn New Haven. 

Orwell W. H. Vincent Orwell. 

Fanton E, W. Kent. : Fantou. 

Rlpton H. U. Powers Riptoo. 

Salisbur; O. M. Rump Salisbury. 

Sboreham W.N. Piatt ; Shoreham. 

Starksboro Henry Wade Starksboro. 

Vergenues W. N. Knowlton Terftennes. 

Waltliam Mr, W. D. Woodman Teniennes- 

Weybridge George H. Wright Middlebury. 

Whiting Dr. B. D. Colby Whiting. 



BENNINGTON COUNTT. 
Arlington Dr. W. S. PhiUipB Arlington. 

Dorset C. B. Kent, Esq Dorset. 

ti-laatenbnry Hr. German Harrington — Shaftabury. 

Landerove W. W. Abbott Landgrove. 

Mancnester George Smith Manchester. 

Peru M. R. Lyon Pern. 

Pownal D. T. Bates Pownal. 

Readsboro JamesS.Pike Readsboro 

Rupert Dr. J. M, Moore Rupert. 

Sandgate E. F. Hoyt. . . . '. .Sandgate. 

SearsDurg Mr. George Farrington Searsburg. 

Shattabury Frank H. Mattison Sonth Shaftsl 

Stamford CD. Houghton Stamford. 

Sunderland Dr. W. S. Phillips Arlington. 

WlnhaU T. &.. Flandreau WinhaJl. 

Woodf<wd Hr. Amoe Aldrich Bennington. 
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ABD OF HEALTH. 



CALEDONIA COUNTY. 



KAMK OP TOWN. NAHB. POST OFFICJE. 

Bkrnet Dr. H. A. Elliott Mclndoes Fall*. 

itnrke E. F. Boot -West Uurke, 

DmtIHo E. O.OarMr IJanville. 

(iroton N. S. EastmaD Groton. 

Uardwlok S. B. Darling Hardwick. 

Klrbr George H. Habbard. -■ .Lyndon. 

MsSihie... :::::;:::: jjw.copeiaDd Lyndou,me. 

Newark. Mr. H. D. Peek Newark. 

Peaobam Coiing Cbase Peacham. 

Kye^te .Dr. «. W. DarllDg Ryegate. 

it johibS'viito:: I"- •>■ iW'"* St Joi"""/- 

Sheffield S. A. Jones Sheffield. 

StaunArd Hr. J. N. Sawtelle Stannard. 

Satton J. W. Uolby Sntton. 

Walden Nohealthofflcer VValdea. 

Waterfocd Mr. E. W. Bmwn Lower Waterford. 

Wheelook No health officer Wbeelook. 



CHITTENDEN COUNTY. 
Bolton Dr. O. D. Bemis Jouesville. 

W.C.':^.::-:! ai. cp.d.ii bu,ii,^.. 

Caiarlotte W. H. H. Varney Charlotte. 

Colchester J. W. Sheehan WinooakL 

£«Bex C. M. Ferrin Essex Jaaotloii. 

Uinesburg H. E. Huat Hiuesbui^. 

Buatjngton F. D. Falby UnntlDgton. 

Jericho. W. H. Nay Jericho. 

Milton L. J. Dtxon Hilton. 

lUchmoDd H. L. Heath Richmond. 

Shelburne P. B. Stoddard Shelburne. 



Mirge Nohealthofflcer.. 

■hin... ~ 



Underhill Dr Charles Newton Underbill. 

Westford Uharies Jenne...., Westford. 

WllliBtuD A L. Uingbam WillUton. 



ESSEX COUNTY. 

Bloomfleld Dr. John B. Carpenter Coos, N. H. 

Brighton E. F. Norcross Brighton. 

Brunsvtick Mr. W. A. Tuylor Coos, N. H. 

CaDaan -Dr. A. Q. Pottle Canaan. 

Concord R. T. Johnson Concord. 

Bast Haven E. F. Boot East Burke. 

Granby Nohealthofflcer 

Oulldbail Dr.N.S.Boyce Guildhall. 

LemiDKton Hr. A. T. Uolbrook Lemington. 

LunenbnrK. J. T. Brittling Lunenburg. 

H^dstone S. S. Barton M^dstoue. 

Norton No heijth officer. 

Victory Mr. George A. Colby Victory. 



FRANKLIN COUNTY. 
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Enosburg F. 3. HutebiDSOQ Enosbnrg. 

Fairfax C. F. Uamley Fairfax. 

Fletcher M. H. Powers Fletcher. 

Franklin J. B. Hall Franklin. 

G«orKia W. Lindsa; GeorKia. 

Higbgate E. A. Uatea ilighi^te. 

Uontgomery C. C Smith MontKomery. 

lUohtord Village R. M. I'elton lUoliIord. 

St. Albans No health officer 

St. Albans, (Jity Dr. H. D. Belden St. Albans. City. 

Sheldon £. M. lirown Sheldon. 

Swanton A. L. Cross Swanton. 



LAMOILLE UOUNXy. 

Belvideie Mr. A. J. ChafEee Bel videre Center. 

Cambridge Dr. H. L. Flage Cambridge. 

Eden W. H. Bacon Eden, 

Elmore Mr. Nornian Camp Elmore. 

Hyde I'ark Dr. W. T. Slay ton Hyde Park. 

Johnson — R, G. Prentiss Johnson. 

KSSi'n::::::::::;! o.o.R„bi«, m<,™«ii,. 

Stowe J. C. Morean Stowe. 

Waterrille C. C. Hodt^kins . . l Waterv4lle. 

Wolcott A. J. VaUmau Wolcott. 



GRAND ISLE COUNTY. 

Albureh Dr, C, H. Marstln Alburffh. 

Grand Isle B. Ilaynes Grand Me. 

Isle Iia Mot te James King Isle La Motte. 

North Hero Mr, N. H. Hazen North Hero. 

South Hero C. W. Petty South Hero. 



ORANGE COUNTY. 

Bradford Dr. J. H. Jones Bradford. 

Bradford Village No health officer. 

BrtUntree Mr. Daniel Flint Randolph. 

Brookfield Dr. E.E.Ellis Brookffeld, 

Chelsea. S.N. Gobs..... Chelsea. 

Corinth W. E. Lock Corinth. 

Fairlee Mr. 4. W. Paine Falrlee. 

Newbury Dr. F. C. Russell Newbury. 

Orange Mr. U. D. Camp Orange. 

Kanc^lph Dr. A. C. Bailey Uandolph. 

Strafford A. L. Nowlan South Strafford. 

Thettord C. W. Milliken Post Mills. 

Topsham. .; H. L. Watson West I'opsham. 

Tnnbildge F. Welch Tuubridge. 

Tershire Mr. L. L. Robinson Vershire. 

WashiDgton Dr. F. A. Warner Washington. 

WestFairlee T.G.Simpson WestFairlee. 

Williamstown E. B. Watson ...Willlametown. 
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J OF HEALTH. 



OKLEANS COUNTY. 



MAHK OF TOWN. NAUB. POST OFFICB- 

Albanr DC' J- I'. Campbell. Albany. 

Barton H. B". Prime Barton. 

BartoD Landing J. F. WrltElit Barton Lauding. 

Ilrowninf!toQ Ur. J. V. Orne Brown lug ton. 

('harleston C. S. Hinman Charleston, 

Coventry F. D. Kailger Coventry. 

(;raf tabury F. S. Dillingham Craf tsbury. 

Derby F, C. Cummlngs Derby, 

West Derby G. F.Adams West Derby. 

Derby Line Village U. E. Boyer Derby Line. 

GloTer Amos P. i!ean Ulover. 

Greensboro Dr. F. C. Kenney Greenaboro. 

Holland Mr.S.R. Fletcher Holland. 

Irasburg Ur. K. M. McSweeny Iraaburg, 

Jay Mr. H. D. Cbamberlin Jay. 

Lowell Dr. H. fl. Hill Lowell. 

HorKan No health officer 

Newport Village Dr. E. E. Wliittakei Newport. 

Newport Town C. L. Erwin Newport Center. 

Salem No health officer. 

NS'thTTOViili;:' I"'-'' ^- "»""' Norm Troy. 

Westmore Captain R, Averilt Westniore. 

Weatfield Dr. W. A. Young WestfielJ. 



RUTLAND COUNTY. 

Benson I 

Brandon 

Brandon Village. 

CastletOD G. A, Roberts Castteton. 

Chittenden Mr. E. J. Perry Chittenden. 

Clarendon F. B. Kingsley Clarendon. 

Danby. Dr. E. O. Whipple Danby. 

Fair Haven A. S, Murray Fair Haven. 

Hubbard ton Mr. E. J. Ganson , Hubbardton. 

Ira S. L. Peck Ira. 

Mendon H. U. Shedd Uendon. 

Uount Holly Dr, T. A. Cootoy. Mount Holly. 

Mount Tabor Mr. Thomas M. King Mount Tabor. 

Middletown Springs — Dr A.C.!Norton Mlddletowu Springs. 

Pawlet H. L. Manoheeter Pawlet. 

Pittaaeld F. L. Brigliam Plttafield. 

Pittsford H. H. Switt Pittsfoid. 

Poultney L- D. Rose Poultney. 

Proctor Dr. John W. Avery Proctor. 

KM T&: ::::::■ 1 w. w. Town..aa R.u.nd. 

Sherburne No health officer 

SbrewBbnry Dr. A, F. Moore Shrewsbury. 

Sudbury No health officer 

Ttnmouth De Forest Doty Tinmouth. 

Walllngford G. G. Marshall Wallinaford. 

Wells Lavtne Uromley Granville, N. Y. 

WeatHaveo v-Mr. Willard Hitchcock West Haven. 

Weat Rutland Dr. C. B. Ross West Kutland. 



WASHINGTON COUNTY. 

&;&::::;::::: JDr-M.L. Chandler Barre. 

Berlin Mr. Hiram Wedge Montpelie 
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250 FIRST BIBMNIAL KBPORT OF THE 

KAME OF TOWH. NAME. FUST OFFICE. 

Cabot C H. Preoch Cabot. 

ValaiB F.J, Gal« EastCaUia. 

Duxbury Dr. W. F. Minard Wat«rbury. 

Fayston Mr. H. J. Dana Waitsfteld. 

Harahfleld H. S. Carver Harshfield. 

HIddleMi No health officer 

Hontpelier, Kast Hr. George Goodwin Montpeller. 

Moutpeller Dr. H. A. Flske Hontpetier. 

Uoretown J. Ha; lett Uoretown. 

NorthBeld J. H. Judkins Norchfleld. 

Plainfleld No health officer. 

Roxbury Dr. F, C. Fletcher Koxbury. 

Wutsfield H. T.J.Howe WaiMAeld. 

Warren E. U. BuJIard Warren. 

Waterbary W. P. Minard Waterbury. 

Woodbury E. A. Widber Woodbory. 

Worcester. R. T. Sawyer Worcester. 



WINDHAM COUNTY. 

Athens 'i Mr. E. S, Kiugsley AtheQS. 

Bellows Falls J.T. Kudden Bellows Falls. 

iffibS™' Villa,;;:: ! •>'■ ^ ^ "'»«' Urattleboro. 

Brookilne Mr. C. P. Stickney Brookline. 

Dover L. F. Paee. Dover. 

Dummerston A. F. Miller DummerHton. 

Orafton Dr. Hall Staples Grafton. 

Guilford J. A. Peterson Green Kiver. 

Halifax F. li. JoboBon Halifax. 

Jamidca C. 13. Doane-. Jamaica. 

Xiondonderry D. H. Mardeu Londonderry. 

Marlboro E. It. Adama Marlboro. 

N.w(.n, P.P. Whit. I "e'wi*™7""°' 

Putney R. S. Hiinser Putney. 

Bockingbam E. II. Pettinglll Saxtuos Rlrer. 

Somerset. No health officer 

Stratton Dr. O.H. Palmer Stratton. 

Towushend ' F. L. Osgood TowDsbend. 

Vernon Mr. E. O. Lee Vernon. 

Wardsboro. ■ H.N. Pitts West Wardsboro. 

Westminster. Dr. T. A. Biddy Westminster. 

WhitJnghikm Mr. F. li. Johnson Jacksonyllle. 

WllmlnKtoD E, J. Titus Wilmington. 

Windham Dr. U. W. Wilkinson Windham. 



WINDSOK COUNTY. 

Andover Mr. William A. Felt t Andover. 

Baltimore W. Bryaot Baltimore. 

Barnard Dr. W. S. Lilley Barnard. 

Bethel L. M. Green Bethel. 

llrldgewater C. C. Boyden Brldgewater. 

Cavendish Mr. S. J. Converse Cavendish. . 

Chester Dr. C. W.Ray Chester. 

Hartford Village C.W, Daley... W. R. Junction. 

Hartland D. F. Rugg Hartland. 

Ludlow W. N. Bryant Ludlow. 

Norwich C. L. Emerson Norwich. 

Plymouth No health officer 
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STATE BOAKD OF BKALTH. 



KAHE OY TOWK. KAHR. POST OFFICB 

Fomfr«t Hr. C. F. Thacher Pomfret. 

ReadlDg Dr. F. C. Morgan ReadiuK- 

Kochester W. D. HuutiDKtou ^tocheater. 

Roralton E.J. Fish South Ro;alton. 

Sharon J. C. Kinoer Sharon. 

SpritiKlield E. E. Fnrl^r Sprinttfitld. 

Stockbridge ''■ '' »"•!••> «i.».iiiiin 

WetherHfield 

Weston Ur. 

West Windsor 

wttrviiug;::::::! Ji>B«wster wmd^r. 

Woodstock M. H.Chandlar Woodstock. 
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FORTY-FIRST \^S^J REPORT 

RELATING TO THE 

REGISTRY AND RETURNS 

OF 

Births, Marriages, Deaths 

AND DIVORCES 

INTHE 

State of Vermont, 

FROM 

January 1st, 1897, to December 31st, 1897. 

D,i„Mb, Google 
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REPORT. 



DEPARTMENT OF VITAL STATISTICS. 

Office of SECEBTiRT op 1 
Statu Board of Ubalth, [■ 
RiCHFOKD, Vt. Feb.I, 1898. J 
'tu His Excellency, Jostah Grout, Oovernor: 

Sir: — In compliatice with the proTisions of law, I have the 
lionor to herewith submit the forty-first report, relating to tho 
registry of births, marriages, deaths and divorces, that have occnred 
in the Ktate during the year ending, December 31, 1897. 
Very respectfully, 

J. H. HAMILTON, 
Secretary State Board of Health. 
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Registration Report, 
J897. 



This report is for the year 1897- According to the proviaiona 
of th« law, as amended b.y the General AaBembly of 1896, the eecre- 
tarj of the state board of health is made ref^strar of vital statiaticB. 
Sec. 2, No. 56, laws of 1896, reads ae follows: 

Sec. 3. The eecretarj of the state board of health shall 
receive from the town and city clerks, the returns of births, mar- 
riages and deaths, and from the coanty clerks the returns of 
divorcee, and, at an extra expense to the state not exceeding one 
hundred dollara per anuum, shall prepare therefrom such tables 
and append such remarks and observations thereto as he may con- 
sider for the welfare of the people of the stale. He shall cause to 
be published such tables aad remarks, in a registration report, 
together with his report as secretary of the state board of health, 
during the month of February every second year beginning with ■ 
February, 1898. This registration report shall be diatiibuted with 
his report as secretary of the state board of health. After having 
compiled the tables, he shall transmit to the secretary of state, for 
indexing, binding and preservation, the returus of town and city 
clerks and of county clerks. He shall prepare and send to every 
town and city clerk in the state the proper blanks for the use of 
physicians and others in making reports of births and deaths as 
hereinafter provided. Each town and city clerk shall distribute 
these blanks to ail physicians and midwives practicing in his town. 

Hereafter the reports will be rendered biennially, the next one 
in 1900. The law provides that town clerks, etc., shall make 
returns every second year, beginning with February, 1898.' This 
was somewhat misleading, and many reports were sent for both 
1896 and 1S97 and in many instances both were made upon the 
same blank, which had to be returned for correction, which has 
caused much delay in getting full returns. The law in relation to 
record of births, should be as amended: that the full name of the 
child shall appear in the record. 
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TABLE I. 
ADDISON COUNTY. 









Ig 


BIBTHS. 


TOWNS. 


1 o 


Sbx. 


Parbntaox. 




Male. 


Fern. 


Unk. 


Am. 


For. 


Unk. 


Adduon, . . . 


900 




8 


11 




19 






Bridport, . 






1,018 




14 


11 


'3 


26 






Briutol, . 






1,828 




13 


14 




25 






ComwaJl, . 






S37 




8 


9 




17 






Ferrisborg, 






1,601 




« 


18 




43 






GoabeiL. . 






811 




1 


7 




7 






GraDTille, 






687 




7 


14 




21 






Hanoook, . 






383 




8 


1 




4 






Leioedtet, 






se3 




5 


4 




8 






LuiooId, . 






1,255 




6 


13 




17 






Uiddlebni;. 






3,7»8 




17 


40 




57 






Monkton. 






847 




11 


19 




39 






New Haven, 






1,224 




9 


10 




17 






Orwell. . 






1,3«5 




16 


16 




29 






Fanton, . 






883 




8 


1 




4 






Ripton, . 






568 




7 


7 




18 






SaliabiUT, 






740 




12 


S 




la 






Shorebam, 






1,240 


48 


17 


81 




89 






StarkBboro, 






1,070 




10 


8 




17 






TeTgennea, 






1,778 


88 


32 


11 




81 






WatthMD, 
Weybridge, 






255 







8 




7 










648 




10 


8 




18 






Whiting, 






866 




8 


6 




11 






Totala, . . . 


32,377 


496 


235 


iSS8 


3 


463 


80 


8 
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TABLE I. 
ADDISON COUNTY. 



MAEBIAGES. 






DEATHS. 






6 
















f 


£~. 


Hativitt. 


1^ 


8k. 


AoB. 


i^ 


Am. 


For Hn 


-^$<^ 


Male. 


Fern. 


Onk. 


A' 


Afr'g't. 


AT*r'ge 


1 




10 




5 








S 


an 


54.8 


0.56 




10 




18 


11 


'3 




13 


478 


36.70 




28 


ji 


SI 


'i : 


S8 


S4 


29 




63 


1.988 


86.47 




B9 




11 


1 . 


IS 




7 




IS 


814 


as. 9a 




61 


10 


ao 




94 




IS 




33 


933 


40.18 




69 




s 




2 




2 




a 


6S 


87.58 




64 




8 




7 




1 




7 


886 


48.00 




09 




* 




5 




8 




Q 


338 


47.60 




76 




8 




14 




6 




14 


69S 


49.93 




49 




U 




85 


10 


IS 




23 


760 


S4.51. 




99 


n 


40 




S» 


19 


20 




88 


8,104 


66.86 




87 




14 


'i ! 


90 


12 


8 




20 


909 


45. 48 




88 




19 




18 


11 


6 




15 


699 


89.93 




8 




18 




30 




11 




17 


870 


51.17 




66 




4 




1 B 




7 




» 


696 


61.66 




S5 




6 




10 




11 




18 


1,006 


66.88 




66 




14 


'i 


11 




S 




10 


676 


67.63 




48 




S 




87 


14 


18 




28 


1,039 


44.74 




17 




^ 




11 




S 




10 


480 


43.00 




02 


18 




SS 


14 


21 




88 


1,210 


S6.66 


J 


87 




t 




8 










187 


43.38 


I 


17 






10 




's 




9 


816 


86.00 


[_ 


86 




1« 




7 




3 




6 


20a 


41. ao 


97 


146 


S8S 


5 ! 


iST 


194 


198 


3 


367 


16,663 


48.78 


1.60 
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TABLE I.— CoHTiinntD. 
BENNINGTON COUNT!. 









|i 


BIBTHS. 


TOWNS. 




Sh. 


Fabentaos. 




Ph 


»-• 


Fern. 


Cok. 


Am. 


For. 


Unk. 


Arlington, . . 


1,893 


85 


IB 


30 




88 


2 




Bennington, 






«,8»1 


170 


61 






185 


85 




Dowet. 






















QIastenbury, 






181 


1 


1 






1 






M&noheBter, 






320 


A 








4 


1 








1,907 


10 


B 


10 




19 






Pern, . . 






445 


n 


4 


3 




a 
















1» 


3fl 


1 


40 


6 










040 


81 


18 


17 


1 


28 


8 




Bnpert, . 






861 


Wt 


1H 


5 




33 


1 










587 




















173 


1 


1 






1 






ShaftBbnry. 






1,652 


as 


16 


15 




33 












645 










4 












688 
















WinhBll, . 






528 


7 


3 






7 






Woodford, 






353 


6 


4 


3 




4 


3 




Totals, ... 


30,448 


469 


338 


239 


3 


869 


62 


1 



CALEDONIA COUNTY. 



Bwnet, . . . 


1,897 


30 


IS 


13 




37 






Burke, . 








31 


12 


» 




m 






DanTille, . 






1,784 


Ml 


14 


17 




tM 


















7 










Hatdwick. 






1,547 


51 




33 




48 






Kirby, . . 

Lyndon, , 






355 


7 


1 


6 




5 










3,619 


79 


45 


34 




51 


38 




Newark, . 






536 


7 


« 


4 




« 












89S 


18 


4 


» 




- 13 






sL^ld, . 






1,138 


a7 


15 


11 




18 










750 


14 


7 


7 




7 






St. Johnsbnr 






6,667 


136 


65 


71 




H« 


43 










239 


« 








2 






Sutton, . 






746 


1H 


4 


8 




10 


2 




Wttlden, . 






810 


19 


11 


H 




17 


1 




Waterford. 






734 


7 


8 


4 




7 






Wheelock, 






590 


1« 


•6 


8 




18 


8 




Totals, . . . 


23,436 


487 


346 


340 


1 


865 


113 


9 
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RKei8TSA.TI0» BSPOBT. 

TABLE I.— OoMTiNuwj. 
BENNINGTON COUNTY. 



MABBIAOES. 






DEATHS. 






















t 


















NiTlVITT. 


« 




Skx. 


Aox. 










ew 










t'- 


Am. 


For 


Dnk 


Hale. 


Fem. 


^-^A 


Ag'g't. 


AT'r'ge 


h 


9 


16 






13 


7 


6 




• 
12 


594 


49.50 0.95 


IW 


«g 








92 


43 


49 




7K 


8,087 


39.57 


l.4» 




1« 








3 

4 


13 

1 
1 


13 




2 

4 


1,428 

8 

B22 


59.50 
1.50 
80. S6 


1.10 
1.80 


lit 


26 








Wi 




1ft 




25 


1,447 


67.77 


1 It1 


< 










fi 


2 






ft 


128 


85.60 


1.12 


»4 


61 








24 


18 


11 




22 


1.076 


48.90 


i.2n 


18 


33 








1R 


7 






IS 


729 


48.60 


1 «4 


H 










10 


7 






8 


434 


64.26 


1,16 












11 


4 






9 


432 


48.00 


1.87 




10 












16 




its 


1,B8S 


40.81 


9 41 


aft 


4« 








4 


1 






4 


168 


89.00 


i.rta 


s 










» 


7- 






7 


861 


51.67 


1 41 


4 










« 








6 


873 


62.00 


1 14 




893 


16 


: 




la 


7 






11 


483 


43.00 


8.B» 


IM 


299 


1(* 


147 


\ 


270 


12,886 


42.89 


1.42 



CALEDONIA COUNTY. 



14 


3ft 




80 


IB 


U 




27 


1,363 


46.74 


1.68 


1R 


34 




33 


16 


8 




22 




56.88 


1.91 








29 




16 




27 






1 62 




12 




18 


n 


7 




17 


i;081 


60.64 


1.73 


n 


Mt 




. 87 


17 


19 




86 


1,668 


48.42 


3«« 








4 


1 


8 




4 


177 


44.26 


1 1« 


98 


ftl 




. 43 


24 


19 




84 


1,225 


88.08 


1.64 




6 




6 


ft 


3 




5 


388 


47.60 


>98 




16 




15 


4 


11 




16 


841 


56.06 


1.6H 




8 




. 17 


ft 


10 


8 


12 


591 


49.25 


l.ftO 




10 




. 16 


« 


7 


2 


11 


399 


36.37 


2 00 










64 




4 






37.38 


» 111 




1U 






















18 




. 10 


« 


4 







483 


48.11 


1 »4 








12 


6 


6 






418 


41.80 


1 4H 




2 




. la 


ft 


6 


1 


12 


646 


64.00 


1.68 




4 




. 16 


10 


6 




18 


619 


47.61 


2.06 


206 


863 


49 


417 


306 


Ml 


10 


873 


18,801 


44.79 


1.60 
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TABLE l.-CoKTiiit«D. 
CHirtENDEN OOtJNTT. 





1- 


BIBTHS. 


TOWNS. 


u 


8h. 




For. 


». 




mie. 


Fein. 


Unk. 


ITnk. 


BoltoD, . . . 


1147 


1« 


7 


9 


4a 


18 


3 


2 


BnrliDgton, . . 
Charlolte, . . 






flW 


310 


845 


18« 


5 


1,340 


40 


3a 






88 






OolobeBter, . . 


5,148 


m 


m 


a 




1OT 




1 


Ewex 


3,018 


43 










1 


Hineabnrg, . . 


1,305 


88 


ia 


ai 




80 
























Jericho. . . . 


1,401 


»4 














UUton, . . . 


1,S85 


m 


IH 






88 
























Shelbnrn, . . 


1,800 


tat 






1 








Bo. Bnrlingtoii, . 


SK 


»a 


10 


10 


3 




8 


1 


Bt. Oeoree, . . 


















1,S01 




n 


19 




33 


1 




Weetford, . , 


1,088 


24 


13 


ia 




3S 


1 


1 


Willuton, 


1,161 


87 


10 


17 




ai 







Totals. . . . 


85,8«e 


1Q4« 


40S 


*m 


54 


884 


soo 


13 



ESSEX COUSTT. 



•A*eriU, 

BlDomfield, 

BriKhton, . 

BmnSTick, 

GaoBSti, . 

Ooncord, 

EMt HsTen, 

•Ferdinand, 

Oranby, . 

OnildhaU, 

Lemington, 

LnnenDnrsr, 

Msidetone, 

Horton, . 

Victory, . 






48 
827 

3,080 
160 

-829 

1,426 
286 
78 
801 
611 
887 

1,019 
188 
960 
864 


30 

48 
1 

14 
84 
7 

's 

8 
IS 

1 
86 

6 


7 
19 
1 
7 
7 
S 

"i 
10 

1 

36 
3 


is 

39 

7 
17 
3 

'4 
« 
9 

io 

8 






io 

39 

io 

80 
6 

'7 

s 

14 

1 
8 
8 


io 

19 
37 




Totals, . . . 


0,468 


190 


90 


100 




113 


77 


1 
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BEOIBTBATION RBFOHT. 



TABLE I.— CONTINCRD, 

OHITTENDES CODNTT. 



MAKBIAOI 


s. 




DEATHS 


. 




. 
















^ 




















■5n 


Uativit 


- ^. 




Sex. 




Ao«. 




i 


S* 


Am. 


For 


Oak ^'^ 


Hale. 


Fern. 


Unk. 


Age 
pveu 


Ag-g't 


ATT'ge: 


& 


2 


4 




17 


ft 


1ft 


1 








8 lit 








1 WW 


170 


1W» 




»«6 


11,748 


84.42 


Uft 


IK 


») 




ao 


a 


H 


M> 


17 


S7S 


51.89 


ffl 


UK 


n7 


1» 


.. 1S3 




67 




llfl 


8,083 








»H 




.. 80 


16 


U 




M 


1,06« 


46.36 


48 
















18 


676 


02.00 


«4 








16 


7 


H 












t1 


IT 




a 18 


12 


a 




17 


680 


40.00 


88 


1A 


fta 




.. 81 


13 


i« 




81 


1,488 


47.83 


W7 




7 


1 






10 












W 


8» 


7 


.. 36 


11 


u 




81! 


973 




1 92 


i 


a 


a 


.. 16 


7 


H 




16 


681 


35.40 


1 77 








S 


a 














IS 


u 


3 


.. 82 


IS 


U 




3U 


1,178 


40.62 


3 18 


9 


IS 




.. 87 


IS 


18 




37 




30.96 


t 61 




10 


1 


20 




10 




«, 


1.860 


03.60 


1.7a 


818 


ei6 


HI 


8 786 


871 


891 


34 


™ 


26,488 


41.99 


3.09 



ESSEX COltNTT. 



18 

iii 


6 
1« 

16 
16 

a 

9 

a 

17 

'8 
3 


88 


. 




. is 
ai 

< 14 
18 

10 


18 

io 


11 




i 


io 

17 

14 
17 
8 

8 
8 
6 

'8 
3 


468 
601 

476 
001 
168 

488 
267 
307 

166 
116 


46;80 
86.86 

&4!6o 

40.06 
81.00 

61 loo 
88.87 
41.00 

so'.n 
so.oo 


ros 

1.03 

lies 

1.84 
1.37 

l!76 
4.46 
0.4« 

o!88 
0.80 


66 


96 


40 




108 


06 


46 


1 


91 


8,471 


28.09 


1.25 



b, Google 



TABLE I.— OosTD(tt»i>. 
FRANKLIN COUNTT. 











BIRTHS. 






TOWNS. 


"go 

1^ 


Bbx. 


FABBHTAaK. 




Male. 


Fern. 


Unk. 


*°- 


For. 


TTnk.- 


Averj'i Gore, . 


















Bftkersfield, . . 












27 






Berkshire, . . 


1,431 


19 


8 


11 




14 


6 




City of St. Albans 




1«« 


78 


6fi 




99 


SS 


. 3 


EDosbnrg, . . 


3,898 


37 









19 


8 






1,538 


80 


IN 


TS 




37 






Fairfield, . . . 


1,83S 


'« 


19 


H 




SB 






Fletcher, . . . 






7 


9 




14 






FrankUD. . . . 


1,800 


80 


1« 


14 












1.383 


3« 


ia 


3<» 




84 






Highgate, . . . 


1,8S8 


«> 


34 


14 






11 




Monteomery, . 
Biohftrd, . . . 


1,784 


Oil 


ilA 


mi 




48 


30 




a,i9e 


60 


83 


17 




81 


15 




Sheldon, . . . 




m 


17 


18 




24 


5 













9 




14 


3 




Swanton, . . . 


3,281 


110 


08 


47 




m 


34 




Totals, . . . 


39,766 


S60 


865 


393 


8 


614 


187 


9 



GRAND ISLE COTJNTT. 



Gran<f Isle', '. '. 






30 


14 




27 






















iBleLaMotte, . 


661 


13 


6 


7 




10 


3 




North Hero, . . 


5S0 


1« 


5 


11 




4 


13 




South Hero, . . 


659 


15 


e 


U 




14 


1 




Totata, . . . 


8,848 


91 


48 


47 




66 


34 





LAMOILLE COUNTT. 



Belvidete, . . 


571 


«i 


7 






m 


S 










1,689 


84 


17 


1« 


1 


M 






Eden, . . 






851 


1ft 


7 


11 




in 


3 




Elmore, . 






698 




10 


7 






1 




Hyde Park, 






1,688 


41 


14 


27 




89 


3 




Johnson, . 






1,463 


81 


18 


ia 




34 


7 












4« 








41 




























Waterrille, 






677 


11 


li 


« 




10 




1 


Woloott, . 






1,1S8 


23 


11 


11 




19 


8 




Totals, . 






12,881 


381 


114 


166 


1 


208 


31 


a 



b, Google 



BBaiSTBAIION BEPOBt. 

TABLE I.— Ck»imiiDKi>. 
FRANKLIN COIJNTT. 



MABBIAQES. 








DEATHS. 






1 


















« 


Natititt. 


1,^ 




Sex. 




AOE. 
























Am. 


For 


Unh 


&■" 


Uale. 


Fern. 


Unk. 


iX. 


Ag-g't. 


Av'r'Be. 


£ 


ti 


ai 






M 


U 


id 




82 


1,778 


ss'.se 


%m 






14 




14 




9 






641 


41.61 




21 


41 






44 


17 


27 




42 


1,992 


47.42 


1.91 


11 


ao 






15 


» 


7 




15 


568 


87.46 


1 »H 


V 


15 






ai 


18 


7 




2<l 


820 


41.06 


».1B 


4 


7 






14 


fi 


K 




14 


747 


68.85 


1 76 


14 


(W 


IH 




1ft 


10 


5 




15 


«77 


45.18 


1 15 


tn 


39 






18 


7 


11 




1« 


735 


46.03 


1.40 


in 


21 






15 


7 


H 




15 


801 


40.06 


)H0 


18 


f9 






(W 


21 


14 




84 


266 


23.47 


« in 


41 


70 


1« 




57 




S4 






2,452 


44.64 


• 5ft 


ia 


3(( 






25 


10 


U 




24 


1,256 


53.83 


l.HH 


7 


ia 






Ifl 


10 


6 




le 


829 


51.81 


1 05 


H« 


54 


11) 




m 




81 






2,114 




VI 1« 


w 


185 


4tt 
122 


a 


IIB 


60 


57 




111 


8.474 


31.29 


1.72 


808 


618 


4 


609 


848 


264. 


7 


488 


19,860 


46.93 


1.78 



GRAND ISLE COUNTY. 





15 


8 




., 


11 


10 




19 


726 


88.16 


1.51 




14 






9 


5 


4 




9 


851 


89.00 


i.ia 




6 






11 


5 


1 




10 


805 


80.60 


1 mi 




12 






7 


6 


2 




7 






1 a7 


5 


10 






10 


5 


5 




10 


558 


B5.83 


1.78 


80 


57 


. 8 




58 


31 


27 




65 


3,860 


44.72 


1.15 



LAMOILLE COITNTY. 



1 


1 


1 


„ 


10 


4 


« 




9 


388 


81.77 


1.75 


1ft 


m 


1 






H4 


17 


17 






88 


1,466 


44.13 


2 01 


fl 


9 


1 






14 


8 


6 






14 




52.14 


1 7H 


4 


S 








9 


5 


4 






7 


351 


85.85 


].6« 


13 


24 








»» 


15 


18 






88 


1,687 


46.37 


2.08 
















11 






25 






1 77 


26 


62 








66 


88 


88 






63 


8,147 


49.96 


3-7.8 


1» 


»7 


1 






8R 


19 


14 






30 


1,43S 


49.18 


1 74 






1 








4 


8 












2 (IH 


10 


16 


4 






11 


7 


4 






10 


458 


45.80 


0.D4 


113 


309 


16 






248 


127 


121 






234 


11,109 


45.52 


1.68 



b, Google 



TABLE I.— CoNTDicm. 
ORANGE COUNTT. 









¥ 


BIRTHS. 






















t>ABXMTAOB. 




s 


$" 












Male. 


Fem. 


Unk. 


Am. 


Pot. 


Cnk.' 


BiBdiord,. . . 


],4S9 


S2 


11 


11 




23 






BraintTM. 






8M 


tH 


in 


fi 




16 






Brookfleld, 






996 


17 


9 


A 
































Corinih, . 






I^OOT 


W 


la 


8 




19 
















6 












Newbury, . 






a,080 


49 


M 


38 




89 






Orange, . 
Ban£)lph, 
















14 










8,889 


SI 


m 


26 




60 














IK 


7 


11 




18 






Thettord, . 






1,381 


38 


14 


14 




36 






Topcham, . 






1,187 


28 


11 


la 




ai 




1 


Tnnbndge, 






1,011 


1H 


13 


8 




16 






Terahire. . 






76* 


t1 


« 


R 




10 






WaBhisgton, 












6 










Wert FSiri©. , 




581 


11 


8 


S 




11 






WiUiatnBtevii, 




1,188 


88 


30 


18 




88 






Totals, . . . 


19,678 


894 


aio 


184 




884 


89 


1 



ORLEANS COTJNTT. 



AlbaDT, . . . 


996 


34 


H 


10 




21 


8 










8,ai7 


«fl 


«« 


3H 




sa 


18 


1 








79» 


IS 


9 


6 
















1,068 


«1 




















879 


14 


7 


7 




11 






Craftebnry, 






1,371 


81 


1ft 


10 


















60 


29 


21 




sa 


IS 




GIoTer, 
Qreeneboto, 






970 


3» 


11 


U 




19 










918 


2» 


16 


« 


















16 


8 












Iraaburg, 






999 


16 


H 


R 




13 






feeii,- ; 












6 




14 










1,178 


23 


« 


18 




17 






Morgan, . 






630 


1« 


» 


7 




9 






Newport, . 












41 




57 






Troy, . . 








29 


in 


18 


1 


34 


6 










768 


IB 





7 




10 


6 




Westmore, 






896 


11 


3 


e 




8 


3 




Totals, . 






32,101 


488 


360 


831 


1 


878 


100 


* 



by Google 



BEGIBTRATION BBPORT. 



TABLE I.— GoNTurDBD. 
OBANGE COUNTY. 



MABRIAGE8. 


DEATHS. 


1 


m 




IT 




Six. 




AOR 






















^^ 


Am. 


Fori 


Tnk 


^^ 


Ual«. 


Fern. 


Dnk. 


Age 


Ag'g't. 


AT'r-ge. 




U 






2R 


10 


n 


2 


S3 


984 
















6 










607 


55.18 


1 W 




14 






ill 


13 










1,073 


Sft.43 
























1,268 


54.47 


3 08 


Mi 


m 








6 


11 










67.70 


1 65 




n 






1(1 


« 










866 


40.66 
































1H 






11 












6S8 


60.78 


1 m 


W 


4V 


« 




411 


27 


■m 








2,4G3 


64.46 






























IB 


SftI 






11 


4 










700 


M.OS 


)fl6 




12 






Sit 


17 


in 








1,909 


68.68 


» 69 




IS 






17 


» 










811 








H 






10 


4 










4K4 


48.23 


1 «2 




11 






14 


7 










689 


49.15 


1 70 




Ifl 






1 


1 










66 








4 






21 


8 


IB 






18 


807 


17.06 


1.76 


168 


»9 


2? 




^ 


147 


158 


a 


382 


14,810 


52.71 


1.67 



OBLEANS CODNTI. 



6 


12 






16 


10 


6 




1« 


784 


49.00 




31 


84 


7 




m 




37 




8H 


1,601 


42.18 


1.76 


8 


6 








» 


6 


4 




7 


846 


49.42 


1.13 


11 


18 


4 






19 




13 




m 


480 


83.00 


1 n 


10 


17 


8 






IH 


10 


8 




17 


878 


61.64 


H.M 


« 


16 








at) 


11 


» 




3(1 


878 


48.40 


1 67 


4» 


m 


45 






R» 


81 


28 




66 


3,894 


43.74 




10 


19 


1 






in 


7 


7 


1 


18 


no6 


46.84 


1.64 


6 


10 








19 


10 


» 




17 


789 


48.47 


3 06 


H 










10 


7 


8 




ft 


867 


89.66 




7 


12 


3 






in 


9 


6 




10 


488 


43.90 


1.50 


n 


» 


7 






14 


H 


« 




18 


496 


88.16 


3 18 




10 


1 




10 


■■ 4 


6 




10 


854 


85.40 


!l H4 


8 


4 






» 


5 


4 




8 


456 


66.87 


1.78 


49 


51 


4A 




49 


82 


16 


i 


4» 


1,411 


83.81 


1.60 




M 


Wt 




80 


14 


in 




m 


1,814 


46.93 


1 79 


6 


10 


1 




9 


4 


B 




9 


873 


41.88 


1.17 




4 






5 


1 


4 




4 


75 


18.75 


1.2« 


236 


20 


146 




865 


187 


175 


8 


888 


18,918 


41.49 


1.6(> 



b, Google 



TABLE I.— OoNTnnTED. 
BDTLAND COUNTY. 









§ 


BIBTHS. 


Towns. 


h 


Sbz. 


FABBNTAas. 




Male. 


Fem. 


Unk. 


Am. 


For. 


Unk. 


Benaon, . . 




880 


15 


S 






15 






Brandon, . . 




8.810 


60 


26 






56 






Cwtteton, . . 




a,8M 


88 


31 






30 






Chittenden, . 




780 


36 


13 






18 






CitT of BnUand, 




10,160 


3se 


130 


188 




189 








Clarendon, . 




938 


16 








1« 








Danby, . . 




1,084 


18 








18 








FairliaT«n, 




a.TOl 


68 








81 








Hubbardton, 




SOO 


8 








8 








Ira 




421 


7 








5 








Mendon, . . 




670 


8 








8 








Middletown Spa, 




788 


8 








8 








Mount Holly, 




i,ai4 


81 








17 






Uonnt Tabor, 




486 


31 








7 






Pawlet, . . 




l,74fl 


4S 








35 








Pittafield, . 






468 


ft 








6 








Pittoford, 






1,775 


48 








41 








Ponltney, . 






8.0S1 


68 








50 








Proctor. 






1,7S8 


71 








31 








BnUaud, . 






1,800 


13 








7 








Sherburne, 






451 










3 








Shrewabnry, 






974 


19 








17 








Sndbnry, . 
Tinmoutt, 






S02 










7 












4sn 










6 












1,788 


80 








94 








WeLs, . . . 




sai 

413 










e 

4 








West HaTen, 




West RnUand, 




8,680 


70 




43 




46 




1 


Total, . 






46,807 


06S 


46S 


4S9 


1 


710 


345 


1 






b, Google 



BBQIBTBATION BBPORT. 



TABLE I.— GoNTiNUBs. 
RUTLAND COUNTY. 



HABBIAGES. 






DEATHS. 


























Jil 


NATivrrT, 


« 

li 




Sex. 


AaB. 


'Am. 


For 


Unk 


Male. 


Fern 


Vnk. 


Age 
Oiveii 


AgKT't. 


Av'r'ge. 


1 i 


4 


« 


3 




9 


3 


6 




7 


274 


89.57 


1.02 


80 


S9 






68 


36 


83 




56 


3.779 


49.63 


1.79 




13 






34 


14 


10 




34 


1,144 


47.58 


1.00 




8 






8 


7 


1 




7 


133 


17.80 


1.08 


77 


180 






174 


77 


96 


i 


180 


5,937 


87.04 


1.71 




14 






18 


8 


10 




17 


968 


56.94 


1.93 




15 






11 


6 


4 


3 


9 


476 


63.88 


l.OI 


18 


2i 






44 


30 


34 




41 


1,637 


39.68 


1.67 




6 






11 


4 


7 




10 


594 


59.43 


3.17 




10 






7 


3 


4 




7 


480 


61.43 


1.66 




6 






6 


5 


1 




5 


813 


63.40 


1.05 




14 






7 


4 


3 




7 




87.43 






16 




"i 


13 


4 


8 




11 


589 


53.64 


0.98 




10 






5 


8 


3 




4 


174 


43.50 


1.14 




4 




!! 


36 


15 


11 




35 


1,094 


48.76 


1.48 




4 






6 


3 


8 




6 


458 


76.38 


1.48 


10 


18 






39 


13 


16 




38 


1,683 


60.08 


1.64 


IS 


34 






39 


38 


16 




38 


1,363 


83.31 


1.38 


13 


10 






38 


14 


14 




27 


588 


31.77 


1.59 










8 


1 


3 




8 


139 


46.80 


0.18 




3 






6 


3 


8 




5 


866 


71.30 


1.88 




8 






10 


7 


8 




7 


420 


60.00 


1.02 




8 






8 


4 


4 




8 


434 


53.00 


1.55 




8 






3 


1 


3 




8 


136 


45.88 


0.68 


16 


:,26 






27 


U 


16 




35 


973 


38.88 


1.55 




16 






6 


8 


3 




6 


384 


46.80 


0.80 




16 






4 


8 


1 




4 


115 


28.75 


0.97 


17 


4 


80 




63 


19 


88 




47 


1,575 


83. Gl 


1.41 


886 


470 


ioT 


1 


640" 


808 


~m 


3 


596 


35,084 


46.80 


rse 



b, Google 



TABLE I.— CoNTiHUBD. 
WASHINGTON COUNTY. 













BIKTH8. 






'JOWN8. 


h 


Sex. 


PARBBIAOa. 




Male. 


Fem. 


Unk. 


Am. 


For. 


Unk. 


Borre, .... 


8,«ia 


72 


41 


81 




41 


29 




Betlin 


1,GU 


45 


ae 


20 




36 


15 




Cabot 


1,075 


17 


10 


7 




17 






Cb]m« 


l.OHS 


30 


B 


11 




18 






City of Barre, . 


4,800 


879 


137 


161 


i 


96 


m 




IhizbniT, . . . 


913 


15 


8 


7 




18 






East Uontpelier, 


OSS 


19 


11 


6 




19 






Fi^Bton, . . . 


588 


18 


7 


6 




13 






Harris Oore, . . 


IS 
















Uanhfield, . . 


1,121 


30 


io 


is 




3Z 






Uiddl«aez, . . 


$89 


9 


4 


5 




8 






Moutpelier, . . 


4,160 


118 


H 


46 


'2 


90 


19 




Moretowi^ . . 
Northfield. . . 


osa 


21 


15 


6 




ao 






9,683 


49 


37 


28 




88 


11 




Plaiofleld, . . 


74fi 


14 


7 






10 






Bozbniy, . . . 
Waitofield, . . 


768 


22 


18 






30 






815 


14 


7 






14 






Warren, . . . 


886 


20 


12 




i 


19 






WaterbiirT. . . 


8,882 


SO 


17 


18 




38 






Woodbnry, . . 


810 


17 


10 






18 






WoToeeter, . . 


725 


10 









9 






Total, . . . 


2»,606 


m' 


496" 


896 


4 


sae 


878 


81 



by Google 



KBaiBIBATION BBPOBT. 



TABLE I.— OommoBD. 
WASHINGTON COUNTY, 



UABBIAOES. 






DEATHS. 






. 
















f 


■In- 


NAimTY. 


h 


Sex. 


AOB. 


^. 


Am. 


For 


Unk 


Mftle. 


Fem 


Unk. 


Oiven 


Aggr't. 


AT'r'ge. 


^ 














11 


1 


40 


711 


17.77 




u 


aA 






m 


16 


17 


1 


«u 


1,224 


40-80 


2.17 










sat 


10 


1H 




art 


977 


48. 8S 


2 1R 










M 


16 












« «1 


TO 


84 




2 


14« 


80 


«5 




182 


2,268 


17.13 


1.15 










IB 


H 


7 




in 


asa 


48.98 


1.64 












8 






11 








2 


S 






» 


1 


7 




8 


867 


45.87 


1.60 


7 


14 






1ft 


8 


9 


1 


IB 


855 


68.13 


1.60 


4 


« 






32 


14 


« 




ai 


1,271 


60.52 


2,47 




72 






«1 


83 


48 


1 


78 


2,608 


88.37 


1 M 












S 








458 






517 


48 






m 


19 


M 




BH 


2,628 


49. S8 


2 01 




11 








5 


4 




8 


480 


54.87 


1 m 


It 


11 






u 


a 


H 




ia 




40.50 


1.82 




ff 






8 


6 


a 




7 


888 


48.28 


>0A 




90 






» 




fi 


a 


« 


368 






117 


W 






t« 


4A 






80 


8,758 


46.97 


i 68 


ft 


18 






22 


11 


11 




ao 


1,380 


64 00 


« 71 


7 


14 
















804 




1.94 


8ia 


608 


110 


a 


S40 


820 


814 


6 


se« 


28,006 


48.83 


1.79 



b, Google 



VBBMONT 



TABLE L— CoMTiiTOBD. 
WINDHAM COUNTY. 





i* 


BIETH8. 


TOWNS. 


Id 


Sex. 


PABEHTAaB. 




Male. 


fem. 


Unk. 


Am. 


For. 


Unl. 


AtheaB, . . . 
Erftttleboro, . . 


306 
















R,e6a 


91 


60 


40 


'i 


66 


33 


'3 


Brooklme, . . 


163 


e 


8 








8 






Dover, . . . 


534 


16 


10 


6 






16 








660 


20 


10 


10 






18 


■7 




Grafton. . . . 


817 


14 


9 


5 






13 






Guilford, '. . . 


870 


16 


8 


8 






16 






Halifax, . . . 


703 


10 


4 


6 






10 






JanuLica, . . . 


1,074 


18 


10 


8 






11 


'i 




Londonderrj, . 


1.010 


11 


8 


8 






11 






Marlboro, , . 


495 


10 


7 


8 






9 






Newfane, . . . 


9S3 


37 


11 


16 






27 






Putney, . . . 


1,076 


13 


6 


7 






13 






Bockingham, 


4,679 


117 


68 


64 






61 


66 




Someraet, . . 


61 


1 


1 








1 






Stratton, . . . 




2 


1 


i 






3 






Townshend, . . 


865 


11 


4 


7 






10 






Vernon, . . , 


667 


9 


8 


6 






8 






Wardahoro, . . 


704 


12 


5 


7 






11 


i 






1,265 


21 


11 


10 






21 






Whitingham, . 


1,191 


24 


10 


14 






17. 


■5 




Wilmington, 


1,106 


28 


16 


11 


a 


28 


s 




Windham, . . 


879 


7 


3 


5 




6 


. 1 




TotalB, . . . 


26,647 


475 


285 


337 


8 


866 


98 


11 



by Google 



BKGISTBATIOK BBPOBT. 



TABLE I.— CosTiNUBD. 
WINDHAM COUNTY. 



MARRIAGES. 


DEATHS. 


i 


* 


Nativity, 




Skx. 


Aax. 




^^ 


Am. 


For 


Unk 


Male. 


Fern 


Uni. 


olfl. 


Aggr't. 


AVr-ge 


^ 


8 

ae 
"i 

3 

a 

2 

i 

e 

2 

s 

8 
48 
2 
2 
12 

7 
8 
12 
7 
8 


103 

'? 

13 

IS 

75 

14 

18 

2a 

14 
6 


2 


5 


' 




4 

110 
6 
8 
18 
14 
16 
7 
11 
20 
2 
37 
11 
78 

3 

17 
8 
25 
22 
27 
5 


3 
58 
5 
5 
11 
8 
8 

6 
7 
1 
8 
6 
86 

i 

9 
7 
5 
16 
12 
18 
3 


3 
50 

1 
3 

7 
6 
8 
6 
6 

18 
1 

18 
5 

37 

Z 
11 
10 
8 
9 
10 
9 
3 




7 


4 
106 
5 
6 
18 
14 
15 
8 
9 
19 
2 
34 
11 
69 

a 

30 
15 

7 

33 
B 


818 
5,887 

280 

386 
1,056 

432 
1,005 

394 

533 
1,064 

116 
1,444 

0S6 
3,031 

239 

1,054 
768 
433 

1,184 
818 
961 
287 


79.50 
50.86 
66.00 
64.88 
58.66 
45.85 
67.00 
65.68 
58.00 
56.47 
58.00 
60.16 
50.54 
48.78 

76 .'33 
53.70 
SI. 30 

61.71 
51.08 
37.18 
41.78 
67.40 


1.95 

1.60 
3.70 
1.53 
8.31 
.71 

t;99 

1.05 
1.97 
0.40 
3.83 
1.03 
1.59 

iras 
3.83 

2.98 
1.18 
1.97 
1.84 
1.53 
1.31 


316 


878 


50 


4 


4S4 


227 


219 


« 


415 


31,886 


5S.5S 


1.78 
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TABLE I 


-Cot 


n:iNCB 












WINDSOR COUNTY. 






li 


BIETHS. 


TOWNS. 


« 




Sex. 


Pab&ntaos. 




1" 


¥ 












Slale. 


Pern. ■ Unk. 


Am. 


For, 


Unk. 


Andover, . . . 


418 


9 


S 


4 




8 






Baltimore. . . 


64 


2 


1 


1 




1 






Barnard, . . . 


918 


16 


10 


5 




15 






Bethel, . . . 


1,448 


SI 


17 


14 




28 






Bridgewftter, . 


1,131 




11 


13 




20 






Cavendish, . . 


1,173 


37 


10 


17 




36 






CheBter. . . ■ . 


1,787 


37 


18 


14 




37 






Hartford, . . 


3,740 


89 


40 


49 










Hartland, . . 


i;393 


29 


14 


15 




39 






Lndlow, . . . 


1,788 


87 


15 


33 




34 






Norwich. . . . 


1,304 


37 


16 


13 




27 






Plymouth, . . 


755 


7 


8 


4 




6 






Pomfret, . . . 


86S 


13 


8 


9 




10 






Eeading, . . , 


749 


16 


7 


9 




15 






Boohester, . . 


1,857 


14 


7 


7 




14 






Bojalton, . . 


1,433 


29 


31 


8 




35 






Sharon, . . . 


787 


10 


6 


5 




10 






Springfield, . . 

Stockbridge, . . 


S,881 


66 


41 


35 




61 






864 


17 


8 


8 




16 






1,171 


23 


18 


4 




19 






■Weston, . . . 


864 


16 


11 


6 




16 






West Windsor, , 


570 


6 


2 


4 




6 






Windsor, . . . 


1,846 


53 




30 


i 


44 






Woodstock, . . 


2,545 


45 


28 


17 




41 






Totals, . . . 


31.706 


629 


837 


300 


3 


560 


65 


11 



by Google 



REQlaXHATION REPORT. 



TABLE I.- 
WINDSOR COUNTY. 



MAKBIAGE8. 








DEATHS 






1 


^ 


NiiTiTrr. 


h 


Sbx. 


Age. 


1 


^!= 


Am. 


For 


Unk 


Male 


Fem 


Unk. 


aXI ^'t 


Av'r'ge 


^ 


S 


4 






18 

1 


11 

1 


7 




18 


888 


46.65 


4.30 
1.66 


ii 


2i 






13 


9 


"4 




is 


590 


49! 16 


1.41 


18 


26 






36 


18 


12 




23 


1,334 


58.21 


1.72 


9 


18 






15 


9 


6 




5S 


810 


54.00 


1.43 


11 


31 






29 


14 


15 




38 


1,773 


63.38 


2.47 


11 


31 






45 


32 


22 


'i 


42 


2,116 


50.89 


3.51 


as 


47 






74 


88 


86 




71 


3,801 


88.44 


1.97 


10 


20 






16 


7 


9 




16 


1,130 


70. OC 


1.14 


17 


33 






89 


18 


81 




48 


2,186 


46.54 


3.20 


11 


19 








U 


11 








59.04 


1.68 


8 


6 






10 


4 


6 




9 


398 


33.33 


1.29 


i 


8 






18 


13 


6 




19 


684 


86.00 


3.08 


3 


6 






30 


11 


7 


'3 


18 


854 


53.37 


3 67 


10 


19 






IS 


4 


9 


2 


11 


470 


43.73 


1.17 


10 


18 






34 


18 


11 




32 


1,373 


57.72 


1.67 


6 


10 






17 


6 


11 




16 


749 


46.81 


2.81 


18 


86 








14 


34 




85 


1.698 


48.61 


1.31 


6 


11 






16 


9 


7 




14 


851 


60.76 


1.78 


6 


13 






31 


13 


18 




SO 


1,581 


61,08 


3.64 


7 


14 






11 


8 


3 




9 


560 


63.33 


1.37 


4 


8 






7 


5 


2 




7 


498 


71.14 


1.33 


27 


SI 


8 




88 


19 


18 


i 


8S 


1,408 


40.08 


3.05 


26 


49 


8 




SS 


84 


21 




51 


3,888 


53.70 


3.16 


-m 


478 


34 


a 


S97 


308 


286 


6 


S69 


38.314 


"50^82 


1.87 
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TABL£ I.— CoMTiHDED. 
EEOAPITULATION. 





li ^ 






BIRTHS. 






COUNTIES. 


9. 




Sex. 




Fabentaob. 




£ 1,^^ 


Male. 


Fern. 


Unk. 


Am. 


For. 


Unk. 


AddisoD, . . . 


29,377 


m 


3S5 


tVifi 


a 


482 


30 


8 


BenniiKrtoii. 






320,448 


m 




330 


3 




62 




Caledonia, 






33.486 


m 


246 


34« 


1 


865 


113 


» 


Chittenden. 






38,868 


]<m 


495 


407 


54 


HM 


300 


13 


EBBex, . . 






9,453 


m\ 










77 


1 








38,75S 


m: 


865 


a«a 


8 


514 


187 


9 


Grand lele. 






3,843 


91 


43 


47 


1 


66 


34 


1 


Lamoille, . 






13.831 


m 


114 


1H« 


1 


3fiH 


31 


3 








19,576 


m 


31(1 


1S4 




3fl4 


30 


I 








33,101 


m 


250 


281 


1 


878 




4 


Btttland, . 






45,897 


H«h 


4m 


490 




710 


245 


10 


Washington, 






39,eOfl 


HW 


430 


805 


4 


530 


37K 


. 31 


Windham, 






28,647 


47!- 


285 


3H7 


8 


B6B 


98 


11 


Windsor, 






81,706 


630 


837 


800 


a 


560 


55 


14 


Totals, . . . 


83,84 8 


7482 


3,782 


3,875 


75 


6,914 


1,469 


OS 



b, Google 



REGI8TKATI0S KBPOKT. 



TABLE I.— CoNTiNDBp. 
KEOAPITTILATION. 



MARKIAGE8. 








DEATHS. 






t' 


















1 


o 


NATivm 


<B 




Ret 






AaE. 








i^ 














^^ 


Am. 


For 


Unh 


Male. 


Pern. 


Unk, 


isi. 


Aggr-t 


AT'r'ge. 


S 


1+5 


aw 


5 




S90 


104 


ifla 


S 


367 


15,563 


43.78 


1 60 


itw 


aw 


in 




m 


151 


147 


1 


27(f 


ia,5ea 


42.34 


1.43 


2(X 


sfia 


41t 




AV: 


aw 


201 


10 


872 


16.601 


46.81 


1.60 


Hlf 


516 


111 


K 


7HI 


371 


891 


24 


734 


36,483 


41.71 


2 OH 


Itt 


«K 


411 




im 


M 


46 


1 


91 


3,471 


36.98 


i,2n 


Wtt 


fil« 


laa 


4 




34K 


254 


7 


4HB 


19,350 


45.83 


1 78 




57 


» 






81 






55 


2,860 


44.69 




111 


•m 


1(1 






127 


121 




aJM 


11,108 


46.53 


1.K5 


IB.' 


279 


tw 






ur 


15H 


2 




14,810 


59,61 


l,«7 


22f 


299 


14B 


R 


!«« 


1H7 


175 


« 


H3!i 


18,9ia 


43.44 


1.(10 


aw 


470 


101 


1 


Wl 


IMMI 


;-tK4 




M6 


25,084 


46.80 


I.2H 


81 S 


nofl 


11« 


2 


640 


820 


814 




B9fl 


23,006 


48.72 


1.79 






m 


4 




227 


219 






21,8B« 


55.47 




U5U 


478 


24 


2 


597 


aii5 


286 


e 


569 


38,314 


60.62 


1.87 


ms3 


4,748 


8S5 


21 


SSOe 2,878 


a,86i 


74 


6,889 


284.535 


45.63 


1.64 



b, Google 



SUPPLEMENT A.-TABLE I. 
Births. — Exhibiting the Number of Plurality Cases. 



Months. 


Sm. 


!% 

S 

% 


! ^1 


1 

1 1 


j 


2 

1 


j 


j 


1 

O 


M 


1 


1 


1 


Feb. 1 
March 1 
April { 

May -j 

JuBO ^ 

Jidy \ 
August \ 
Sept. \ 
October ■] 
Nov. -j 
Dec. \ 
Total 1 


Males, 

F'm'B, 

Males, 
F'm'e, 

Males, 
P'm'B, 

Males, 
F'm's, 

Males, 
F'm'B, 

Males, 

F'm'B, 

Mates, 
F'm's. 

Males, 
F'm's, 

Males. 
F'm'B, 

Males, 

F'm'B, 

Males, 
F'm's, 

Males, 

F'm's, 

Males, 
F'm's, 


6 

8 

6 

8 

2 
6 

8 

7 
8 

9 
8 

a 

8 

8 

7 

9 

7 

4 
2 

3 
2 

10 
8 

68 
57 


2 

a 


1 
1 

1 
1 

2 

:: 


'a 


A 

% 
2 

1 

1 

1 

2 
2 

2 
2 

2 
2 


" 


3 
2 

2 

1 
8 

3 
3 


2 

'■'- 

1 
1 




3 

1 

2 

1 
1 

3 


1 
1 

... 

:: 

4 


2 
3 

1 
1 

33 


1 

J 

2 

3 
2 

3 

8 

trp 

18 


2 


3 

2 

1 
1 


Totals 




125 


6 


« 


8 


« 


3 


" 


* 




12 


fl 



by Google 



REQISTRATIOS HEPOtlT. 

SUPPLEMENT B.— TABLE I. 
BircAa. — Exhibiting the NumMr of Illegitimate Births. 



Months. 


Sex. 


6 
IE 


■<1 


1 


1 


1 
1 


i 


1 


i 



1 





i 

-c 

"\ 
1 

■ ■ 


1 

3 


1 

'i 
'i 


% 


^ 


1 1 1 1 1 1 1 1 1 1 1 1 1 


Males, 

F'm'B, 

Males, 
F'm's, 

Males, 
F'm'H, 

Males, 
F'm's, 

Males. 
FW., 

Males, 
Fm'B, 

Males, 
F'm's, 

Males, 
F'm'B, 

Males, 

F'm^ 

Males, 

F'm'B, 

Males, 
F'm's, 

Males, 
F'm's, 

Males, 

F'm'B, 


'3 
4 

1 
3 

8 
3 

1 
3 

t 
3 

1 

2 

I 

i 

3 

1 

31 
18 




'i 

1 


2 

'i 


'i 

3 
3 

'i 
1 

1 
2 

3 


.. 


i 
1 


;; 


1 
1 


1 


Totals 




89 


8 


3 


4 


18 




2 


1 




2 


3 


6 


8 




2 



b, Google 
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TABLE n.-DEATHS. 



b, Google 



VESHONT 



TABLE n. -DEATHS. 
Exhibiting dumber of Each Sex, at Different Age%, According ti 



TOWNS. 


POPT- 


Sbx. 


Is 


1 


CO ■* 


1 


sis 

2 




-2 


Addison Commr. 
Addiaon, 

Bridport, 

Brwtol, 

CornwBll, 

FertJBbore, 

Goshen. 

Granville, ...*... 

Hancock 

lieiceater, 

Lucoln, 

Middlebnry 

Monkton 

New Haven, 


900 j 

1,018 -j 

987] 

1,501 -' 
111 ■] 
687 1 

ass-j 
S621 

1,355 j 

8,798 ■] 

847 -j 

1,834 ■] 


Malee, 
Fein's, 

Males, 
Fem'B, 

Hales, 
Fem'B, 

Males, 
Fern's, 

MalM, 
Fern's, 

Males, 
Fern's, 

MalM, 
Fern's, 

Males, 
Fem'B, 

MalcB, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Hales, 
Fem'B, 

Males, 
Fem'B. 


4 

8 

4 

1 
2 

3 

3 

i 

1 
1 

1 

1 

1 
3 

3 

I 

1 

I 

1 


8 
'3 


" 
8 

i 

i 


3 




3 


1 
1 


3 
3 

'3 
1 

1 

1 
3 

a 


" 
1 

■■ 


1 
s 

I 

i 

1 

1 

1 
1 

1 
3 

1 



by Google 



REHISTRATION EEPORT. 



TABLE II.-DEATH8. 
Age, in the Several Toivns and Counties during the year 1897, 











■ 










. 


I 


9 


TOTAi. 


1 


55 


S I 




5 5g'^ 

SSSp 


1 


1 




i 


& 


3 
6 

1 

'a 
'i 




■■ 

■■ 

1 

a 
"i 

1 


1 

3 

1 

1 

1 
1 


3 
8 

:; 


1 
1 

i 

i 

1 

3 


1 

1 

1 

1 
1 

"i 
4 


1 
'3 

i 

.'. 

1 

1 
'i 


1 
1 

1 

1 

1 
3 

1 

1 

3 

1 
1 


1 

t 

'i 

'i 

i 

1 
1 

4 
3 

S 

I 


I 

3 
3 


1 

1 
1 

■■ 
.. 

1 
3 

i 

1 


2 






5 
11 
31 

7 
9 

6 
8 

10 
10 
19 
10 
10 








5 

11 
2 

28 
81 

7 
6 

9 

14 

'3_ 

6 

1 

3 

3 

10 . 

7 

.10 
18 

19 

18 

10 

7 

10 

4 


6 


56 
27 
95 
40 
58 
64 
09 
76 

6a 

80 
33 

66 

ii 
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TABLE II.-CONTINDBD. 







If 




3 




S 




Orwell 

Panton 

Kipton 

SaHabnry 

Shoreham, 

St*rk8boro 

Vergennes 

Waltham, 

Weybtidge 

Whitiiig 

Aftgtegate, 


1,365-1 

S68-| 

740 { 

1.340 j 

1,070 ] 

1,778 j 

»{ 

548 j 


Males, 
Fem'B. 

Males, 

Fern's, 

Males, 
Fern's, 

Males, 
Fem'B, 

Males, 
Fern's, 

Males. 
Fem's. 

Males, 

Fem'B, 

MaleB, 
Fern's. 

Males, 
Fern's, 

Males, 
Fem'B, 

MaleB, 
Pern's, 


2 

1 

3 

SI 
36 


3 
3 

1 

i 
6 

s 


3 
6 


■■ 

1 

'" 

3 
3 


"l 


3 


5 
1 


1 
1 

i 

8 
8 


'i 

'i 

i 

'i 

3 

a 
ft 


i 
"i 
i 

3 


1. 


Totala. 


33,877 




57 


11 


7 


4 


1 


« 


16 


11 


19 



by Google 



REGESTHATION REPORT. 



TABLE TI.— CoNTTNUHD. 

















S 












? 


t 


TOTAI,. 




~ 






■9 


5 
S 


5-2 




Slil 


1 
P 


1 


1 


[3 


1 




i 
*i 

1 
1 

4 
12 


1 

6 

« 
11 


'i 

"i 
1 

I 


4 
3 

'i 

10 
4 


*9 

3 

5 
10 


1 
3 

6 


■i 

1 
I 

■3 

1 
1 

3 

i 

10 
10 


1 

1 

s 
1 

1 

'i 
9 




,. 
1 

;; 

1 
1 

.1 

3 

1 
1 

1 


2 
9 

i 

3 

4 

1 

20 
18 


1 

1 

'3 

3 
3 

a 

8 

i 

18 

15 


'3 
i 

"i 
1 

1 


6 


1 

1 

■■ 
.. 

4 
3 

6 


1 
.. 

3 


;; 
a 


6 
2 
7 
5 
13 
S 
13 
8 
4 
8 
181 


13 

'7 

ii 
5' 
'9 
'5 

i^' 

"s 
"3 

186 






6 
13 

3 

7 ■ 

7 
11 

a 
s 

13 
9 

5 

5 

13 
38 

3 

4 
5 

3 
3 


i' 

s 

i. 

i'. 

6! 
a. 


43 

85 
17 
85 
6» 
98 
03 
17 
84 
54 


16 


14 


IS 


u 


30 


18 


37 


88 


38 


16 


3 


3 


181 


186 


2 


369 


1.65 
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TABLE n.— CoNTisrsD. 



TOWNS. - 


Popo- 


8m. 


1 


S 


^ 












s 


S 


Bennington Oountt. 
Arlin^n, 

BenuDgtou, 

Dorset, 

Landgrove, 

Mancbeeter, 

Pern, 


1,353 1 

a,B9,| 

1,696 1 
181 1 

»| 

-: 

1,919 -| 
910 -j 
881 ■] 
867 -j 

1,663 ■• 

«! 


Hales. 
Fern's. 

Malee, 
Fern's. 

Males, 

Fem'B, 

Males, 

Fem'B, 

Males, 

Fem'B, 

Males, 
Fem'B. 

Males, 
Fem'B. 

Males, 
Fem'B, 

Males, 
Fem'B, 

Males, 
Fern's, 

Males, 
Fem'B, 

Males, 
Fern's, 

Males, 
F.„.., 

», 

Males, 
Fern's, 

Males, 

Fem'B, 


i 

.. 
': 

3 

.! 

i 
1 

2 
2 

1 
1 

1 

5 

1 

1 
1 

I 




1 
1 

1 
1 

1 

i 


1 

3 

i 


8 

1 


8' 

■■ 

1 


i 
1 


8 
s 

1 
1 

1 

1 
1 

1 


i 
1 

i 
i 

i 

"■ 
1_ 


4 
5 

'i 


Powwd, 

Bnpert, 

Sandgftte 

SeMsbarg, 

Shaftobnry, 

Stamford, 

Sondetland, 

Winljftll, 


1 
] 

1 
i 
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TABLE n.— CONTINUBD. 





S 
5 
S 


S 
5 




g 


S 


S 

8 


? 
5 
g 


5 
e 






1 


g 


1 
1 


P 


TOTAL. 


'!> 


^ 

5 
^ 




1 


i 


^ 
p 


1 


1 


3 

i 


'i 

3 
6 

1 

1 

i 

1 
t 


i 

i 

'i 
i 

;; 
1 

'i 


1 

3 
3 

1 
1 

8 

1 


6 

6 

2 

1 
5 

"i 


"i 

3 
4 

'i 

1 

1 
I 

3 


1 
3 

4 

i 
'a 

1 
1 

3 

1 


1 

4 
3 

•i 

1 

8 

I 
'i 


1 

5 
2 


'i 

3 

"a 

3 

1 
i 

3 

i 

3 

'3 

1 


7 
1 

3 
1 

1 
4 

1 

1 

■■ 
3 

'3 

1 
1 

1 
1 


1 
1 

1 

■4 

:; 

1 

4 

'■ 

1 

■■ 
1 


3 

1 

1 


'i 




6 
66 
14 
1 
1 
7 
3 
13 
6 
6 
3 

22 

1 
6 
4 


'3 






12 

183 
35 

'a 
'4 

23 

s' 

33 
U 

'8 
'9 

86 

'4 

's 

6 


i'47 

i!6s 
iisi 
iiai 
i!is 
iiii 
i!53 
6!93 

i!6i 

3! 17 
6! 63 

lis 
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TOWNS. 


Popu- 


S.X 




1 




^ 
£ 


i 




g 

5 




.2 




3 

!7 

sa 


1 

3 


a 


1 

8 


3 
3 


1 

3 


1 
1 


i 

7 
8 


i 

4 

7 

11 


7 
7 


19 


4 


6 


4 


5 


4 


3 


15 


14 


Bamet 

Bnrke 

Danyjlle, 

Groton, 

Hardiriok 

KJrby 

Lyndon, 

Newark, 

Peacham 

Eyegftte, 

Sheffield 


1,887- 
1,198 \ 

1,0*0 -] 
1,547 -j 

355^ 
3,618 ■] 

536 ■] 

893-] 
1,136 ■] 

760 -] 


Males 
Fein's 

Malea 
Fem'B 

Males 
Fern's 

Mftles 
Pern's 

Males 
Fem'fi 

Males 
Fern's 

Males 
Fern's 

Males 
Fern's 

Males 
Fern's 

Males 
Fern's 

Males 
Fein's 




^ 


2 


;; 




1 
'i 

i 
i 


1 
1 

'i 


'i 

1 
1 

... 


i 

i 

* 

i 


'i 
1 

1 
1 
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TABLE n.— CONTINDRD. 







3 
3 


g 


S 




s 















S 
1 


1 
1 


TOTAL. ! 


1 


s 




£ 
^ 
g 




Male. 


Fem. 


Unk. 


Total. 


8 
8 


e 

9 
15 


1 

10 
18 


i 

9 
5 

14 


7 
15 

25 


1 

9 

7 

16 


11 

7 
18 


1 
8 

IS 


13 
10 


1 

7 
15 


1 

1 

17 
11 


13 

14 


8 

1 


i 


.. 


9 
162 
162 


4 

163 


— 


ii 

824 


8!i3 


e 


Yr 


41 


163 


1.46 


2 

1 

'i 

1 
1 




1 
1 

2 




1 

i 

1 


3 

1 
S 

1 
1 

X 

1 


3 

1 

■3 

'i 
1 

8 

1 
1 




2 

3 
1 

"i 

1 

3 
8 

'i 
1 

3 

1 


3 
3 

1 

8 

1 

'2 

3 
3 

3 

1 

1 
1 

1 
3 


a 
1 

1 

3 

1 

2 

8 

1 

3 
1 


i 

3 
2 

1 
1 

i 
i 

i 

■3 


'i 

1 

1 

'i 
i 


i 




16 


6 






39 
33 
37 
17 
85 
'4 

si 
'4 

15 

ii 
io 


1.50 

i!8s 
2:28 

i!84 

2.m 
i"i2 
i!i4 

lies 
6! 97 
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TOWNS. 


i 




^ 

5 






s 


i 


2 


2 


s 


Cai-bdonia.— Con. 
St. JohnabTiry 

Stannard. 

Button. 

Walden, 

Waterford 

Wheelook 

Aggr 




15 

i 

2 

I 

a 

1 

aft 


3 

« 
1 

7 


1 


4 

4 
1 


2 

1 

1 

Q 
8 


3 
8 



4 


2 

1 

8 
8 


1 
s 

1 
s 


2 
3 

1 

i 

'i 

5 
6 


2 

a 


Tol 


1 


S 


8 


9 


6 


6 


11 


14 


C 
Bolto 

Bnrli 

Charl 

Coloi 

Esse] 
Hinei 








6 
8 

8 
3 


2 

1 

'i 


1 

a 

5 

s 
i 


i 
B 

i 

1 
8 

1 


1 

4 
3 

i 
i 


3 

a 

3 
8 

3 


3 
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4 
1 

2 
3 










s 


a 




i 


1 


5 ? 


TOTAI.. 


P^ 


s 
s 


s 


s 








i 
3 


1 


i 


3 




1 

3 

i 

7 


3 

6 

3 




4 
4 

I 

'i 

11 
10 


8 
8 


7 
3 

i 

i 

1 


4 
3 

1 
1 

1 
2 


3 
2 






60 

5 
S 
6 

189 


68 

"i 

"s 

"7 
'4 

178 




118 
'9 

io 

18 
13 

867 




1 


9 
9 


4 
1 








1.79 




i. 

1 
1 . 

3 










3.. 


:;■; 


1.33 
i!63 










6 
3 


10 
12 


17 


31 
14 


181 
91 


3 3 
1 8 


'i! 




9 


18 


5 


11 


g 


18 


31 


33 


38 


86 


373 


310 


'■ 


189 


178 




1.58 




i 

7 
6 

8 

8 


11 


6 
7 


7 

4 

9 

1 

1 
1 


( 

1 
1 


i 

7 
3 

i 

3 

1 

1 


2 

1 

13 
13 

'■ 

5 

1 

'i 










6 
153 

7 
54 
12 

7 


io 

177 
16 
M 
12 
6 




16 
380 
i7 

114 
24 

is 




9 

11 

2 




G 
13 

8 
3 

1 


1 I 


1. 
1 . 

'i '. 






8.01 
3!35 
i!87 




. 1 


1. 






1 


"i 
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TOWNS. 


Popc- 


Sh. 


1 




i 


5 


5 


5 




.2 

•a 




a 


C HITTENDBN. — Con . 

Hnntdngtou, 

Jerioho, 

Milton 

Eichmond 

Shelbnrn, ....... 

So. Burlington, 

St. George 

Undethill, 

WeBtford, 

Williflton 

Aggregate , 


788 1 
1,461 1 

1,585 j 

1.115 ■] 

1,800 J 

646 ■] 

lOtf-j 

«.{ 

1,088 \ 

i.iei.-j 

{ 


Males, 
Fem'B, 

Males, 
Fem'fl. 

Males, 
Fern's, 

Males. 

Fern's. 

Males, 
Fem'B. 

Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fem'B, 

Males, 
Fem'B, 

Males, 
Fem'H, 

Males. 

Fern's, 


a 

4 

1 

2 
6 

a 

3 

3 
1 

1 
8 

2 

1 

4 
8 

'a 

83 

77 


2 

1 

'a 
1 

1 

18 
15 


U 
6 


8 
3 


'i 
1 

7 
7 


1 
1 

1 

1 

9 


1 
1 

i 

6 

7 


1 
1 
1 

g 

6 


a 
1 

i 

8 
11 


1 

1 
I 

a 
a 

18 
17 


Totals 


85,868 




88 


17 


5 


14 


18 


18 


16 


10 


30 
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I I 



b, Google 



TABLE II.— CoKTiKUSD. 



Esses Oouhty. 
ATerill, 

Bloomfleld, .... 

BriKhio^ 

BninBwiok 

CftTiBftn, - - , - . 

Concord, 

£aat HitTen, .... 

Ferdinand, .... 

Granby , 

GuUdhaD 

Lemington, .... 

Luuenbur^h, .... 

Maidstone, .... 

Norton, 

Tiotory, 

AKgregate, .... 

Totals, 



4.1 J* 






1,01»{^ 
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s 
s 


s 
3 


'■i 
s 

3 




2 
g 


g 


s 
s 














? 


1 


Total. 


^ 


2 


5 
S 




-a 


1 


1 


1 


i 


i 

i 

1 

3 




'.'■ 

■■ 
.] 

1 

2 


1 

1 
3 

3 


2 

1 

2 
8 


1 

i 

1 
1 


'i 

1 

1 
3 

1 

H 
8 


3 
1 

1 

2 

6 


1 
1 

1 
1 

■■ 

'3 

1 

4 
8 


1 

1 
1 

'i 

1 

1 

8 
8 


1 
'i 

' 

1 

1 


'i 

i 
'3 


■■ 


8 
3 


49 


49 






ii 
io 

' i4 

ifl 
's 

'8 
8 
S 

8 - 
'3 


i>'.u 

i.68 
i'.K 

i'.hk 

6! 49 

6m 
6!s6 


4i 


8 


1 


8 


\ 


S 


3 


6 


6 


7 


6 


3 


3 


4» 


4S 


» 


93 


].81 
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6 

s 


•» id 
SS 




-2 




^ 
5 
% 




ATery'B Gore, 
Bakerafield, . 
Berkshire, . 
City of St Albai 
EnoBburgb, . 
Fairfax, . . 
Fairfield, . . 
Fletoher, . . 
Franilin, . . 
Georgia, . . 
Highgate, . . 
Montgomery. 
Bichford, . . 
Sheldon. , . 
St. Albans, . 
SwantoD, . . 
Aggregate, . 


a. 










1,163 -1 
1,421 \ 
6,350 ' 
3,399-1 
1,938 -1 
1,836] 
798 j 
1,800 J 
1,283 J 
1,858] 
1,784] 
2,196] 
1,866 ' 
1,631 ] 
3,331-- 


Males. 
Fem'ft. 

Males, 
Fem'B. 

Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fem'B. 

Males, 

Males, 
Fein's, 

Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Hales, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 


8 
19 

3 
8 

1! 

47 
44 

91 


9 
6 

14 


3 
8 

1 

1 

4 
8 


1 

2 

5 


2 

i 

■ 

i 
i 


:: 
1 

'a 

1 

'i 

3 

i 

4 


i 

'i 

1 

3 

8 
2 


3 
3 

1 

1 

a 

"i 

1 
i 

3 

■■ 

6 


2 
i 


1 
1 

4 
3 

"i 

1 

'i 

1 
1 

8 
6 


Totale, . . 












39,755 




7 


7 


.. 


5|16|1S 


14 



Gooylc 



REGISTRATION REPORT. 



TABLE II.— COBTIHUED. 



8 
2 

8 

'i 

'i 

's 
a 

2 

1 
1 

2 
1 

8 
12 


'i 

1 

2 

h 

1 

1 
1 

1 
1 

2 

1 

5 
10 
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3 
1 

3 

1 
2 

1 
2 

8 

e 


4 

"a 

3 

11 

8 


1 

1 
1 

3 
1 

2 
3 

1 

1 

1 

3 

1 


2 


i: 


» 


IB 


14 


19 


22 


17 


K 



4«7 1.4T 
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s 




3 


•a 
3 




i 


1^ 

3 




s 






Alburgh. 

Orand Isle, 

Isle lift Uotte 

North Hero 

SoathHero, 

Aggregate, 


1.8»{ 

1 


Males, 
Fern's, 

Males. 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Males. 
Fern's, 


a 


2 

1 

2 

1 


1 

i 

1 

1 


1 

1 

1 
1 






"i 

'i 


i 

1 

1 


'1 
'i 


1 
I 

"i 
1 

1 

8 

a 


Totals, 


8,843 






8 


3 


3 






1 


3 


1 


5 


Lakoillk GODRTir. 
Belvidere, 

Cambridge, 

Eden, 


571 1 
1,689 1 
851 1 
598] 
1,638 1 
1,4«2-| 
3,411 -j 
1,88S-| 


Males, 
Fem'B, 

Males, 
Fern's, 

Males, 
Fem'B, 

Males. 
Fem'B, 

Males, 
Fern's. 

Males. 
Fern's, 

Males, 
Fem'B. 

Males, 
Fem'B, 


I 
I 


1 
1 

1 


1 
■3 


■; 


1 


- 


1 
1 


'i 


1 

1 

3 


1 
1 


Elmore 

Hyde Park, 

Johnson, 

UoniBtown, 

Stowe, 


a 
'a 
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RKQI3TRATI0N BEPOET, 



TABLE II.— COBTIIOJED. 





9i 

S* 

S3 


s 
9 


3 

S 


S 


s 

s 


S 












1 


gi 


ToTU.. 


1 










1 


1 1 


1 






1. 






1 


3 


i 


i 






'i 










9 '. 


80 






2 1 




1.43 




1. 




'i 






1 
1 








1 








i 


9 


ilis 


1 

1 
1 








'.)'.'. 


1 

2 


1 

1 




3 
8 


1 










"^5 

*3 '. 


10 

'7 

io 


i!87 

i'.-m 




a. 






1 3 


1 
4 


8 
2 




8 

3 


1 
1 


1 








36 '. 






1 


a 1 


1 




s 


2 


8 1 


' 


1 3 


S 


s 


1 


1 


3 


1 






81 


36 


S6 


1.48 




1. 














1 




"i 










5 ! 


; '9 


















76 




3. 
1 . 


'. '« 




1 
1 


i 

i 


8 

1 




1 

1 
s 


1 

1 

1 


1 


1 
1 


i 




17 


'« 


'. m 
ii 




96 








64 




i' 


'. i 












i 


.! 












'4 


; '7 




is 






. 1 

. 3 

1 .. 




1 
3 


'i 


8 

1 




4 

a 


3 

3 

8 


1 

1 

1 


1 






16 

15 


17 

ii 


83 

'. 86 












1 
1 


i 


77 


1 

1 


1 

3 


1 .. 
1 1 

iV. 




1 

1 

i 


2 
3 


1 

3 

"i 


5 

1 


8 
3 

i 


7 

1 

3 

1 


1 

1 

1 


"i 

'i 


1 

1 




17 


81 
86 

ii 


'. 57 
'. 38 




86 

48 
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TABLE II.— CosxiBDBD. 



TOWNS. 


Popu- 
lation. 


8.1. 'i« 

3f 


i 


i 


11 


s 






liAxoiLLX . — Con. 
Waterville, 

Woloott, 

Aggregate, 


677-] 
1,158 -j 


Males. 
Fern's, 

Males, 
Fein's, 

Males, 
Fem'8, 


1 
1 

2 

19 
16 


3 

1 

8 


1 

2 
8 


8 
8 


8 
8 


1 
S 

8 


3 

a 


1 
a 

8 


1 

8 

4 

7 


2 

S 


Totels, 


12,881 




B5 


7 


Obabok Ootott. 
Bradford 

Braintree 

Brookfleld, 

Cheliiea 

Corinth, 

Fairlee. 

Newbury, 

OraDge, 

Bandolph 

Strafford 

Thetford 


1.489^ 

8«| 

«j 

1,230^ 

1,087^ 

»{ 

3,080-; 

8,333-1 


¥^i 

Main, 
Fem'a, 

Mideg, 
Fem'B, 

F.111'., 

Mulw. 
Fm-., 

Halen, 
Fem'B, 

H>le>, 
F.in-., 

MalM, 
Fem'B, 

MbIbb, 
F«n'^ 

UaleB, 
Fem'B, 


2 


'i 
I 




1 


.. 


'i 

i 

1 


i 

1 


'8 

■■ 
1 

i 


i 

'i 


1 

1 
1 

'i 

1 
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2 




. 


2 
g 


s 

s 


s 
g 


2 












u 


TOTAI,. 


f 






5 I 


2,5 


2 




1 


1 


(5 


1 






8 

3 


1 
7 


1 

I 


i 

3 
6 




s 

7 


14 
9 


13 


i 
a 

18 
6 


i 


1 




4 
6 

121 


'7 
'4 
107 






ii 
io 












8 
8 


5 
4 


8 
3 


1. 

a. 


0.86 


6 


12 


6 


8 


u 


9 


10 


12 


23 


18 


..;. 


e 


8. 


121 


107 




238 


1.69 


1 

i 

1 


;; 

i 

1 
1 

1 
'a 


1 

1 

1 

1 


1 


1 

1 

;; 

1 
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i!35 

siio 

3!83 

i;87 

3!68 


13 


18 


» 


_ 


43 


23 


30B 




3 


420 


1.65 
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TABLE n.— CosTisDi 



TOWNS. 


Popo- 


Sax. 


si\i 


s 


•6 

S 


i 


i 

o 


g 




s 


WiNDBOB CoCNTr. 

Andover. 

Baltimore 

BtuBord, 


,,„ ( Males, 

_, ( Males, 


1 . 

8. 


1 '.'. 

3,. 
1 




i 


1 

2 
1 


'i 

1 

i 
1 

i 

i 


i 

i 
i 

1 
1 

*i 

] 
1 


2 

1 

'i 

1 


.! 














Bridgewaler, 

CaTendieh, 

CheBter, 

Hftrtford 

Hoitland, 

Ludlow, 

Norwich 

Pljmonth 

Pom/ret, 


1,173 J 
1,787 -j 
3,740 j 

1,768-] 
1,804^ 
755 -j 
865] 
748 ^ 
1,857 -1 
1,433 ^ 


Males, 
Fern's, 

Males, 
Fern's, 

Males, 
Fern's, 

Males. 

Fern's, 

Males, 
Fern's, 

Males, 

Fern's, 

Males, 
Fem'B, 

Maks, 
Fem'B, 

Males, 
Fern's, 

Malw, 
Fem'B, 

Males, 
Fem'B, 

Males, 
Fern's, 


i '. 

1 
1 

6 
5 

8 

1 

1 


2.. 
2.. 

1 .. 
1. 


1 

'i 


1 
1 

1 


:: 
1 

3 
3 

i 
1 

i 


Booheetor. 


1 

2 
1 


i ! 






1 


Bojalton, 
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TABLE n.— OowTiKinD, 











5 


1 


g 
S 




^ 
S 
g 


-2 








i 


e 


Total. 


1 


g 




1 
s 


s 
s 




s 


n 


1 


• 

1 


[3 


3 


'a 


i 

i 


1 


1 
'i 


1 

i 

i 
8 




3 

3 
1 




1 

1 
1 
1 




1 
1 

8 
3 


i 


1 


i 




8 

9 


'7 
'4 

io 

6 




i's 

"i 
is 
is 
is 


4. so 
6! 16 

i!36 

i'.hii 
i'.sh 






"2 

1 

1 






2 

1 

1 


'3 




3 
3 




8 

1 

'i 


3 








13 
10 


14 
'7 




37 
17 


3. so 
6!b5 


8 


1 
1 


8 
5 




1 
1 


1 


3 
2 




4 
4 




3 

1 


'3 








86 


84 




70 


i!87 








..'..|l 


1 

1 




'3 






1 








7 


B 




i« 


ilii 




■i 


1 


i i "3 


3 
3 




2 
3 




5 


'i 


'3 


i 




18 


26 




88 


3! is 




"i 

:: 


i 


2 

1 
1 


a 
i 


_ 


1 

i 




3 
3 

1 

1 

2 
'2 

1 
8 




'i 

1 
3 

2 

1 


1 
1 

1 

i 

i 


'i 






4 
12 
10 

2 


ii 
'5 

s 

'« 
*» 
16 




33 
■9 
17 

ie 
ii 

31 


i!68 

ilia 
iioe 
siii 

6; 87 

i!46 
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TABLE n.— Continued. 



WiNDSOE GowTY. —Con. 
Sharon 

Springfield, 

Stockbridge, 

Weatberefield 

WeBton, 

West WindHot, 

Windaor, 

Woodstock, 

Aggregate, 

Totals, ...... 



T3,| 

a,88i I 



1,174 I 
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TABLE n.— OOKTIMOBD. 



by Google 



TABLE n.~BBOApmn.ATioN. 



CODNTIBS. 


PoPO- 

LATION. 


BBS. 


1 




•if' 

s 




d 
5 


1 










5' 


Addison, 


32,277 ^ 


Males, 
Fern's, 


31 
26 


6 




3 
2 


'i 


3 


G 

1 


8 
8 


:3 
9 


^J 


4 

13 


5 
6 


Beniiingtoii, 


20,448 -j 


Males, 

Fern's, 


37 

22 






1 
3 


8 
2 


1 
8 


1 


7 
8 


4 

7 




8 
3 


6 
9 


Caledonia, . 


33,436 j 


Males, 

Fein's, 


28 
30 






4 

1 


I 


G 
4 


3 
8 




5 
6 




6 
8 


9 

9 


Chittenden, 


36,308 J 


Males, 
Fein's, 


82 
77 




11 


8 
3 




9 
9 


6 

7 




8 
11 


IS 

17 


10 
16 


10 
14 


Eases, . . 


9,453 ] 


Males, 

Fern's, 


10 

n 










'i 


3 

1 




8 




4 


1 
3 


Franklin, . 


39,755 -j 


Males, 
Fern's, 


47 
44 






2 
5 




4 
4 


3 
2 




4 
14 




9 
13 


S 
10 


Orand Isle, 


3,843] 


Males, 
Fem'e, 


5 
2 












'i 




'i 




3 

1 


2 


Lamoille, . 


12,831 \ 


Males, 
Fem'e, 


19 
IG 










1 
2 


3 




8 
4 




3 
8 


4 

8 


Orange, . . 


10,675 -j 


Males, 

Fern's, 


SO 
11 


i 








8 
3 


3 




1 
G 




3 
8 


3 
5 


Orleans,. 


23,101 ] 


Males, 
Fern's, 


8U 
86 


I 








4 
5 


3 

3 




6 
8 


U 


4 
6 


4 
4 


Rutland, 


45,397 ] 


Males, 
Fern's, 


44 
40 


8 
8 






2 


9 
6 


7 
6 


IS 


7 
16 




9 

8 


7 
9 


Washington, 


29,G08 -j 


Males. 
Fern's, 


53 
35 


23 
8 








11 
,5 


4 

3 


14 


9 
13 


11 


9 
4 


11 
13 


Windham, . 


26,547 -j 


Males, 

Fem's, 


33 
17 


5 
3 








4 

I 


8 


■i 


6 

7 




3 

10 


6 

7 


Windsor, . 


31,700 ] 


Males, 
Fem's, 


30 
30 


11 








5 

4 


2 
5 




5 
5 


IC 


6 
14 


3 
9 


Aggregate, . 


1 


Males, 
Fern's, 


457 
387 


9830 
68 35 


31 


31 


59 
5G 


43 
33 


54 

93 


63 
106 


,= 


69 
93 


71 
105 


Totals, . . 


SS3,»4S 




844 


1G6 


74 


SO 


62 


115 


76 


146 


169 


195 


161 


179 
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TABLE II. — RBOAPITtTLATION 



3 
3 


S 
3 


3 
S 




1 1 

3\ S 2\S 


i 
s 


.2 
S 


1! gi- 
ll'' 








1 


2 

6 


10 

4 


5 
10 


6 

8 


. 


9 14 
18 


30 

16 


18 

15 




4 

a 


3 


3 


181 


180 


3 


« 


i!65 


8 
10 


9 
5 


7 
15 




'5 


7 13 

8 10 


7 
15 


17 
11 




3 
1 


'i 




!^^1 163 




824 


1^45 


2 
8 


4 

T 


6 
8 




IS 


10 
13 


17 
11 


31 

14 


18 
9 


11 


2 

8 


'i 




189 


... 
178 




867 


i;63 


8 
19 


9 
9 


12 
11 


10 


!5 


31 
80 


19' 81 


19 
33 




8 
4 


3 
3 




838 


874 




713 


i;98 


1 


a 


2 
S 




1 

1 


8 
8 


.. 8 


8 
3 




"2 




.^ 


49 


42 


3 


98 


ilsi 


8 
6 


11 

8 


1( 




13 
20 


16 
15 


18i 14 
10! 13 


11 
9 




Q 
3 


4 
8 




281 


286 




467 


i!47 


'a 


i 


'i 




3 


1 

4 


3 1 


3 
3 




' 






81 


'35 




'56 


i!48 


i 


1 

7 


9 
5 




8 

7 


S 

7 


14, 13 

9| 6 


'S 




3 

3 


1 
3 




121 


107 




338 


i'M 


4 
1 


4 


4 
6 


'I 


7 
12 


11 
7 


11 17 
14 13 


13 
13 




2 

4 


'3 




183 


133 




365 


i'.'ss 


4 
S 


; 


4 
8 




9 

9 


11 
13 


12 


13 
IS 


U 

13 




2 
4 


'i 




166 


163 




338 


l.'iZ 


4 
IS 


9 
6 


9 

17 


19 


16 
14 


33; 36 
34| 17 


35 
16 


S( 




« 






■279 


390 


1 


670 


1.2a 


14 
13 


16 
13 


'S 


11 
16 


15 

18 


18 
30 


20 
30 


17 
16 


31 
17 






1 
8 




389 


285 


3 


576 


i!7i 


5 

4 


7 
7 


9 
9 


'S 


16 
19 


17 
11 


17 
21 


33 
39 


30 
S3 




7 

7 


3 
1 




313 


305 


'3 


420 


i!65 


11 

n 


8 
13 


13 
11 


15 
13 


19 
15 


35 
25 


39! 34 
27- 17 


27 
9 




3 
10 


i 




376 


370 




546 


iiio 


z 


9< 


101 
113 


134 
124 


147 

153 


186 


321232 
183 204 

1 


315 
174 


::? 


39 
58 


;? 


7 
3 


3657 


3655 


'9 






167 


185j2l4'248;300 


873403 436 380 


333 


97 


30 


9 


2057 


3655 


9 


5831 


1.55 
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Bertillon Classification of Causes of Death 

(Long Form.) 

NOTE — This claasification was reported to the loteraational 
Statistical InstitDt^, Chicago, 1893, and was adopted by the State 
Board of Health of Vermont, Janoary 1, 1898. The following liet, 
as need in the Vermont Begistration Report, inclades aaimportant 
or rare titles iu brackets, has expanded No. 145 so that some im- 
portant means of death from violent caases are specified, added 
"homicide" to No. 162, and places "heart failure" under No. 155, 
in connection with "dropsy, among ill-defined caaaes of death. 
Stillbirths, which are included in total deaths, unlike the original 
form of the classifications are stated in connection with total 
deaths, in accordance with the recommendation of the Committee 
of the American Public Health Association, Philadelphia, 1897, 
so that they may be conveniently subtracted in making compari- 
sons with reports that do not jnclude them. 

GENERAL DISEASES. 





I.-EPIDSmO DISEASBS. 


1. 


Typhoid fever 


9. 


InEuenzft 


ra. 


Typhus fever] 


[10. 


Miliary tevei] 


[3. 


Scurvy] 


[11. 


Asiatic cholera] 


[*. 


Smallpox] 


13. 


Cholera nostraa 


5. 


Measles 


18. 


Other epidemic diseases 


6. 


Soarlet fever 




\a. Yellow fever] 


7. 


Whooping ooi^h 
Diphtheria and croup:— 




b. Plagae] 


8. 




e. Mumps] 




a. Diphtheria 




d. Others— German 




6. Membraneous croup 


measles, etc. 




c. Croup. 








II.-OTHEB 


OBNBRAI, 


DISBABKS. 


U. 


Pyemia and septioemia 
GlanderB and taroy] 


36. 


Cancer:— 


[15. 




a. Of the mouth 


[18. 


Malignant pustule and 


ohar- 


6. Of the stomach or 




bon] 




c. Of the iutestineB o 


[17. 


Babies] 




rectum 


18. 






d. Of the uterus 


19. 


Intermittent fever 




e. Of the breast 


30. 


Malarial cachexia 




/. Of the skin. 


[31. 


Pellagra]- 




a. Of other organs 
Eheuiaatiam 


32. 


Tuberculosis:— 


36. 




a. Of the lungs 


[37. 


Gout] 




b. Of the meninges 




Diabetes 




c. Of the peritoneum 


29.' 


Exophthalmic goitre] 




d. Of the skin. 


80. 






e. Of other organs 


31. 


Leukemia] 




/. General 


33. 


Anemia, chlorosis 


38. 


Scrofula 


[88. 
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BBGIBTBATION REPORT. 



Forms of Poisoning. 
Alooholiam. acnte and cliioiiio [86. Other obronjo potBoniuga of 



[8Ci. Lead poieoning] 



oocupationB] 
[87. Other obronic poieoningB] 



LOCAL DISEASES. 



OF ySK OBSAHS OF SENSB. 

General paraly eis of the in- 



m.-DIBEASBfl OF TBK NBBTODS STSTBH 1 

86. Euoephalitis 

89. MeningitiB:— sane _ 

a. Simple meninaitia 46. Other fomnB of inaanity 

6. Epidemic oerebro-epioal 47. Epilepsy 

meninsitia [48. OonvulBions (not puerperal)] 

[40. ProgroBHive looomotor ataxia] 49. ConvnlnioiiB of infanta 

[41. ProgteBaiveinuaoular atrophy] [60. Tetanna] 

42. ConKestionaadhemorrbageof [51. Chorea] 

the brain 63. Other netvona diseases 

4S. Softening of the brain [S8. Diseases of the eyes] 

44. Paralysis without specified [54. Diseases of the ears] 



IT.-DIBBASES OF THB 

PericarditiB . [03. Phlebitis and othet di 

Endooarditie of the veins] ~7 

Organie heart diseaseB [63. Lymphangitie] 

Angina pectoris [64. Other diaaaaes of the lympha- 

DiseaseB of the arterieB, athe- tie Bystem] 

roma, aneuriem, etc [66. Hemorrhage] 

Embolism] [66. Other diseases of the ciroola- 

YarioeB, variaose oloers, hem- tory system] 

orrhoids] 

T-DiaBASB8 OF THB BE6PIBAT0BY SYBTBK. 



DiBeases of the nasal fossae] 
Diseases of the larynx and 

thyroid eland] 
Ante broncuiitiB 
Chronic bronchitis 
Bronoho-pnenmonia 
Fnetunonia 
Pleurisy 



74. Congestion of the longs (in- 
cluding pulmonary appo- 

pleiy. 
[75. Gangrene of the lungs] 



[76. Diseases of the mouth and its 

adnexa] 
[79. Diseases of the pharynx and 

of the esophagus] 

80. Ulcer of the stomach 

81. Other diseases of the stom- 

ach (cancer excepted] 

82. Infantile diarrhea and gastro- 

enteritis, athrepsia ["Chol- 
era infantnm") 

83. Diarrhea and enteritis 

84. Dysentery 
InteBtinBl parasites] 
Hernia and intestinal ob- 

strnctionB 



a DIGESTIVE SYSTBM. 

87. Other diseases of the ii 



t£- 



Aottte :Fellow atrophy of the 

Hydatid tumor of the liver] 

Cirrhosie of the liver 

Bilary calculi 

Other diseases of the liver 

Peritonitis (not puerperal) 

Other diseases of the diges- 
tive system (cancer and 
tuberculosis excepted)] 

Diac abscesa (typhlitis peri- 
typhhtis. appendicitis) 



by Google 



324 VRHMONT 

TII.-DISBASBB OP THB OENITO-I'BINABX BYBTEH. 

96. Axmte nephritis genital oigaUB] 

97. Bri^ht'e diBeaae [107. Pelvic abaceBs] 

[98. FennephiitiB and petine- [108. Perinterine hematocele] 

phtitic abaoees] [109. Metritis] 

[89. Renal catculua] [110. Uterine hemorrhage (not 

[100. Other diBeaneB of the kidneys puerperal)] 

and odnesa] 111. Uterine tmnor (not oanoer) 

101. Vesioal calculi [112. Other diBeaaeB of the uterus] 

103. DiseaaeB of the bladder 118. Ovarian cyeta and other 

[108. Diseaaea of the urethra ovarian tomois 

* (urinary abacesB, etc.)] [114. Other diseases of the female 

[104. Diseases of the prostate] genital orgoiiBl 

[105. I>iaeaBea of the teatiole and [116. Diaeaaes of the oreast (not 

ito membranes, orchitia I puerperal, not conceroua)] 
[106. Other diseases of the. male 

VIII.-PUEBFRRAI. DISBABSB. 

[118. Accidents of pregnancy] ISl. Pnerperal albuminuria and 

[117. Puerperal hemorrhage] convnlsions 

[118. Other accidents of dehvery] [123. Phlegmasia alba dolena] 

119. Puerperal septioemia:— [133. Other aocidenta of pregnancy, 

a. Septicemia Budden death] 

[6. Phlebitis] [124. Puerperal diseases of the 

130 Puerperal metroperitonitis breast] 

IX.-DISEASES OF THE BKIN AND CELtJI-AB IISSITB. 

125. ErjraipelaB ISS. Other diseasea of the skin 

136. Gangrene And its adnexa (oanoer ex- 

[137. Anthrax] cepted) 
128. Phlegmon, acute abBoesB 



X.-mSBABEB OF THE liOOOUOTOB 3YSTEU. 

ISO. Pott'a disease [13S. Amputation (for anspeciAed 

[131. Chronic or cold abscess] diseaseW 

133. Other diseaseH of the bones [136. Other diseases of the organs 

133. White awelling^ of locomotion] 

[134. Other diseases of the joints] 

XI. 'HAUPOBMATIONS. 

187. Malformations 

3II.-DiaBABEB OF INFANCY. 



141. Senile debility 
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REGI3TKATI0N REPORT. 



A. — Suicide. 
143. Snioide:— 

b. Asphyxia 

c. Strangalatioii 

d. Drowning 

e. Firearms 

/. Cnttin^ instramenta 
g. Precipitation from a 

height 
[A. Crnahing] 
[i. Other methods] 
J?, — Aeeidenl. 
148. Fractures 
[144. Dislocations] 
145, Other accidental injnriefl:- 

a. Gnnshot 

b. Lightning 

c. Mining accidents 



d. Railroad accidents and 

injuries 

e. Vehicles and horses 

146. Bnming: — 

a. Fire {bnrn) 

b. Hot hqnid (scald) 
[c. Oorrosive substance] 

147. Sunstroke and freezing 

148. Accidental drowning 
148. Starving 

150. Inhalation of noiioua gases 

[not suicidal) (Conflc^a- 
tion) 

151. Other accidental poisoning 
1G3. Other externed violence; — 

m. Other accidents 
CSomieide . 

b. Homicide 



153. Exhaustion, oacheKia, de- 

biUty 

154. Fever, inflammation (not 

well defined) 
156o. Dropsy 
I55b. Heart failure 
1S6. Asphyxia, cyanosis (not con- 



n.L-D£FINBD. 

genital) 
1ST. Sudden death (not puerperal) 

158. Abdominal tumor 

159. Other tnmors 
[ISO. Wounds, snrgioal shock] 

Unknown or not specified 
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VEKMONT 



COUNTIES. 
























[. 


■s 

1 

i 

S 


1 

■5 

a 


Batio of 

DlTOBOBS 

Makbiaoes 


Addison, , 

Oaledouia, . 
Chittenden, 
Essex, . . 
Franklin, . 
Grand Isle, 
Lamoille, . 
Orange, 
Orleans, . 
Rutland, . 
Washington, 
Windham, , 
Windsor, . 


1 


3 

1 

8 
2 

1 
3 
4 

2 
3 

10 


8 
4 

7 


.... 

.... 
.... 
.... 

1 


B 
7 
S 
9 

. 

5 
1 
S 
18 

10 
11 
12 

6 

99 


I 

1 

1 

1 
1 
2 

7 


1. 

6. 
4. 
4. 

7. 
I. 
8. 

5. 
S 
5 

41 


1 
. 3 


1 
3 

a 
1 
1 

1 

8 

6 

4 
28 


2 
3 


8 
8 

3 

8 

60 


6 
18 

9 
16 

7 
10 

2 

5 
31 

8 
18 
19 
18 
31 

173 


16 
11 
28 

8 
16 

4 


81 

9 
22 
36 
31 
39 

333 


168 
147 
212 
?05 

66 
326 

30 
112 
159 
381 
239 
801 

257 


linl8 
1 " 8.19 
1 " 19.37 
1 " 18.36 
1 " 8.S6 
1 " 30.88 
1 " 7.60 
1 " 13.44 
1 " 6.18 
1 " 25.67 
1 " 13.14 
1 " 13.04 
1 " 10.86 
1 " 8.86 


Total, . 


1 


38 


19 


. 


3816 


1 " 12.09 



b, Google 



REaiSTRATION BBPOBT. 



TABLE TV.— Continued. 









Cause op Ditoboi!. 


Libelant 


COUNTIES. 


1 

s.. 1 

1 

1 

J 

■ K 


i 

£ 

1 

1 


1 1 

1 

.g 

2 a 


11 

Z 

J 
|| 
II 

III . 

MM M ? 












.... 8 ... 

1 .. .. -6 
.. .. 8 .. 

2.. .. 13 
.. .. 3 .. 

1 .. .. 9 
.. .. 7 .. 

3 .. .. 16 








6 
1 

6 










dale, . . 


... 2.. .. 

... 4 




Bensiagton, 


Female, . . 


1 


16 


Caledonia, . 

Chittenden, 








5 
8 


1 3.. .. 
... 2.. .. 

... 2.. .. 




Male, . . 
Female, . . 

Male, . . 
Female, . . 
Male, . . 


4 

4 


2i 


Ebsoi, . . 


1 .. .... 


6 




1 .. .. 7 
.. .. 6 .. 

1 .. .. 10 
.. .. 3 .. 

1 .. .. 2 
.. .. 4 .. 

.. .. .. 6 


8 






9 


1 3.. 1 






Male, .. 










1 








Mul©i 
Female. . . 
Male, . . 
Female, . . 
Male, 
Female, . . 






Lamoille. . 


k"i'.'.'.'. 
. 4.... 


3 
3 

16 


... S.. . 





Orange, . . 
















. 8 1 


8 
1 

9 

4 

7 

11 




8 S .. 18 






.... 2.. . 
8 .. . 




Bntland, 


.Female .. 
Male, . . 
Female, . . 


1 

2 


23 




15... 


6.. . IS 


5*5 




Male, . . 
Female, . . 
Male, . . 
Fem^e,.. 
Male, 1 
Female, .. 


2.. ... 
1.. ... 




















Windsor, 


5 4... 
25 8... 

laii 


5 

10 
89 


S.. .. 


4 .. .. 3 


29 


Aegregtite, . 


735.. . 


38:: :: : 




TobJ, . . 




1 


8819 


99 


7 41., 


3 38 2 eojir 


2^ 
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Results and Observations. 



IS97. 



The whole number of living births recorded in the State for 
the year 1897 was 7151, of which 3557 were males, 3519 females, 
and 76 unknown. Compared with 1896 the number of births was 
110 more, and with 1895 111 more. Parentage: American, 5914; 
foreign, 1469; unknown, 75. 

During the same period the number of couples married was 
2616, 236 couples lesB than in 1896. 

For the same period the number of decedents was 5,806, of 
which 2,873 were males and 3,861 were females ; sex not stated, 74. 

Compared with 1896 the number of decedents was 305 more, 
and with 1895 it was 330 more. 

The population of the State for 1890 was 333,343. There was, 
therefore, during the year, one birth to every 46.47 of the popula- 
tion, against one in 47 'JO in 1896 and the same in 1895. One per- 
son iu every 69 was married during the year, against one in every 
54.64 in 1896. - 

The following table groups together the principal facts in the 
registration of births, marriages and deaths, during the full period 
covered by these reports — forty-one years. 
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Years. 


Whole 
No. of 
BirthB. 


Still- 
born. 


Living 
Births. 


Mar- 
riages. 


Deathfl. 


1867-81 


82,683 
27,513 
88,360 
85,950 
7,875 
8,870 
6,848 
6,633 
8,761 
6,881 
6,009 
6,665 

6;484 

6,453 
6,585 
6,374 
6,686 
6,880 
6,706 
7,087 
7,083 
7,343 
7,291 
7,483 


645 
888 

838 
1,018 
187 
335 
361 

340 
333 
311 
176 
175 
178 
185 
194 

'ao8 

346 
237 
231 
. 334 
302 
250 
331 


83,087 
27,120 
85,432 
34,933 
7,178 
6,636 
6,583 
6,404 
6,521 
6,106 
6,848 
6,489 
6.417 
6,316 
6,267 
6.341 
6,374 
6,478 
8,634 
6,558 
6.816 
6,838 
7,040 
7,041 
7,151 


11,391 
11,848 
14,108 

13.538 
2,515 
3,770 
3.708 
3,697 
3,768 
2,888 
3,836 
3,686 
2,709 
3,585 
3.661 
3,647 
3,846 
2,818 
3,817 
3,905 
2,941 
3,838 
3,365 
3,041 
2,816 


87,753 


1867-71 

1873-76 

1877 

1878 

1878 


33,818 
25,914 
4,893 
4,896 
5,164 
6,260 
5,657 




















5.019 
5,478 
6,775 
5,614 
6,629 
6,616 
















5,569 
5,410 


J894 




5,808 


1897 




276,852 


10,381 


368,066 


108,308 


374,608 
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BIRTHS. 

In the following table we gronp together the whole number of 
birtha regisbored in the State for the forty-one years, 1857-1897, 
inclusive, together with the annual birth rate, population to one 
birth, and nnmber of each sex for the same periods ; 



Tears. 


Whole 

No. 


rate. 


Popula- 
tion to 

IBiith. 


Males. 


Females 


Un- 
knowD. 


1857-61 


33,683 
37,513 
36,260 
35,950 
33,481 
6.831 
6,553 
6,665 
6,592 
6.434 
6,453 
6,585 
6,374 
6,478 
6,634 
6,558 
6.816 
6,838 
7,046 
7.041 
7,483 


3.06 
1.77 
2.0.1 
3.16 
3-10 
1.95 
1.9T 
3.05 
1.98 

'l!94 

3.03 
1.S7 
2.05 
3.05 
2,11 
2.11 
3.15 


48.4 

66,6 

45.6 

45.3 

48 

53.4 

50.6 

60 

50.4 

51 

51.5 

50.8 

53.1 

51.3 

49.3 

50,6 

48.7 

48.7 

47.2 

47.3 

46.47 


16,506 

14,136 
18,710 
18,417 
16,139 
3,289 
3,471 
3,368 
3,344 
8,3'i2 
8,194 
3,461 
3,254 
3,33H 
3,387 
3,365 
3,518 
8,531 
3,612 
3,631 
8,557 


15,724 
13,316 
17.110 
17,480 
16,251 
3,078 
3,077 
3,292 
8;236 
3,178 
8,347 
3,065 
3,106 
8.134 
3,387 
3.187 
8,300 
8,296 
3.425 
3,419 
8,519 


453 


1867-71 

1873-76 

1877-81 


440 
53 

91 


































I89I 


10 














18B6 


1 






Totals 


371,428 


138,486 


181.666 


1,423 
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SYNOPSIS SHOWING SOME FACTS IN EEGAED TO 
DEATHS FROM SOME OF THE DISEASES CALLED 
INFECTIOUS. 

Consumption stands at the head of this list. The record 
for 1897 shows Jhe unmber of deaths from this disease to have 
been 397. Taberculosis of other organs, and general tuberculosis, 
103; total. 500. 

Of this nnmber 320 were males and 280 females. Greatest 
mortality in the months of March, April and May. A majority of 
the deaths occurred between 20 and" 50 yeara of age; 113 
between 20 and SO. This is nearly 9 per cent of all the deathB in 
the State. 

DIFHTHBBIA, HBUBRANEOUS CROUP, GROUP. 

For the same period the record shows the number of deaths 
from diphtheria to have been 88; memhraneouB croup, S3; croup, 
39; total, 160, Of diphtheria 39 were males and 49 females. Of 
croup 40 were males and 32 females. Between 15 and 70 years of 
age there were 11 deaths; all the others were under I5. 



There have been i'i deaths from measles, 17 males and 25 fe- 
males. Most of these were under 5 years of age. Nearly all of 
them occurred during the first five months of the year, 

8CABLBT FETBE. 

Only 9 cases have died during the year from scarlet fever, 6 
males and 3 females. 

WHOOPING COUGH. 

During this same period there were 7 deaths. from whooping 
cough, 2 males and 5 females. 

There was daring the year one birth to every 44.41 of the 
population — birth rate 2.35 per cent — and one death to every 
57.22 of the population, and 1.64 per cent death rate. 

Plural Births. — The number of plural births reported in 1897 
was .126, against 83 in 1896. Of these 68 were males and 67 
females. 

Illegitimate. — Number of illegitimate births recorded during 
the year was 39: males, 21; females, 18. 

Still Born.— 331: males, 176; females, 156. 

Digilized by Google 



UABRIaOBS. 



The whole number of marriages recorded daring the year end- 
ing Dea 3lBt:, 1897, was 325 less than the unmber in 1896. Of 
the persons married -4748 are reported as Ameiioaus, 825 of foreign 
parentage. 



The record for 1897 gives the number of divorces as 238. The 
^nts of divorce to marriage was one to every 12.5 marriages. The 
> wife wtis libelant in 173 cases, and the husband in 60. 



The whole namber of deaths registered during the year 1897 
was 6,808;- this is 265 more than the number at deaths in 1896. 
The average age at death is 45.63. 



There were during the year 125 deaths from iufluetiKa; 60 
males, 61 f?malea and 4 sex not stated. 

The deatbs were in persons, in most instances, who were over 

60 years of age, the greater number wus over 80. The greatest 
falality was in the months of February, March and April. 

TYPHOID FBVKE. 

Seventy-sii died from typhoid fever during this year, 89 males 
and 37 females. Most of the deaths occurred between the ages of 
15 and 40. Most prevalent during the months of August, Septem- 
ber, October, November and December, 
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Addiaon Co. , Health Officers reports from 69 
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Chittenden Co., Health Officers reports from 83 
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